








BSF es PF F733 f 


Vol. 31 


Special Articles 


Pending Court Decisions Awaited With Interest Be- 


cause of Their Possible Effect on Proration 
By ANDREW M. ROWLEY 


East Texas Hearing Ends, Judges Withhold Decision___ 6 


By NEIL WILLIAMS 


Unrestricted Production of Big Fields Soon Removes 


Them; Fromemeeeeeennce oa305<yoce 65.5 ~-- <5. 6 
By JAMES McINTYRE 
Question of Continuing Proration Now Agitating Many 
Ge Meee. BNE feo ls ee 7 
By ANDREW M. ROWLEY 
Deduction for Transportation Losses Before Texas Com- 
1 Bae ee RAS Re IE eS TRI on ndmw 7 
Improving Spray Oil to Minimize Injury to Plants _.._. 8 


By JESSE H. GREEN 


Ways and Means Committee Hears Gasoline Tax Case. 9 
By CHARLES E. KERN 
Henry E. Browne’s Career Began in Mad Days of Oil 


Exchange 
By THOMAS F. SMILEY 


Big Overproduction and Sales of Overproduced Oil 


Sp nN GRO hk 5 eed ee iene 11 
Crudes of Paraffin, Naphthene and Mixed Base Avail- 
Ee OS ee Raga EIOS Pree 12 
By EDWIN F. NELSON and GUSTAV EGLOFF 
E. J. Sadler Urges World Co-operation --_----------- 12 
Politics and Proration (Editorial) ___.---_-----.------ 16 
Field Problems From Readers ----------------------- 61 
Edited by THOMAS F, SMILEY 
Field Operations 
IIE COUR LGG ep aeiiend ation ddte< Spee anne onme 14 
New York and Pennsylvania Gas Fields --_-_--_-_----~- 30 
By STAFF CORRESPONDENT 
BE BOE deeciecedict ere sen Scot eel 
By L. E. BREDBERG 
wrent-and Hosts Tee 262s 200s. 86-bit ec 32 
By L. E. BREDBERG 
SS BO EE Be ee pee ee ee ee 37 
By W. A. SPINNEY 
RS TL TDi ARS "SE i eS Ry eR 38 


By W. A. SPINNEY 


BPVOUG, tar Ww ei | cae ee 


THE OIL AND GAS JOURNAL, February 2, 1933 






No. 37 

ee Se ee ee 39-40 
By L. P. STOCKMAN 

Samet Menem. 42... com oases ee 41 
By B. D. STEVENSON 

North Louisiana-Arkansas, Mississippi ~--...--_------ 42 
By D. H. BANCROFT 

POE a Ba cere = Se, EP ana Ss: Se ek 43 
By NEIL WILLIAMS 

le ho EE ae ee ee 44 


By GEORGE A. WHITNEY 


ee Be SERRE FES SEE Sal pene eS 44 


By STAFF CORRESPONDENT 


Rotky Mountain Area ......-iigisecuadeeeensnae-<--- 46 
By TOLBERT R. INGRAM 

ol! a a 47 
By VICTOR LAURISTON 

ee 70 
By GEORGE A. WHITNEY 

Refining and Marketing 
Minor Changes In Oklahoma Refinery Prices as Trade 
Awaits ‘Crude Of Market -iui02.........cam---- 18 

By C. 0. WILLSON 

Pi. Retinery Report -..-..- ic ae.-.--eee =--~ 19 

Chicago Masieetlice.........- GaGa sc dkseeeas ~~ 20 
By R. C. CONINE 

New York: Market .......-...cgcipeoneen an cenee---~ 21 
By A. E. MOCKLER 

eperts. anc Jimoorts, ......... Seana oe 21 

Refinery and Crude Prices ----itnse0-.c0s5---se--- 22-23 

Tadk Wahow Maree ......_. Rcmaeneenssouse~<.. 24 

News for Sales Departments .. beo ik. os eo -- 25 

News for Petroleum Refiners ~.............-....----- 26 


Some Technologists Object to Adopting C. F. R. Method 26 


Natural Gasoline Manufacture ~-.------------------- 27 
Technical Questions Answered --..-.-.-------------- 59 
By C. K. FRANCIS, Ph.D. 
General Departments 
New and Improved Equipmegt .-.------------------- 60 
Natural Gas Developments ---_..-.........-<..<-_---- 62 
Perens Fereerveoee ......... ideas ddieshesee d+ ~~ 63 
Field Operations in December --_------.-------------- tr} 
Classified Advertiaing ......... Gisudnestss~snce---. 71 
Index to Advertivers ..........j¢:sekonseen nee 72 


Refinery Section Starts on Page 18 





Branch Editorial Offices 


CHATHAM, ONTARIO, CANADA, Victor Lauriston, 35 Stanley Avenue. CHICAGO, ILL., Robert C. Conine, Room 1416, 6 North Michigan Avenue. 
DENVER, COLO., Tolbert R. Ingram, 130 State Office Building. FORT WORTH, TEXAS, L. E. Bredberg, 601 Petroleum Building. HOUSTON, 
TEXAS, Neil Williams, 1116 Second National Bank Building. LOS ANGELES, CALIF., L. P. Stockman, 522 Union Oil Building. MUSKEGON, 
MICH., Paul A. Elliott, Chronicle Office. NEW YORK, N. Y., A. E. Mockler, Suite 2803, No. 19 Rector Street. OIL CITY, PA., Leon H. Walter, 
Oil City Derrick. SAN ANTONIO, TEXAS, B. D. Stevenson, 802 Milam Building. SHREVEPORT, LA., D. H. Bancroft, 540 Ricou Brewster Build- 
ing. TOLEDO, OHIO, George A. Whitney, Box 98, Main Post Office. WASHINGTON, D. C., Charles B. Kern, 26382 Woodley Place, N. W. 


Branch Advertising Offices 


CHICAGO, ILL., C. R. Farmer, 6 North Michigan Ave., Room 1416. 
HOUSTON, TEXAS, Neil Williams, 1116 Second National Bank Building. 


CLEVELAND, OHI10, Howard Markt, 802 Leader Building. 
NEW YORK, N. Y., C. L. Cain, 415 Lexington Ave. 


LOS ANGELES, CALIF., J. H. Tinkham, 2941 Raymond Ave. 


Terms of Subscription 


(By Mail, Postage Prepaid) 


Current Issue - - - - - - = 
Three months - - - 


$ .15 
$2.00 


Six months - - 











One year (in United States) 


$3.00 
$6.00 


$7.00 
$7.00 


One year (in Canada) - - 
One year (foreign countries) - - 











Copyright, 1933, by The Petroleum Publishing Co. 




















THE OIL AND GAS JOURNAL 


March 18, 1952. 


Republic Steel Corporation, 
Youngstown, Ohio. 


Attention: Mr. J. R. Holmes, 
Mer. Pipe Division. 


Gen tlemen: 
Re: Electric Weld Casing 


Yes terday we ren a 2200 foot string of 
5 3/16 inch, 17 pound Electric Weld casing fitted with Cushing 
couplings, purchased from you recently. 


This is to advise you that in all of our 
experience with casing, both lapweld and seamless, we have never 
Ten a more perfect string of pipe than your Electric Weld product, 


Every joint of this pipe made up perfectly, 
end handled more like tubing than a string of casing. The dril- 
1 crew and casing crew were impressed with this pipe, and I 
feel that it is quite in line to advise you of our success with 
the first string of Electric Weld casing we have had occasion to 
use. 


I cannot help but feel that this product 
should prove far superior to ordinary lapweld or seamless casing, 
que to its freedom from mill scale, which we are thoroughly con- 
Vinced is at the bottom of most corrosion troubles. In addition 
to this, its uniform wall thicimess and high tensile and compres- 
sive strength makes this product ideal for any oil field service. 


Your good company is to be congratulated upon 
the development of this exceptional product, which we feel is a 
decided step forward in the manufacture of oil well casing, end 
we will be glad to recommend it to any prospective user. 
With kindest regards, we are 
Yours very truly, 
SIOSI OIL CORPORATION 
” ad v4 s 
° >» wUlpve 


AFL:I 


REPUBLIC STE 


OFFICE YOUNGSTOWN 
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Pending Court Decisions Awaited With Interest 
Because of Their Possible Effect on Proration 


By ANDREW M. ROWLEY 


ECISIONS expected soon from Federal and State courts on mat- 
[) ters relating to proration and the use of troops in enforcing 

orders of state regulatory bodies are awaited with especial in- 
terest at this time because of the possible effect on the general policy 
of proration. In the meantime uncertainty regarding conditions, due 
largely to production in flush areas in excess of allowables with re- 
sultant cutting of prices of crude oil below posted schedules and of 
gasoline under regular quotations, has been increased. 

Investigations are being conducted in Oklahoma and Texas on 
enforcement of proration regulations. Naturally some doubt exists 
as to the outcome of these investigations and whether they will result 
in a more rigid enforcement of proration. There seems to be abund- 
ant evidence that vast quantities of crude oil have been produced, sold 
and transported to markets, in excess of the amount permitted under 
state regulations. This over-produced crude, much of it sold at prices 
under the posted schedules, has been given as the cause of recent 
crude oil price reductions and weakness in the gasoline market has 
been attributed to the sale of cut price products made from this crude. 

There can_be little doubt the present uncertainty will continue as 
long as some companies and individual operators produce their prop- 
erties in excess of allowables and as long as a considerable part of 
this production is sold at cut prices. Testimony presented during the 
investigations has simply verified many stories which have been 
afloat for the past couple of years. Those in close touch with the 
situation have known for a long time considerably more crude was 
being produced than was being reported. The fact the higher crude 
oil price structure was maintained as long as it was, in the face of 
these conditions, simply proved that basically the industry was in bet- 
ter shape than surface conditions indicated. 

However, the investigations have removed many assertions from 
the category of rumor and established them as facts. More persons 
within the industry are now familiar with conditions which have been 
existing and which have contributed largely to present low prices and 
uncertainty. With this fuller knowledge, it is time definite action be 
taken to correct the evils; to place the oil business on a more sound 
foundation; and to prepare for the better demand for crude oil and 
its products which is expected this Spring. 
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WEEKLY CHART 
SHOWING ESTIMATED 


DAILY AVERAGE 
PRODUCTION 


OF CRUDE OIL IN 
THE UNITED STATES 
FOR 1932 AND 1933 


PRODUCTION FIGURES ARE INDICATED 
By TOPS OF LINES 


Crude Oil Production in the United States 


Estimated daily average production for the week ending January 28 and a 
comparison with previous week and one year ago, follows: 








Oklahoma— Jan, 28 Jan. 21 Jan. 30, 1932 
Gatehowma Clty oi ieee. ial 63,565 71,220 97,960 
Seminole-St. Louis ............... 112,640 110,115 112,985 
Remainder of State .............. 194,030 193,485 201,390 

Watal: Oma ©... bn eis eee. 370,235 374,820 412,335 

East Texas— 

IN. olde otls otic Jha bab EY oda 113,825 114,112 118,376 
I ai FAS Sn bin wd Sos ol Shes ves 90,874 90,989 110,155 
See FAD ek ton Al Ei ai 93,035 93,125 116,819 

SCRE I SND oon ow a caee't.cc by 297,734 298,226 345,350 

West Texas .............+.. ac ediateal 157,008 158,986 174,152 

North Ceomtral Texas ........cicccsce 70,661 70,805 73,745 

I POI. 6.0 occ ccc cbericvsce 46,196 44,493 51,686 

ge & ere 48,505 48,235 50,035 

Cae NES ou c's vk s'n cinemas 130,315 127,645 108,010 

OP CT eee Te ee 55,853 53,410 57,594 

Total State of Texas ........... 806,272 801,800 860,572 

NS Sais oaks oes SE ices 94,225 91,940 98,145 

py Te ee yore 30,165 30,245 28,835 

Gulf Coast—Louisiana .............. 34,412 35,927 30,332 

Se OT 1. PE EAS Ce cee 32,150 $2,165 34,520 

Pe EE Cosco ccedecndee ck eee 111,000 114,000 121,000 

Rocky Mountain area .............. 75,590 71,676 79,696 

California— 

i INL cn. 6. a 0:6 bicine pemaie ee 53,750 55,000 66,250 
ea ree ee 67,000 67,000 78,000 
ae ee ere er eee 12,750 13,000 21,000 
SN irae taki 6 ebb dds backiavees 13,500 13,500 16,200 
pa ree 54,000 60,250 60,500 
Remainder of State ............... 259,000 260,750 261,550 

ee GI oo nc co cc cceecaee 460,000 469,500 503,500 

Total United States ............. 2,014,049 2,022,073 2,168,935 


Decrease 8,024 bbls. daily. 


Ss 


1,975,000 
1,950,000 
925,000 





STOCKS DECEMBER 1 
1932 1931 






Barrels Barrels 
CRUDE OIL 347,575,000 368,595,000 
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| East Texas Hearing Before Federal Court Ends, 
Three Judges Withholding Their Decision 


HOUSTON, Tex., Jan. 31.—The fate 
of proration in East Texas again is in 
the hands of three Federal judges who 
sat in a tri-judge tribunal at Houston to 
hear in omnibus proceedings all suits 
pending which are seeking injunctions 
against the enforcement of present pro- 
ration orders of the State Railroad Com- 
mission in that field. The hearing which 
opened Friday, January 27, was brought 
to a close today with the presentation of 
arguments. 

Twenty-three proration injunction suits 
were consolidated for the hearing. Twen- 
ty-seven additional refinery and pipe line 
cases. also came up but these involved 
only points of law in respect to the 
authority of the Railroad Commission to 
examine their records and testimony was 
presented only by affidavits and briefs 
filed after the close of the proration suits 
and were not heard in open trial. 

Plaintiffs in the case not only’ peti- 
tioned injunctions against the enforce- 
ment of the present orders but also at- 
tacked the validity of the market demand 
law which was passed recently in a spe- 
cial session of the legislature. It was the 
contention that the present order is con- 
fiscatory, unreasonable, discriminatory 
and arbitrary. In the attack on the new 
law it was charged that the law was 
passed solely as a means for the Railroad 
Commission to accomplish a purpose 
which the commission had been unable 
to accomplish under the previous law 
which embodied physical waste provisions 
only. It was charged that the only pur- 
pose was to fix prices, a thing which the 
bill expressly declared against. 

Owing to the illness of Judge Randolph 
Bryant, Judge James C. Wilson, acting 
in his place, convened the court, which 
is composed of Circuit Judge J. C. Hutch- 
eson and Federal District Judges Wilson 
and William I, Grubb. 

Cireuit Judge Hutcheson, presiding, 
decided to hear as a separate case the 
suit of Rowan & Nichols Oil Co. against 
th Railroad Commission, and advised 
counsel in all other actions to stand ready 
for further announcement in the effort to 
consolidate the cases. 

The suit attacked, in addition to the 
production order, the commission order 
requiring that wells be spaced 330 feet 
from neighboring property lines, the mar- 
ginal well regulation and the rule requir- 
ing that only one well be drilled per 20 
acres, unless special exception is granted. 
A. H. Rowan, president of the company, 
testified it was his understanding such 
exceptions had been granted “more than 
5,300 wells” when there were a total of 
only about 9,600 wells in the entire field. 


Rowan on Stand 


Mr. Rowan testified that under present 
proration orders little attention actually 
was paid by the commission to the ques- 
tion of acreage in setting allowables, but 
it still substantially was considering the 
problem on a per well basis struck down 
by the three-judge court some time ago. 

Mr. Rowan said that under the com- 
mission’s present orders a well on a 
l-acre tract was permitted to produce as 
much as a well on a 20-acre tract, pro- 
viding the bottom hole pressure was the 
same in each. He felt the man with 20 
acres either should be permitted to drill 
more wells, or should be permitted great- 
er production in the one well. 

Mr. Rowan said the factor of bottom 
hole pressure was in fact responsible for 
only about 10 per cent of the allowable 
under the commission’s orders. 

He said he had unsuccessfully pro- 
tested to the commission that its orders 
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By NEIL WILLIAMS 


should take into consideration acreage, 
thickness of sand and other factors be- 
side bottom hole pressure, adding it was 
his interpretation of the court’s Decem- 
ber opinion that such factors should bé 
considered. 

On cross-examination, Mr. Rowan 
agreed there was relationship between 
bottom hole pressure and the ability of a 
well to produce, but said it was relatively 
slight. 


Warning from Court 


At one point R. M. Tilley, counsel for 
the company, said he feared if the pres- 
ent proration orders were held invalid, 
the commission would “go back and write 
another substantially the same.” 

Judge Hutcheson remarked that if the 
commission should do that, it would do 
so at peril of having to face contempt 
proceedings. 8 


During the State’s cross-examination, 
BE. O. Buck, Railroad Commission engi- 
neer who had been called by Tilley, tes- 
tified under the acreage basis of prora- 
tion the Rowan & Nichols Co. would get 
a total of 132% bbls. daily from its lease, 
whereas it got 124 bbls., a difference of 
only 8% bbls., under the present prora- 
tion schedule. 

The State offered testimony designed to 
show Rowan & Nichols’ real complaint 
was not against the commission’s order, 
but against its rule requiring that only 
one well be drilled on each 20-acre tract, 
save by the granting of special excep- 
tions. 


Hardwicke for Commission 
R. E. Hardwicke, attorney for the 
Texas Oil and Gas Conservation Asso- 


ciation, argued in behalf of the commis- 
sion that the proration orders complained 
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of specifically invited aggrieved persons 
to file their objections with the commis. 
sion and that the orders therefore neces. 
sarily were tentative. “Until these com- 
plainants take advantage of their oppor- 
tunity and appear before the commission 
for relief,” he said, “they manifestly have 
no right in court.” 

Mr. Hardwicke added he thought his- 
tory of the commission indicated that as 
a matter of fact the order would be 
amended, though emphasizing he was not 
speaking for the commission, but merely 
upon the basis of what had happened in 
the past. 

Rice M. Tilley and T. L. Wynn, attor. 
neys for some of the complainants, an- 
swered that the commission’s interpreta- 
tion of the issue would operate to keep 
the complainants “out of court forever,” 

“They could keep us out of court for- 

(Continued on Page 29) 


Unrestricted Production of Big Oil Fields Soon 


Removes Them From Their Prominent Place 


There has been much discussion of 
late as to the advisability of throwing 
all oil fields open to the purcbzsers of 
erude and letting the law of the jungle, 
the survival of the fittest, prevail. With 
it comes the often asked question as to 
how long the big fields would last if 
they were throwh open, and the only 
answer to this is the history of old fields 
that reached a high peak. The story is 
an interesting one in contrasts. 

The talk of opening up all fields at 
this period of the experiment of trying 
to maintain a level between production 
and consumption is occasioned by the 
partial collapse of crude oil prices in 
the face of the fact that production is 
so low that oil is being removed from 
storage and has been going out of stor- 
age for many months. 

In the 12 months between December 1, 
1931, and December 1, 1932, in Kansas, 
Oklahoma, North Central and East Cen- 
tral Texas (including East Texas) the 
net withdrawal of crude oil from storage 
was nearly 14,000,000 bbls. In North 
Louisiana and Arkansas the withdrawal 
aggregated 5,378,000 bbls. In West Texas 
and southeastern New Mexico it was 3,- 
978,000 bbls. and in Oklahoma, North 
Texas, Central Texas, East Texas and 
East Central Texas it was 13,800,000 
bbls. Allowing for the increase of 842,- 
000 bbls. in tank farm stocks on the 
Gulf Coast we have had a withdrawal of 
erude oil from tank farm storage in 
Kansas, Oklahoma, Texas, Louisiana. 
Arkansas and Southeast New Mexico of 
22,314,000 bbls. in a year or an average 
of 60,967 bbls. per day. The same fields 
in 1932 produced 50,377,000 bbls. less oil 
than in 1931. 

This decline in production and with- 
drawal from storage was equivalent to a 
decline in production of 72,691,000 bbls. 
in the vourse of the year, or a daily av- 
erage of 198,000 bbls. 

In the face of all this the prices of 
both crude and refined oils have fallen 
to a point approaching complete collapse. 
Hence the discouraged attitude of oil men 
regarding the questions of balancing sup- 
ply and demand, conserving oil in the 
ground, conserving gas energy and all 
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the other theoretical blessings that should 
come with temperate production. Hence 
the discussion as to which is the better 
(or the worse) plan: Going on as we are 
going, or throwing open the fields and 
letting them flow their heads off. The 
latter plan would bring a vast quantity 
of oil aboveground and increase the oii 
in storage but it would hasten the end 
of the big fields that are casting a 
shadow over the whole industry with 
their mysterious potentials. 

What takes place in a field where wells 
are flowed to capacity? We are indebted 
to “Petroleum Facts and Figures,” pub- 
lished by the American Petroleum Insti- 
tute, for the data on the fields named 
below. Their history answers the ques- 
tion. 


History of Texas Fields 


The Spindletop Field in October, 1902, 
produced a peak average daily production 
for a month of 62,548 bbls. One year 
later it was making an average of 20,409 
bbls., two years later 4,914 bbls. and 
three years later 3,672 bbls. The Humble 
Field, Texas Gulf Coast, in June, 1905, 
averaged a high of 93,272 bbls. per day; 
a year later 14,962 bbls. per day; two 
years later 7,786 bbls., and three years 
later it increased to 9,618 bbls. per day. 
Spindletop declined 67 per cent the first 
year after the peak, 92 per cent the sec- 
ond year and 94 per cent the third year. 
Humble declined 84 per cent the first 
year, 92 the second and 90 the third year. 

Mexia, Texas, in January, 1922, aver- 
aged 141,065 bbls. per day, its peak 
month. A year later it dropped 60 per 
eent to 56,477 bbls.; two years later 74 
per cent, or to 36,052 bblis., and three 
years later 82 per cent, or to 25,200 
bbls. The Breckenridge district in Texas 
in January, 1922, produced an average 
of 110,806 bbls. per day, but fell 57 per 
cent in the course of the first year there- 
after, or to 56,477 bbls.; two years later 
it had dropped 74 per cent to 30,094 bbls., 
and in the third year it fell off 82 per 
cent to 21,066 bbls. All of the above old 
fields are now old settled producing dis- 
tricts. Spindletop and Humble staged a 


comeback which was followed by 
cline. 


a de 


Kansas Fields 

The Augusta, Kansas, Field hit its 
peak in November, 1916, 75,000 bbls. a 
day, but a year later it was producing 
25,000 bbls. a day, or a 50 per cent de 
cline. Two years later it had dropped to 
16,000 bbls., a 79 per cent decline, and 
three years later to 11,000 bbls., or an 
85 per cent decline. Eldorado, Kansas, 
produced an average of 109,000 bbls. per 
day in September, 1917. A tremendous 
drilling campaign kept production from 
declining as rapidly as in other fields 
but in September, 1918, the field was off 
26 per cent, or to 81,000 bbls. Two years 
after the peak the field had fallen off 57 
per cent, or to 47,000 bbls., and in three 
years it had fallen 63 per cent to 41,400 
bbls. The richest spot in this field was 
the Towanda Pool opened in May, 1917. 
The field is made up of many pools and 
it was the discovery and development 
these seattered pools that kept the field 
from falling off in crude oil output as 
rapidly as it would have done had it been 
one big body of pay. 

In Louisiana 


In Louisiana the Haynesville Field in 
March, 1922, reached a peak of 87,794 
bbls. per day for that month, but fell 
off 60 per cent to 35,121 bbls. in one 
year; 78 per cent, or to 19,087 bbls., in 
two years, and 83 per cent, or to 14,500 
bbls., in three years. 

The Homer Field, also in North Louis- 
iana, suffered a decline of 58 per cent 
following its peak of 67,484 bbls. in 
August, 1920, and was down 85 per cent 
in three years. 

The Wortham Field in Texas produced 
a total of 16,024,035 bbls. in 1925; fell 
off 82 per cent, or to 2,834,207 bbls., the 
next year, 93 per cent the second year 
after, and 95 per cent the third year, 
with a total of 664,582 bbls. in 1928. 

Other fields, like Smackover, Arkansas, 
and Powell, Texas, suffered the same 
fate as the fields above named and de 
tailed. No field lasts long as a big pro 
ducer if it is rapidly drilled and per 
mitted to flow unrestricted. 
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There is a well defined and growing 
feeling among many conservative oil mer 
that the petroleum industry might more 
quickly get back to a solid foundation if 
the policy of proration were abandoned 
and the different fields permitted to pro- 
duce without legal or regulatory restric- 
tions. These men are fully aware of what 
would happen were the various flush 
fields such as Oklahoma City and East 
Texas allowed to “flow wide open.” They 
know the price of crude oil probably 
would drop, for the time being, to 10 or 
15 cents a barrel and that very consider- 
able quantities of crude oil would be 
added to aboveground storage. 

Nevertheless many are of the opinion 
that should such a condition obtain pro- 
vision should be made to safeguard settled 
production and stripper wells. It is point- 
ed out these wells form the backbone of the 
industry and their production will be 
needed badly when the flush is off the 
more active fields. Large crude oil pur- 
chasers realize this situation and are 
anxious to maifitain their connections in 
these old fields. 

The suggestion has been made thet 
should restrictions in the flush fields 
such as Oklahoma City and East Texas 
be lifted, crude oil buyers continue to 
pay prices for crude in settled fields 
which would permit operation of these 
wells, regardless of what prices are be- 
ing paid in flush fields. It is argued 
conditions in flush areas would adjust 
themselves in a comparatively short time 
after restrictions as to production were 
removed and that the importance of 
settled production is so great the larger 
buyers could well afford to pay higher 
prices for crude in these fields during 
this period in order to maintain their 
connectious and prevent damage to wells 
in settled areas which might result from 
shutting in of these fields. 


The regularly posted prices have not 
been followed in the big flush fields, it 
is pointed out, but have been in the 
settled pools, so operators of the pump- 
ing wells should not be penalized for 
what has happened in the flush pools. 


Uncertainty Is Important Factor 


The greatest obstacle to the petroleum 
industry’s return to prosperity is uncer- 
tainty. No one can tell with any degree 
of certainty what crude oil price will be 
the basis of operations next week or 
what the gasoline price will be. This un- 
certainty is caused by conditions result- 
ing from illegal production of crude oil; 
producing in excess of allowables in pro- 
rated fields; selling this illegally or over- 
produced oil under regularly posted 
prices; and the marketing of gasoline, 
made from this crude, at cut prices in 
competition with products made from 
crude bought at the regularly posted 
schedules. 


Proration has been likened to the 
Eighteenth Amendment. Its rules and 
regulations have not been enforced and 
this lack of enforcement has permitted 
a system verging on racketeering to de- 
velop within the industry which has 
brought the business to a stage where no 
one knows what to expect next. Many 
Persons without any knowledge of the oil 
business have been attracted to it by 
reports of big money to be made in cir- 
cumventing proration rules and regula- 
tions with the result companies and in- 
dividuals endeavoring honestly to con- 
duct their business according to law and 
to regulations issued by duly constituted 
authorities have been made to suffer. 

y have seen their markets taken away 
by price cutters supplied with products 
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Question of Continuing Proration Now Agitating 
Many Oil Men Dissatisfied With Conditions 


By ANDREW M. ROWLEY 


made from illegally produced crude oil 
or crude oil produced in excess of allow- 
ables. They have seen their properties 
drained by offset wells permitted to pro- 
duce greatly in excess of allowables. 


Benefits of Proration 


For nearly five years the oil business 
has tried to stabilize its production of 
erude oil through proration. Proration 
was advocated first by The Oil and Gas 
Journal in the now famous editorial “It 
Can Be Done” published April 28, 1927. 
Shortly after that proration was inaugu- 
rated in the Seminole Field in Oklahoma. 
Leaders of the business, oil companies 
large and small, and individual operators 
realized proration was a good policy and 
the great majority got behind it and put 
the policy into effect on a voluntary plan, 

Proration brought great benefits to the 
entire industry. Stocks of all oils have 
been reduced until now they are lower 
than at any other time since 1928. There 
has been an almost continuous with- 
drawal of oil from storage since 1929 
despite the discovery of the great fields 
of Seminole, Oklahoma City, East Texas 
and Kettleman Hills. 

But, as in all such movements, there 
was an active minority always intent 
upon throwing a monkey wrench into the 
machinery. Injunctions were sought 
against rules and regulations promulgated 
by state regulatory bodies. Efforts to 
curtail production in the different fields 
were handicapped by these legal actions. 
Dissension arose when certain properties 


were producing more than offset prop- 
erties. And then there entered the pic- 
ture the companies and individuals who 
seemed to have but one purpose in mind 
—to produce as much crude as the wells 
would yield and to dispose of this crude 
oil immediately at whatever price could 
be procured. 

Lifting proration, it is being said. 
would eliminate another big bugaboo cf 
the oil business’ and one which has been 
a most important factor in holding back 
recovery in different branches of the 
business. That is the bugaboo of “poten- 
tial production.” Crude oil in storage 
aboveground will never wield the influ- 
ence exerted by “potential production.” 

If proration were abandoned and the 
flush fields permitted to produce to ca- 
pacity, many oil men claim, it would not 
be very long until the industry would 
know quite accurately just how much 
each field could produce and what quan- 
tity of crude could be expected from that 
field. There would be no uncertainty 
about it. And, as said before and often, 
uncertainty has been the bane of the pe- 
troleum industry. 


Industry Basically Sound 


Those who feel a change in policy now 
might be beneficial claim lifting prora- 
tion would rid the oil business of those 
elements which have caused the pres- 
ent trouble and which are responsible 
for the conditions which now exist. 
They are directly responsible for the pres- 
ent low prices for crude oil and gasoline. 





Deduction for Losses in Transportation 
Argued Before Railroad Commission 


AUSTIN, Tex., Jan. 30.—A_ proposal 
of the gas utilities division of the raii- 
road commission to reduce the percent- 
age of oil to be deducted by pipe line 
companies for natural losses incurred in 
the transportation of crude was attacked 
Monday by pipe line companies at a 
hearing before the commission. 


The hearing was concluded with the 
agreement of the commission to consider 
a compromise plan, which Charles I. 
Francis of Wichita Falls, attorney for 
the American Pipe Line Co., said he 
would present formally to the commis- 
sion, with the concurrence of other pipe 
line companies, within a week. Chair- 
man Lon A, Smith said the commission 
would consider with favor any proposal 
to minimize litigation in the administra- 
tion of the oil laws. 


Mr. Francis’ proposal would involve 
the two factors of reducing gathering 
rates and the deduction permitted for 
natural losses. He said his plan would 
involve the reduction of gathering charges 
by $11,000,000 annually, and a reduction 
of the deduction allowance by one-half 
of 1 per cent. Pipe line campanies now 
are permitted to deduct from oil trans- 
ported 2 per cent in the Gulf Coast area 
and 3 per cent in the remainder of the 
State. 

Charles Black, of Austin, representing 
the Texas Pipe Line Co., told the com- 
mission he could not bind his clients to 
agree to the plan, as evidence presented 
at the hearing by R. B. McLaughlin, of 
Houston, secretary of the company, was 
that the present deduction allowable was 
reasonable. 


Laten Stanberry, director of the gas 


utilities division, said 18,413,706 bbls. of 
oil had been deducted by the pipe line 
companies during the past two years by 
application of the rule permitting 2 and 
3 per cent deductions, and that he had 
reached the conclusion that whatever loss 
may be sustained is only a small frac- 
tion of 1 per cent. He recommended the 
elimination of the deduction privilege. 

He estimated that oil deducted by the 
pipe line companies and not taxed would 
have brought $360,000 into the general 
revenue fund and $180,000 to the fund 
for the support of the oil and gas divi- 
sion of the commission. He said practical 
application of the 2 per cent tax on the 
value was to permit oil companies to 
pay 2 per cent of their gross income, 
by which method the deductable oil is 
not taxed. 

Mr. McLaughlin said a minimum of 3 
per cent should be deducted for evapo- 
ration, basic sediment and natural loss 
in gravity of oil in transportation. Losses 
from such causes in the Panhandle and 
East Texas are greater than in the re- 
mainder of the State, he said. Interstate 
Commerce Commission pipe line tariffs 
recognize the same percentage of losses 
in transportation of interstate shipments 
as is the effect in Texas, he said. 

Further testimony that a 3 per cent 
allowance is fair was given by David 
Gray of Blectra, manager of the Wag- 
goner Pipe Line Co. Should the rule be 
abrogated the deduction necessarily would 
have to continue in the purchasing of oil, 
he explained. Mr. Gray said his company 
gained a little by the deduction, while 
witness for the Texas Pipe Line Co. 
said it had lost more than the allowable 
deduction. 





Basically and fundamentally the oil busi- 
ness is in the best position it has enjoyed 
in several years. Yet prices are one-third 
of what they were when production of 
crude oil was 900,000 bbls. daily more 
than it is now. 

Cut prices, illegal practices, producing 
in excess of allowables and such unethi- 
cal procedures are entirely responsible 
for the present unsatisfactory conditions. 
Every one of these causes, according to 
those observers, would be eliminated by 
abandonment of the proration policy. 
Everyone then could produce to the ex- 
tent of his ability and the ability of 
his wells. The price would be so low 
no one could cut it. And these destruc- 
tive elements would be forced from the 
picture. There would be nothing left for 
them to do but fold up their tents and 
move to some other business which might 
offer opportunities for racketeering. 

There would be a period bordering on 
chaos immediately following abandonment 
of proration but it is not believed it would 
last long. Then a readjustment could 
take place and from that point on the 
industry could begin to build itself and 
its future on a solid foundation, some- 
thing it has not had for a long time. 
Definite improvement then could be made 
and that improvement would not be arti- 
ficial or artificially stimulated. 


Little or No Aboveground Waste 


There would be little or no above- 
ground waste if proration were abandoned 
that is, crude would not be allowed to 
“flow down the creek.” There is about 
125,000,000 bbls. of empty storage in the 
United States at this time. There is about 
45,629,000 bbls. of empty storage in Okla- 
homa City, Seminole, Cushing and the 
Osage in Oklahoma. There is room for 
storage of about 7,525,000 bbls. in East 
and East Central Texas; about 27,609,- 
080 bbls. in West Texas; about 51,200,- 
000 bbls. in the Texas Panhandle, and 
considerable in the Texas Gulf Coast. 

Pipe lines, tank cars and local refin- 
eries could handle a total of about 462,- 
000 bbls. daily from the Oklahoma City 
Field. There are facilities in East Texas 
for handling more than 800,000 bbls. 
daily, and about 500,000 bbls. daily could 
be handled from Seminole in Oklahoma. 

Legitimate oil men are disgusted with 
present conditions. The good statistical 
position of the industry has no effect 
whatever on prices or outlook. There 
must be a change. The whole matter 
seems to simmer down to one proposi- 
tion—either proration must be enforced 
rigidly and 100 per cent or it must be 
abandoned. And, as long as politicians are 
in control of much of the enforcement 
machinery there does not seem to be much 
hope for rigid, impartial and effective en- 
forcement. 


DISTRICT COURT’S JURISDICTION 


OKLAHOMA CITY, Okla., Jan. 31.— 
The Supreme Court today handed down a 
decision that district courts have juris- 
diction in violations of corporation com- 
mission orders, if the violations are in- 
jurious to the rights of citizens or the 
State in the latter’s proprietary capacity. 
The decision was on an appeal by the 
State from a decision of the Oklahoma 
District Court. Last summer the corpo- 
ration commission sought to shut in cer- 
tain wells of the H. F. Wilcox Oil & 
Gas Co. which were alleged to have been 
overproduced. The district court decided 
that it had no jurisdiction. The decision 
today throws the matter back into the 
lower court. 









This investigation was conducted on 
the hypothesis that some portion of petro- 
leum spray oilg is especially injurious to 
plants. On account of the great number 
of compounds in petroleum and their close 
similarity, the identification and separa- 
tion of any portion is difficult. There has 
been considerable speculation regarding 
the compounds that cause plant injury. 
The blame has largely been placed on 
the unsaturated compounds, but there are 
other possibilities. Sulphur and nitrogen 
compounds may be responsible for the 
injury. However, it has been shown in 
a former investigation that the part that 
nitrogen plays must be very small. The 
oxygen compounds in petroleum have also 
been considered. One investigator has pro- 
posed the use of sulphonated oxidation 
products as insecticides and has given 
data showing practically no injury to 
typical plants. It is generally conceded 
that these compounds are efficient insecti- 
cides, but their effect on plants is still 
an open question, 

In these studies barley seedlings have 
been used to test the effects of oils and 
the resultants from various treatment, 
the object being to find how to treat the 
oil so as to reduce its injurious effects 
to a minimum. Former studies had shown 
that the injury to barley seedlings was 
comparable to that on apple leaves. The 
method of measuring injury was as fol- 
lows: The oil to be tested was applied 
to 10 barley seedlings that were grown 
in a small earthenware jar in quartz sand 
and a nutrient solution. When the seed- 
lings reached 6 to 8 cm. in height they 
were thinned to 10 that were uniform 
with those in the other jars used in these 
tests. The seedlings were grown in a 
warm room before a large west window. 


Applying the Oil 

The oil was applied to both sides of 
the seedlings with a camel’s hair brush. 
At the end of three days they were cut 
and weighed. This weight was subtracted 
from that of a similar number of control 
seedlings and the difference in weight was 
computed to percentage of the weight of 
the controls and called injury. 


Obviously there is a large error in the 
barley seedling method but it permits a 
close estimation of the relative injury to 
plants by spray oils. Only tests that are 
made at the same time are comparable. 
That is, a given oil may cause 20 per 
eent injury at one time under certain 
growing conditions, and 30 per cent at 
another time under different growing 
conditions. It is apparent that under good 
growing conditions the contro] plants will 
advance more than they would under 
lese favorable conditions, and thus show 
greater injury to the treated plants. The 
test is only useful in comparing oils ap- 
plied to plants grown at the same time 
and under the same conditions. Figure 1 
shows the seedlings of several tests cut 
for weighing. 


The oils used were selected from a 
large number of spray oils, ranging from 
the completely sulphonated to the dark 
poorly refined oils. Those actually used 
in obtaining the data given in this re- 
port, Nos. 5, 8, 12, 15, 21 and 28, were 
in the group of poorly refined oils with 
sulphonatable residue of 25 per cent or 
more, such as are generally used as dor- 
mant sprays and are very injurious to 
foliage. Oil No. 15 has the least sulpho- 
natable residue of the group (25 per cent) 


*Submitted as a thesis in partial fulfill- 
ment of the requirements for the Degree of 
Master of Science in Chemistry, Montana 
State College, » Mont. Contribution 
from the Montana State College, Agricultur- 
— Station, Paper No. 23, Journal 
series. 
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Explain Means of Improving Spray Oils in Order 
to Minimize the Injury to Growing Plants 
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and was the most injurious of any of the 
oils used. 

Many processes were carried out in 
the attempt to separate, or inactivate, 
the injurious portion of the oils, but only 
those that gave significant results are re- 
ported. The term “normal” represents the 
original, or nontreated, oil. 

A series of distillations were made on 
11 different oils dividing them into three 
equal fractions, viz., two distillates and 
a residue. These fractions were tried on 
barley seedlings, but there was no regu- 
larity in the injury caused by either the 
first or second distillate, or the residue. 
It was concluded, therefore, that distilla- 
tion was a very poor means of separating 
the injurious, or toxic, portion of spray 
oils. In general it was found that the 
total sulphonated material was increased 
in the fractions during distillation, which 
suggests that processes involving the heat- 
ing of the oil tend to lower its value for 
spray purposes. 

Several strictly chemical processes were 
tried on the oils; nitrification with nitric 
acid, chlorination with elementary chlor- 
ine, treatment with potassium permanga- 
nate, copper sulphate and the oxides of 











always used and in some cases pressure 
was also necesary. The sulphonatable por- 
tion of the oils was determined in some 
of the samples before and after filtration, 
and in every case, sulphonatable material 
was removed by filtration. ‘i 

Table 1 shows the results obtained with 
four filtered oils as compared with the 
same oils without filtration, or the nor- 
mal oils. Three of the oils showed much 
less injury after filtration, while with one 
the diffence was slight. As the only ap- 
parent change in the oil after filtering 
was the removal of the sulphonatable 
compounds, it is highly probable that the 
decrease in injury was caused by this 
change. 

Some have thought that the oil color 
had some relation to the plant injury. 
The first attempt to filter oil, therefore, 
was made for the purpose of removing 
color. In most of the filtrations the first 
few cubic centimeters of oil coming 
through would be clear, but as the process 
continued the oil would rapidly become 
darker and in a short time the ability of 
the filter to remove color was exhausted. 
If color and injury are positively related, 
the first clear filtrate should be the least 





Figure 1. Series of tests on barley seedlings showing effect of oil sprays 


copper and lead. No improvement in the 
quality of the oils could be made by these 
processes. In some cases the ~rocessed 
oils were even more injuriovs than the 
original oils. Treatment with nitric acid 
was especially harmful to the oil. 


Treatment of Oils by Electrolysis 


After finding that filtration decreased 
the injury caused by the oils it was 
thought possible to accomplish the same 
result in a more efficient way by elec- 
trolysis. The movement of materials col- 
loidially dispersed in liquids under the 
influence of an electrical potential has 
been observed to be analogous to the 
movement of dust particles in a Cottrell 
precipitator. There was also the possi- 
bility of separating out any electrolytes 
that might be present, but after several 
attempts the idea was abandoned. 


Filtered Oils 


Filtering of the oils was accomplished 


by passing the oil through a steam jack- 
eted tube about 2 cm. in diameter con- 
taining the filtering material. In all cases, 
unless otherwise stated, fuller’s earth 
from a local deposit was the filter used. 
The length of the filter column varied, 
but was usually about 30 em. Suction was 


injurious and the later and darker por- 


tions more injurious. Oil No. 15 was fil- 

TABLE 1—INJURY TO BARLEY SEED- 

LINGS BY FILTERED AND 
NORMAL OILS 


(Duplicate Determinations) 


Sulphonat- 
Test Oil Injury able portion 
No. No. Treatment per cent per cent 
34 15 Normal 64.2 25 
35 15 Filtered 33 3 15 
36 56 Normal 60.9 “4 
37 & Filtered 35.2 38 
38 12 Normal 50.7 34 
39 #612 @«=©6Filtered 36.1 32 
40 28 Normal 58.8 62 
41 28 # Filtered 58.5 46 


tered through 60 cm. of fuller’s earth and 
five successive filtrates collected. In 
Table 2 all ofthe filtrates show a decided 
decrease in injury below that caused by 
the normal oil, As the filtration pro- 
gressed the samples became darker, but 
there wag no increase in injury with in- 
crease in color. 

As filtering the oil seemed to lessen 
the oil injury it was decided to try some 
seven kinds of filter materials as follows: 

1. Fuller’s earth (local). 

2. Fuller’s earth (local) treated with 
sulphuric acid, the earth being wetted 
with sulphuric acid and then heated un- 
til SO, fumes were rapidly given off. 
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3. A combination of fuller’s earth 
(local) and Norit (activated charcoal) 
mixed in the proportion of five parts of 
earth and three parts of Norit, by weight. 

4. Fuller’s earth (local) which had 
been kept at red heat for two to three 
hours. 

5. Commercial fuller’s earth. 

6. Hydrated silica (40 per cent mois- 
ture). 

7. Voleanic ash, a good quality of 
which was obtained from a local deposit, 

All of the materials used were ground 
to pass a 60-mesh sieve. Much of the ma- 
terial was finer, but part of it was about 
the size of a 60-mesh and prevented too 
close packing of the filter. It was found 
impossible to force oil through filtering 
material ground to 100-mesh size with 


TABLE 2—INJURY TO BARLEY SEED- 
LINGS BY SUCCESSIVE PORTIONS 
OF AN OIL PASSING THROUGH 
A FILTER 
(Single Determinations) 


Test Oil Injury 
No. °. Treatment per cent 
43 15 First filtrate (least color) 18 4 
44 15 Second filtrate 16 4 
45 15 Third filtrate 26.8 
46 16 Fourth filtrate 21.9 
47 15 Fifth filtrate (most color) 16.8 
48 15 Normal oil 35.9 


pressures used. In carrying out the fil- 
tratior tests the same amount of oil was 
put through the same length of filter 
column and the temperature and pressure 
were kept constant. Table 3 gives the re 
sults of these trials. 

Although the determinations of the in- 
jury caused by the oils after passing 
through these various filters were made 
in duplicate, the differences shown in 
Table 3 are not significant. They do, 
however, show again the value of filtra- 
tion. The high injury shown by the oil 
filtered through voleanic ash may be due 
to the fact that filtration through this 
material is very rapid and thus the forces 
of adsorption had little chance to select 
a portion of the oil. The high injury of 
the oil filtered through hydrated silica 
can not, however, be accounted for. This 
material appeared to have all the quali- 
ties of a good filter and is extensively 
used in the oil industry. 


TABLE 3—INJURY TO BARLEY SEED- 
LINGS BY AN OIL AFTER BEING 
FILTERED THROUGH VARI- 

OUS MATERIALS 
(Duplicate Determinations) 


Test Oil Injury 
No. No. Treatment per cent 
42 15 SROIRGE, occcnence nese 54.7 
43 16 Filtered through fuller’s 
earth’s (local) ....... 18.6 
44 15 Filtered through H.SO, 
treated fuller’s earth 
Ss A bencn nae cadees 26.0 
45 15 Filtered through fuller’s 
earth (local) and Norit 17 1 
46 15 Filtered through ignited 
fuller’s earth (local)... 26.8 
47 15 Filtered through com- 
mercial fuller’s earth.. 26.8 
48 15 Filtered through hydrat- 
SE SER | 62 bs Coctesnes 33.3 
49 16 Filtered through volcanic 
GEE Sic PeNeseccdseessds 36.4 


TABLE 4—INJURY TO BARLEY SEED- 
LINGS BY VARIOUSLY FILTERED 


OILS 
(Single Determinations) 


Test O11 Injury 
No. No. Treatment per cent 
50 16 Nine parts oil and one 

Part cresoap, filtered.. 48 6 
61 15 Nine parts oil and one 

part cresoap, washed 

with water ........... 73.5 
52 15 Large portion of oll fil- 

tered through onefilter 4° .5 
53 16 Adsorbed material washed 

from above filter with 

gasoline ....... si ate ae 59.5 
64° °S6 Netmial .2....% CEC obb ee 60 5 
60 21 Edeleanu SO, processed 

oll, filtered ..... ad dine, 58.5 
61 21 Edeleanu SO; processed 

oll, normal ........... 58.8 


Results of other tests with filtered oils 
(Continued on Page 29) 
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Arguments Against Federal Gasoline Tax Are 


Before House Ways and Means 


WASHINGTON, D. C., Jan. 30.—The 
excessive taxation of gasoline was ef- 
fectively put be- 
fore the Ways and 
M ea ns Committee 
of the House of 
Representa tives 
Friday. The Ameri- 
ean Petroleum In- 
stitute, American 
Automobile Ass o0- 
ciation, N a tional 
Automobile Cham- 
ber of Commerce, 
American Motorists 
Association, Farm 
Bureau Ass ocia- 
tion, National 
Grange and Fayette B. Dow, presented 
arguments against Federal taxation of 
gasoline. 

Judge C. B. Ames, president of the 
American Petroleum Institute, reminded 
the committee of the manner in which 
the gasoline tax was-inserted in the 
revenue bill a year ago as an emergency 
measure and continued: 


President Ames Speaks 


“The motor vehicle is suffering under 
a crushing burden of state taxation. 
Your subcommittee on double taxation. 
in its preliminary report, lists each state 
and the tax in that state, showing a 
range of 2 cents minimum to 7 cents per 
gallon maximum and points out that in 
addition there are a number of cities and 
counties imposing an additional tax. 


“Your subcommittee says, by way of 
illustration, that a resident of Mobile, 
Ala., using 623 gallons of gasoline a 
year, would pay a tax of $59.19; a 
resident of Palatka, Fla., using 623 gal- 
lons would pay a tax of $56.07, while a 
resident of Harrison County, Mississippi, 
using 623 gallons would pay a tax ot 
$62.30. The average state gasoline tax 
throughout the United States is 4.18 
cents. In addition the Federal tax in- 
creases it to 5.18 cents. Local taxation in 
addition, as shown by your subcommit- 
tee, increases it in some places to 10 
cents. 


“The average wholesale price of gaso- 
line today is less than 4 cents, so that 
the tax is now more than 100 per cent 
of the wholesale price, and in some 
places, has reached the point where it 
more than doubles the retail price. In 
1931, state gasoline taxes alone aggre- 
gated $536,397,458. In the same year 
the motor vehicle license fee aggregated 
$344,337,654 so that motor vehicles in 
1981 on these two items alone paid $880,- 
735,112. This was before the addition of 
a Federal tax and does not include ad- 
ditional taxes imposed by local subdivi- 
sions. 


“If you add to the two items men- 
tioned the Federal tax of 1 cent on gaso- 
line, 4 cents per gallon on lubricating 
oil, 4 cents per pound on tires, 244 cents 
per pound on tubes, and 2 per cent on 
parts and accessories, you build up a 
burden of taxation on the motor vehicle 
of approximately $1,100,000,000 per an- 
num. 

“Of total state revenue receipts in 
1930 of $2,243,110,000, motor vehicles 
paid on license fees and gas taxes alone 
$850,388,000, or an average of 37.9 per 
cent of the total, and this figure ex- 
cludes other taxes levied upon motor ve- 
hicles estimated at $150,000,000. During 
the same year the total taxes paid by 
Class 1 railroads operating 249,052 miles 
aggregated $308,221,000, or only 36.2 per 
cent of the taxes paid by motor vehicles. 


By CHARLES E. KERN 


Washington Bureau, The Oil and Gas Journal 





sent to the Senate. 





House Committee Favors Continuing Federal T ax 


WASHINGTON, D. C., Jan. 30.—The revenue bill continuing 
the 1 cent Federal gasoline tax has been passed by the House and 


Section 617 of the Revenue Act of 1932 relating to the Federal 
gasoline tax is amended by adding a new subsection as follows: 

“D (D) refund of the tax imposed by this section may be made 
to a state or political subdivision thereof, in the amount of any tax 
under this section which has been paid with respect to the sale of 
gasoline purchased by it after this subsection takes effect for use 
solely in the exercise of an essential government function.” 

The existing emergency conditions necessitating balancing of the 
budget influenced members of the committee in voting for this tax. 
As a matter of principle, members did not favor the tax. 











Including estimated general additional 
taxes, motor vehicles paid nearly three 
times as much in taxes as did the rail- 
roads, and, this was before the Federal 
taxes were imposed. 

“I believe the railroads estimate their 
total value at something like $25,000,000,- 
000 while the value of the motor vehicles 
is probably less than one-third of that sum. 
On a comparative basis, therefore, motor 
vehicles worth approximately one-third 
of the value of the railroads pay approx- 
imately three times as much tax. The 
only justification for this terrible burden 
upon the motor vehicle advanced from 
any source is that the money is used for 
the construction and maintenance of 
highways. A fair tax for this purpose 
is justified, but the state taxes, exclusive 
of the Federal tax, have progressed to a 
point already: where two evils have devel- 
oped: one diversion, and the other eva- 
sion. 

“It is estimated that during 1933 the 
states will attempt to divert approxi- 
mately $100,000,000 from the highway 
funds to various and sundry other pur- 
poses. It is not fair to the motor ve- 
hicle that taxes imposed for highway pur- 
poses should be used for other purposes. 
Assuming the need for additional rev- 
enue, there is no justification in impos- 
ing the tax burden upon one class of the 
people. That the tax burden is too great 
is admitted everywhere. It has become 
unbearable. Both agriculture and indus- 
try are suffering. 


Tax Reduction Imperative 


“When the tax collector takes one dol- 
lar out of every three and one-half dol- 
lars of the national income, the situation 
ealls for drastic reduction in taxation. 
The country cannot prosper on this 
basis. 

“In addition to this the high gasoline 
tax invites and rewards gasoline smug- 
gling. This evasion of the tax is one of 
the prime causes of the depression in 
the petroleum industry. The honest mar- 
keter who pays 5 cents in taxes cannot 
compete with the dishonest evader who 
pays none. The situation cries aloud for 
remedy, and one of the most effective 
remedies is to reduce the tax to a point 
where evasion will not be rewarded. 

“The states having already covered this 
field of taxation by levies of their own 
which are too high, the Federal govern- 
ment should not add to the burden of the 
motor vehicle, nor does the Federal Gov- 
ernment’s contribution to the highway 
funds of the states justify this tax. That 
contribution is based on a long continued 
policy of the Federal Government to aid 
in giving the people adequate transporta- 
tion. The Government contributed to the 
building of highways long before the in- 


vention of the motor vehicle. The Gov- 
ernment has contributed millions of acres 
of the public domain to aid railroad con- 
struction. The Government is today sub- 
sidizing airplane transportation with air 
mail contracts—and justly so. 

“It was not the policy of the Govern- 
ment to tax the highways which it as- 
sisted in building prior to the days of 
the automobile. It was not the policy of 
the Government to take back from the 
railroads the value of the public domain 
which it contributed to them. It is not 
the policy of the Government to tax air- 
craft for the purpose of taking back the 
assistance which it gives by the air mail 
contract. It should not be the policy of 
the Government to tax the motor vehicle 
for the assistance it gives in developing 
the highway system. The Government is 
interested in the highway because of its 
own necessity for transport. It wishes to 
have an adequate system of highways for 
use in case of national emergency. It 
wishes to have these highways so con- 
structed as to bear heavy army trans- 
port service and to have the highway laid 
out for convenience in this respect. 

“The Government pays no taxes on its 
own motor equipment; it does not pay 
license fees; it does not pay the state 
gasoline tax. The Government, in addi- 
tion to assisting in the construction’ of 
highways, assists in the improvement of 
rivers, harbors and canals. It does this 
for the purpose of developing transpor- 
tation. It does not tax the users of these 
facilities for the purpose of paying their 
cost, but treats the expenditure as a prop- 
er governmental expense to carry on the 
governmental policy. There is no justice 
in selecting the motor vehicle as the only 
one upon which to place a special bur- 
den because its entire policy with every 
other method of transportation is incon- 
sistent with this course. 


Burden on Farmer 


“Every effort of the Congress is being 
devoted to aid agriculture and assist the 
farmer in bearing his burdens. This, of 
course, is a proper effort with which the 
country at large is in entire sympathy. 
Yet Congress, by this gasoline tax, is im- 
posing a direct and heavy burden upon 
the farmer. Farmers use 27 per cent of 
all the trucks in service and they own 
5,035,000 motor vehicles. A comparison 
of their motor vehicles with their tele- 
phones will illustrate the importance of 
the motor vehicle to the farmer. As 
against 5,035,000 motor vehicles they 
have 2,139,194 telephones, or almost two 
and one-half motor vehicles per telephone. 
The average motor vehicle tax for gas- 
oline alone is approximately $30 per an- 
num without reference to the lubricating 
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oil, tire and parts tax. Assuming that 
this average applies to the vehicles owned 
by the farmers, they pay $150,000,000 a 
year in direct gasoline taxes, of which 
the Federal tax of 1 cent is approximate- 
ly 20 per cent or a direct burden of $30,- 
000,000 per annum imposed upon the 
farmer by this 1-cent tax. Repeal of this 
1-cent Federal tax, therefore, would give 
the farmer substantial and immediate 
relief. 


Diminishing Returns 


“Finally this tax burden has already 
reached and passed the point of diminish- 
ing returns. In 1931 the gasoline tax 
collected by the states was $536,397,458. 
The state tax for 1932, partly estimated, 
was $525,000,000, or a reduction of ap- 
proximately $11,000,000. During the first 
11 months of 1932 as compared with the 
first 11 months of 1931, in the country 
as a whole, there was a reduction of 
motor fuel demand of 7 per cent, and 
during the same period there was a re- 
duction of 43 per cent in new car reg- 
istrations. 


“It is estimated that from the peak 
of 1929 there has been a reduction of the 
number of motor vehicles in use of ap- 
proximately 3,000,000 units. During the 
11 months comparative period referred to 
the District of Columbia, with a tax of 
2 cents, increased itg consumption of gaso- 
line 10 per cent. Rhode Island with a 
2-cent tax increased its consumption 3 
per cent. Delaware with a tax of 3 cents 
increased its consumption 1 per cent. 
Maryland, with a tax of 4 cents, increased 
its consumption 2 per cent. Consumption 
declined in all the other states. In Flor- 
ida, with a 7-cent tax, consumption de- 
clined 10 per cent. In Tennessee, with a 
7-cent tax, consumption declined 15 per 
cent, In Alabama, with a 6-cent tax, con- 
sumption declined 16 per cent. In Ar- 
kansas, with a 6-cent tax, consumption 
declined 11 per cent. In Georgia, with a 
6-cent tax, consumption declined 10 per 
cent. In North Carolina, with a 6-cent 
tax, consumption declined 6 per cent. In 
South Carolina, with a 6-cent tax, con- 
sumption declined 14 per cent. The states 
with a 5-cent tax declined as follows: 
Arizona, 7 per cent; Idaho, 15 per cent; 
Kentucky, 7 per cent; Louisiana, 12 per 
cent; Montana, 10 per cent; New Mexico, 
11 per cent, Virginia, 5 per cent, and 
Washington, 10 per cent. 

“This presentation has been based on 
the burden imposed upon the motor ve- 
hiele rather than from the standpoint of 
the petroleum industry itself, and yet the 
petroleum industry has a direct interest 
in the subject because it supplies the 
gasoline and motor oils for all of these 
vehicles, and in 1932, for the first time, 
we have had a reduction in motor fuel 
demand which ig one of the causes of the 
depressed condition of the petroleum in- 
dustry; and therefore, the petroleum in- 
dustry has a direct interest in assisting 
its consumers to escape the burden of 
taxation which not only oppresses them, 
but which depresses the petroleum indus- 
try itself. 


“We respectfully submit that prosper- 
ity cannot be restored or even assisted 
by an unfair tax burden upon the motor 
vehicle which is no longer a luxury but 
is a necessity of every day life as is il- 
lustrated by the fact that there are 45,- 
000 communities of appreciable size in 
the United States out of a total of 125,- 
000 such communities which have no rail 
service or which lack a freight station. 
These are the communities which need 
help.” 

















| Henry E. Browne's Career as Telegraph Operator 
Began in Mad Days of the Oil Exchange 


If Charlie Morris hadn’t been there, or 
if Charlie had been born without legs, 
or if his legs had been made of something 
easily broken, like peanut brittle, there 
would be a different story to tell about 
Henry E. Browne. Rather there would be 
no story at all. It would have been told 
long ago in two words, “Hic jacet,” 
chiseled on a slab of marble, But Charlie 
was there and his legs were of standard 
model. 

Henry, 14 at the time—he is H. BD. 
Browne, assistant superintendent of the 
telegraph department of the Sinclair 
Prairie Pipe Line Co. now, but in those 
days they called him “Peanuts”—Henry 
lived in Oil City, Pa., and maternal edict 
had forbidden him to skate on the Alle- 
gheny River, which had a broad ribbon 
of ice extending along the shore on each 
side, with open water in the middle. 

Henry was not especially given to dis- 
regarding his mother’s wishes, but gee 
whiz! Well he skated out too far, of 
course, and the thin ice broke, dropping 
him into water beyond his depth. He 
clutched the edge of the ice and struggled 
frantically to save himself from being 
swept under it by the swift current. As 
often as he tried to draw himself up onto 
the ice it crumbled under his weight. It 
looked bad for Henry. 


Legs and a Bright Idea 


Then it was that Charlie Morris and 
his legs, along with a bright idea, met 
the supreme need of the moment. Charlie, 
a boy of 18, lay flat on his stomach and 
cautiously worked his way outward till 
he was able to grasp the floundering boy’s 
stiffening hands. Then two other boys 
crawled up and each seized one of 
Charlie’s feet. Slowly, steadily they pulled. 
Charlie’s legs and his grip stood the strain, 
and in a few minutes Henry, shivering 
and exhausted, was drawn to safety. 
Charlie Morris later became ticket agent 
at the Union Station in Oil City and is 
remembered by hundreds of oil men and 
others. 

There isn’t much in the life of an oil 
company telegraph operator that Mr. 
Browne has not experienced since that 
exciting day. Not long afterward he had 
to quit school and go to work, for his 
father, who conducted the old Arcade 
Hotel in Oi) City, died, throwing upon 
the children the necessity of earning 
their own living. Henry had several minor 
jobs and then settled down to learn the 
trade of a tinsmith in the shops of the 
Buffalo, Pittsburgh & Western Railroad. 
He was 15 when he was one of 40 em- 
ployes laid off. At this time the Oil City 
Oil Exchange was at the zenith of its 
glory. Twenty-five Western Union mes- 
senger boys were employed handling its 
flood of telegrams. These boys were paid 
$15 a month, but tips added to their in- 
comes. As a tinsmith apprentice Henry 
had been getting $18. H. D. Hancock, 
Oil City lawyer whom many old-time 
Pennsylvania oil men will recall, was 
settling the little estate left by Henry’s 
father and he was instrumental in get- 
ting the boy a job as Western Union 
messenger. Shortly afterward Henry was 
recalled to his job as tinsmith, but he 
liked his new work and its possibilities 
and he did not go back to the railroad 
shops. At odd moments he mastered the 
intricacies of the telegraph operator’s 
dets and dashes and soon was able to 
send and receive in the Morse alphabet. 

Throughout his early boyhood, as al- 
ready indicated, Henry answered to the 
name of “Peanuts.” The sobriquet came 
about through his supposed fondness for 
peanuts. Supposed, mind you. The boy 
would cajole his mother into giving him 
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It was a mad game. 
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HENRY E. BROWNE 


the poorhouse. 





Oil Exchange Gamble Brought Riches or Ruin 


It brought riches or ruin, but those to 
whom it brought wealth usually went back for more, only to see 


a flier which netted him $100 in one forenoon. That beat hovering 
about the cash-drawer of his barroom, so he mortgaged his prop- 
erty and staked the proceeds on his ability to guess the fickle turns 
of the market. Soon afterward he was driving a beer wagon. 

The cashier of a Pittsburgh bank used $100,000 owned by him- 
self and his grandmother as margin for a speculating account in oil. 
The money went into the whirlpool and the grandmother went to 


their easily won fortune swept 
away in a few hours. 

The swirling, howling bedlam 
that was the old oil exchange 
at the height of its activity 
awoke the — instinct in 
all kinds of folk. Bankers and 
bartenders, lawyers and labor- 
ers, preachers and pumpers, 
schoolteachers and scrubwomen, 
farmers and firemen—all caught 
the speculative fever and came 
to bet that it would go up or 
go down. 

A Warren, Pa., minister, who 
often had admonished his flock 
not to lay up treasures upon 
earth, where moth and rust doth 
corrupt and thieves break 
through and steal, risked $3,000, 
savings of a lifetime, and saw it 
vanish with startling sudden- 
ness. 

An Oil City producer cleaned 
up $300,000 in a few weeks of 
lucky ventures on the exchange. 
Then he bought for a rise. But 
right at this time the Cherry 
Grove gushers broke the market, 
the exchange went crazy and he 
went bankrupt. 

A Bradford hotel keeper took 








a nickel or dime “to get some peanuts.” 
“My, how that boy does love them!” she 
used to remark. And folk laughingly called 
him “Peanuts.” The name stuck. But 
bless you the money didn’t go for peanuts 


at all. It was spent for tobacco. To this 
day Mr. Browne throughout his waking 
hours carries a cigar in varying stages 
of consumption in the right-hand corner 
of his mouth. It is removed when he eats 
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Oil City Oil Exchange, opened in 1878 and scene of frenzied speculation. 
It was the largest of the exchanges which for years made the market in oil 
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and, somewhat reluctantly, when he goes 
to church ; but if there is any other ocea- 
sion his friends say they are unable to 
name it. 


Telegraph Operator Next 

It was on November 1, 1883, that the 
young man started to work for the West- 
ern Union Telegraph Co. as a messenger, 
About a year later he took a job with 
Horace P. Chamberlain, a broker who 
had an office in Titusville, Pa., and who 
was represented in the Oil City Exchange 
by N. H. Brown. Mr. Chamberlain leased 
a Western Union wire between the two 
cities and used it as a telephone line for 
the transmission of buying and selling 
orders from Titusville. Young Henry, sit- 
ting in Mr. Chamberlain’s Oil City office 
on an upper floor of the Exchange Build- 
ing, would receive these telephoned or- 
ders, Thereupon he would blow into the 
mouthpiece of a speaking tube beside him. 
That would sound a whistle at the other 
end of the tube, which extended to a 
compartment on the exchange floor occu- 
pied by Mr. Brown. Mr. Brown would 
respond to the whistle, take the order 
transmitted through the tube by Henry 
and execute it at the “bullring,” a few 
yards away. Henry held this job, which 
paid him $25 a month, for about a year. 
In the meantime telegraphy was sub- 
stituted for the telephone and the boy 
began working as a full-fledged telegraph 
operator, 

Then Samuel Fertig, a broker in Titus- 
ville, offered Henry $50 a month and the 
offer was accepted. Henry now sat at a 
telegraph key on the floor of the Oil 
Exchange in Oil City and received orders 
sent from Mr. Fertig’s office in Titusville. 
He transmitted these orders by cryptic 
signals to J. B. Faint, a member of the 
exchange who kept in view at the bull- 
ring and who handled Mr. Fertig’s Titus- 
ville business. Suppose the order read, 
“Buy five at best.” That meant “Buy 
5,000 bbls. of oil at the best price you 
can get.” Henry forthwith would hold a 
hand upward, with all five fingers ex- 
tended. The upward position of the hand 
indicated it was a buying order. The five 
extended fingers meant 5,000, for all 
transactions. were in thousands of barrels 
and each extended finger stood for 1,000. 
The five fingers then were closed tightly 
into a fist. The fist meant “at the best 
price obtainable.” 


Couldn’t Hear Anything There Anyway 


Mr. Faint understood these signs per- 
fectly. They were the established code 
which had grown up in the Oil Exchange, 
where the bedlam of yelling brokers 
drowned out other sounds. Within a few 
minutes, as a rule, Mr. Faint would sig- 
nal from the bullring that the order had 
been executed, and Henry would send a 
message back to Titusville to that effect. 

Suppose the order from Titusville read 
“Sell three at one-eighth.” This time 
Henry’s hand would point downward, in- 
dicating that the order was to sell. Three 
extended fingers signified 3,000 bbls. Then 
a forefinger held horizontally signified 
the one-eighth. It was unnecessary to 
signal more than the fraction, such as 
one-eighth, one-quarter, one-half, etc., the 
other figures being understood as those 
ruling in the market at the time. Thus, 
if oil was selling at slightly more than 
80 cents a barrel, an order at one-eighth 
would mean 80%. In the code of signals 
two horizontal fingers signified one- 
quarter, three signified three-eighths, and 
SO On. 

The broker received a commission of 
$1.25 for each 1,000 bbls. of oil he 
bought or sold for a. client. It wag not 
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yncommon for him to make $100 to $300 

jin a day. It was inevitable that men 

who passed their days in such a tense, 

rous environment should be given 

to extravagances of various kinds. When 

threw aside their work and its 
strain they played many pranks. 

The plug hat joke was a favorite. The 
yictim often was some visitor from New 
York, Chicago, or other large city, who 
wanted to see this place where a mob of 
gesticulating, whooping, gamblers milling 
around a bullring made the market for 
petroleum. He would appear on the floor 
of the exchange fashionably dressed and 
wearing a high silk hat. Suddenly the 
hat was snatched from his head by an 
unseen hand. In another instant he was 
outraged by the sight of a madly howling 
mob jumping upon what once had been a 
handsome, dignified headpiece. A battered, 
shapeless thing, it was kicked about the 
floor. It was useless for the victim to 
give way to his wrath, though sometimes 
he did that. 


What, My Hat? Well, Well! 

After the uproar had quieted down 
some member of the exchange would ap- 
pear in front of the visitor and with a 
polite bow restore to him his hat, shiny 
and uninjured. The topper which had been 
mauled and trampled was one of several 
old ones kept nearby for use as needed. 
When the good hat wag returned to its 
delighted owner he almost always bought 
cigars for the crowd. 

Each September it was customary for 
a warning to appear on a big piece of 
cardboard: “All straw hats called in 
September 15.” Any straw hat worn into 
the exchange by an absent-minded broker 
on the day of proscription was promptly 
caught from his head and kicked about 
the exchange. 

The exchange was open from 10 a. m. 
to 3 p. m. Some brokers went out for 
luncheon, but most of them stayed 
through, unwilling to take the chance of 
missing something in a volatile market. 
At the noon hour each day four men reg- 
ularly appeared on the exchange floor 
carrying two clothes baskets filled with 
sandwiches. This was the signal for a 
wild scramble. The baskets were emptied 
as fast as hungry brokers could grab what 
they wanted. The formality of payment 
was ignored for the time being, but as 
soon as the clamor had subsided each man 
went up to the venders and paid for 
what he had taken. It ig said’ that the 
sandwich men never lost a cent through 
this irregular way of doing business, but 
that it was common for them to find 
their receipts well above the amount rep- 
resented by their goods. 

Young Browne got his sandwich with 
the rest and often held it in one hand 
while he received or sent telegrams with 
the other. 

The prices at which Oil Exchange spec- 
ulators bought and sold oil certificates 
fixd the market price of the actual prod- 
uct for years. But when production of 
high-grade Pennsylvanian crude declined 
and attention turned to the less desir- 
able grades of Lima oil, transactions on 
the Oil Exchange dwindled until eventu- 
ally its quotations ceased to be recog- 
nized. One by one the brokers’ offices 
closed and the exchange floor became 
almost deserted. With this turn in the 
fortunes of the Oil Exchange Mr. Browne 
on November 1, 1890, entered the service 
of the Charles Miller Pipe Line Co., soon 
afterward taken over by the National 
Transit Co. 


“Dude Gauger,” They Called Him 

This change in employment took him 
to Fern City, Clarion County, where he 
filled what was termed a “combination 
job” of gauger, engineer and telegraph 
operator. Each day he first had to walk 
through either dust or mud or snow to 
the Cogley relay pump station, 2° miles 
northwest of his home in Fern City, then 
2 miles south to the Sandy pump station, 
then 2 miles east back to his home. He 
had no clothing suitable for this work, 
his wardrobe consisting of the cutaway 
and Prince Albert suits in vogue at the 
time. In those days it was a common 
Practice to have a “Sunday suit” and an 
“every-day suit.’ A man’s pocketbook 
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and his tastes governed the frequency 
with which he bought new Sunday suits. 
Each of them in turn became an every- 
day suit as it was replaced by a new 
Sunday suit. It was this practice that 
young Browne had followed, with the re- 
sult that he went to work as an oil gauger 
wearing sometimes a cutaway coat and 
sometimes a long frock coat. He created 
something of a sensation, especially when 
he wore this modish outfit in combina- 
tion with high-top rubber boots which 
he found necessary in order to get through 
the 6 miles of mud that made up his 
daily itinerary part of the year. They 
called him the “dude gauger.” 

Mr. Browne was married now, and 
with his wife and baby lived in rooms 
over an empty store room in Fern City. 
It was a rickety structure and in times 
of high wind the baby carriage, kept in 
the hall, would roll back and forth as the 
building swayed with the wind. One year 
was plenty and then Mr. Browne at his 
own request was transferred to the Crown 
pump station in Clarion County, where 
he stayed three years. Then came seven 
years at the Bear Creek station near 
Parkers Landing, Pa. 


48,180 Hours, If You Like Figures 

Throughout the 11 years of his service 
with the National Transit up to this 
time Mr. Browne had worked 12 hours 
a day, Sundays and holidays included. 
Few thought of it as a particularly hard 
life. It was regarded as just one of the 
necessities of the business and was ac- 
cepted philosophically. A salary of $60 a 
month had gone with the work most of 
the time, and this was looked upon as 
good pay in that period. Then came five 
years in the main office of the company 
in Oil City, under pleasanter conditions. 

In January, 1906, Mr. Browne entered 
the employ of the Prairie Oil & Gas Co. 
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—then, like the National Transit, a sub- 
sidiary of the Standard Oil Co.—in Inde- 
pendence, Kans., as wire chief. He filled 
this position 12 years. In the meantime 
the Prairie Pipe Line Co. was organized 
in 1915 and the telegraph department of 
the original company was one of the units 
incorporated in the new one. In 1918 Mr. 
Browne wag made assistant superinten- 
dent of the telegraph department. W. H. 
Crimmel, superintendent, resigned in 1921 
and Mr. Browne was advanced to the 
post. He held the position till June, 1932, 
when following the merger of Sinclair 
and Prairie interests, D. R. Welsh was 
made superintendent of the new organi- 
zation, the Sinclair Prairie Pipe Line 
Co., and Mr. Browne was made assistant 
superintendent. 


Active in Association 


For years Mr. Browne has served as 
secretary-treasurer of the Petroleum In- 
dustry Electrical Association, composed 
of heads of telegraph and telephone de- 
partments of oil companies throughout 
the country. He is editor of the associa- 
tion’s magazine, “Electrical News.” They 
still chaff him about the wrist-watch epi- 
sode. Wrist’ watches, it seems, were one 
of his pet aversions and he made sundry 
uncomplimentary remarks about them. At 
the annual meeting of the Petroleum 
Industry Electrical Association in St. 
Louis, Mo., in April, 1930, Andy Bal- 
colm, of the Magnolia Petroleum Co., 
Dallas, Tex., offered a motion that Mr. 
Browne be presented with $100 “in ap- 
preciation of his efficient service as sec- 
retary-treasurer, provided that he consent 
to wear a wrist watch.” The motion was 
seconded by T. J. McMahon, of The Texas 
Company, Houston, Tex. 

“Any remarks?” 

“Yes,” came promptly from the secre- 
tary-treasurer, who had been gnawing 





viciously at his cigar. “I want to make 
some.” 


Among the remarks which Mr, Browne 
emitted was one to the effect that while 
he thanked the convention for its desire 
to give him $100, he could not envisage 
himself carrying a wrist watch. “Why,.I 
wouldn’t wear one to a dog fight,” he 
exploded. . 


The vote was unanimously in favor of 
the motion, with the wrist-watch string 
attached to it. A St. Louis newspaper 
published an item about the incident and 
it was reprinted throughout the country. 
Mr. Browne was badgered by friends at 
the convention who wore wrist watches. 
He felt, extremely uncomfortable. Maybe: 
he had been ill-advised in his strictures 
on wrist watches. And that $100! 


“How long does this offer hold good?” 
he inquired, and he was informed that 
the offer would stand until the next meet- 
ing of the association. After returning 
home he bought a wrist watch and trying 
not to look self-conscious wore it to his 
office. Then he drew on the association 
for the $100. By the time the next meet- 
ing of the association was held he had 
become accustomed to his new timepiece 
and he has worn it regularly since then. 


Mr. Browne is a Mason, a Shriner, an 
Odd Fellow and an Elk. In the winter 
his favorite diversion is bowling. In the 
summer it is golf. It wasn’t always. In 
fact, prior to 1931 he scorned the en- 
treaties of Mrs. Browne, long a golf en- 
thusiast, to take up the game, “Foolish 
stuff,” he would respond contemptuously. 
But in a moment of weakness he allowed 
himself to start fooling with a golf club 
and a ball. You know the rest. In the 
42 years since Mr. Browne went to work 
for the pipe line companies he never once 
has suffered an illness serious enough to 
send him to bed. 


Evidence of Big Overproduction and of Sales 
of Overproduced Oil in Oklahoma City 


OKLAHOMA CITY, Okla., Jan. 31.— 
A committee of the Oklahoma State 
Senate which has been investigating the 
production situation in the Oklahoma 
City Field for the past week unearthed 
some startling evidence of overproduction, 
including an admission of overproduction 
by one oil company official and an ad- 
mission on the part of a refinery offi- 
cial that his company had purchased over 
500,000 bbls. of illegally produced oil, 
which in the parlance of the field is 
characterized as “hot” oil. 

On Monday of this week Governor 
Murray called on the administration ma- 
jority in the Senate to stop all investi- 
gations until after his legislative pro- 
gram is completed, and then adjourn for 
60 or 90 days, after which the matter 
of investigation could be gone into. Gov- 
ernor Murray characterized the achieve- 
ments of the investigation committee as 
“chigger egg chasing.” 

Despite the request, Senator Paul Stew- 
art, chairman of the proration investiga- 
tive group, announced that “I don’t think 
there will be any postponement in our 
work as we already have witnesses sub- 
poenaed for 10 days ——- 


Colonel Murray Questioned 


Col. Cicero I, Murray, a cousin of Gov- 
ernor Murray, and placed by the gov- 
ernor in charge of the military regula- 
tion of production in the Oklahoma City 
Field, was given a thorough grilling by 
members of the Senate committee. 
Colonel Murray said he was being paid 
$1,000 per month as umpire in the Okla- 
homa City Field. He testified that he 
had given up a law practice in the town 
of Lindsay, Okla., which he said paid him 
as high as $30,000 a year, to take over 
the various jobs of lieutenant colonel of 
the militia, umpire and chairman and 
then chief counsel for the Oil States Ad- 
visory Committee. He had handled $110,- 
000 in the course of his duties in the oil 


field but refused to deliver to the com- 
mittee cancelled checks of disbursements 
until his accounts had first been audited 
by a certified public accountant. The 
money comes from oil producers who are 
assessed according to the amount of pro- 
duction they have in the field. Colonel 
Murray at the committee’s request of- 
fered as evidence his Federal income, tax 
statements for the years 1920 to 1931, 
both inclusive, in which it was shown 
that in 1924 he paid tax on a net in- 
come of $12,068; in 1925, $17,429 and 
in 1926, $20,496, while his statement for 
1931 showed he paid on a net income 
of $7,910. 


Overproduced 1,000,000 Bbis. 


George A. Dye, vice president of the 
Wilcox Oil & Gas Co., testified that his 
company had produced approximately 
1,000,000 bbls. of oil in excess of allowed 
production in the Oklahoma City Field 
between October, 1931, and November, 
1932. He said his company had a contract 
with the Magnolia Petroleum Co. for 
7,500 bbls. per day and that under the 
orders of the corporation commission the 
Wilcox company could not fulfill this 
contract and stay within the allowable. 
Also attorneys for the company had ad- 
vised that the commission’s orders were 
illegal. He charged that favoritism was 
shown in making rules under which oil 
was produced in the field and that his 
company had been a victim of discrimina- 
tion. He said his company had nominated 
as high as 15,000 bbls. per day but was 
never allowed more than 3,000 bbls. per 
day. Asked how the overproduction was 
run, Mr. Dye said “We just filled our 
tanks and pumped the oil out,” gather- 
ing the oil with the company’s own gath- 
ering system and conveying it to a bat- 
tery of tanks on the edge of the field. 

B. F. Green of the Sterling Refining 
Co. testified on Friday that his company 
had purchased at least 525,000 bbls. of 


so-called “hot” oil including, from Mrs. 
F. R. Findley of Oklahoma City, 275,000 
bbls.; the Crude Oil Sales Co., Wichita 
Falls, Tex., 100,000 bbls.; Seneca Petro- 
leum Co., Wichita, Kans., 100,000 bbls. 
and the Petroleum Pipe Line Co., 50,000 
bbls. He said he was forced to pay the 
tax on this oil. He said he did not re- 
member just what he paid for the oil 
but it ranged from 24 to 40 per cent be- 
low the posted price. 

At the same session in which B. F. 
Green testified, B. G. Patton of the 
Plains Petroleum Co. testified that he 
had been offered “hot” oil for sale by 
John McKeel, a son of Highway Com- 
missioner McKeel. Young McKeel, who 
was said to have been a roughneck 
(rotary driller’s assistant) in the oil 
fields before he became a broker, testi- 
fied that in approaching Patton he had 
not offered to sell oil but to see if he 
was in the market for oil, his system 
being to first find the prospective buyer 
and then find a seller. He said he made 
a practice of looking up operators who 
were hard up for money and arranging 
with them to refinance their operations 
on a commission basis. 





PUMPING SURVEY AT WICHITA 


A general study of oil field pumping 
problems and a survey of new produc- 
tion methods will engage attention of oi} 
men in a two-day session of the Mid-Con- 
tinent district of the American Petroleum 
Institute’s Division of Production on Feb- 
ruary 17 and 18, at the Allis Hotel at 
Wichita, Kans. The tentative program 
contemplates a series of papers on pump- 
ing problems and kindred subjects, ac- 
cording to announcement made by C. A. 
Young, secretary of the division, from 
the Dallas, Tex., office of the Institute. 

Entertainment for the visitors will be 
provided Friday evening by the Wichita 
Chapter of the Division of Production, 
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The island of Trinidad, off the coast 
of Venezuela just 700 miles east of the 
great Maracaibo Basin oil area, is an 
important oil-producing territory. The 
vast store of asphalt in Trinidad’s Pitch 
Lake is being rivalled by its rich oil de- 
posits. Fifteen petroleum areas are 


Availabl 





Series on Refining 


The accompanying apele 5 is 
one of a series oe 
ao i in The Oil an Gas 

explaining products 
ids to be expected in 
ng crude oils in foreign 
pe domestic fields. 


Crudes analyzed are as fol- 
lows: Santa Fe Springs, Calif., 
Germany, Egypt, enezuela, 
Michigan, Van, Tex., Joiner, 
Tex., “Unrefinable crude oils.” 
Mid-Continent, Pettus, Tex., 
Kentucky, West Texas, Okla- 
homa City, South Texas, Penn- 
sylvania. 


and 7 











grouped about Pitch Lake, the most im- 
portant of which are the Fyzabad, Parry 
Lands, Piteh Lake and Palo Seco Fields. 
The production of crude oil in Trinidad 
from 1905 through 1932 is shown in the 
table : 


TRINIDAD CRUDE OIL PRODUCTION 


Year— Gross bbls. 
nny 1915 (11 eee onecvesseees 8,389,329 
ET Uno 666s cdpoe ss cen eboccteoves 927,877 
Tes OP ee Peet ee 1,602,312 
inlet Side cekenmploieb en sxe.4ewn 2,082,068 
iin: oe Gs en separ ones 6c 1,841,047 
Dh es Pewebeck het edactcheeedes 2,083,027 
er ree rar 2,354,160 
DUS EWih cs cetwed > deeded sé co me 2,444,762 
i Witehiwhet 6 Saniers¢s.¢0000ne0 9 3,050,872 
DEO ESCCH Yee ta cbecschbeesedotee 4,056,612 
EE WicW ic owlevote came 4,386,507 
PE pink is cath etd gee epblc déae edeide 4,971,471 
PE. 66600 em eeae > oa roerere anne 6,380,464 
DE ot oud ot eUs ve cedbetebesesdes 7,684,460 
RT A dh Wd odie dele dic ctilis ceedses 8,715,652 
ei er 9,418,000 
DL | sabedeee en coceesecescs cee 9,769,000 
PES TEER edb cuctedde deca eusued -*10, 000,000 

*Hetimated. 


Three typical Trinidad crude oils, of 
paraffin, mixed, and naphthene bases re- 
spectfully, yield distillation products as 
shown in the table: 


PRODUCTS FROM TRINIDAD CRUDE 
OTLs* 


Paraffin 
(Tabu- Naph- 
Base of crude— guite) Mixed thene 
A.P.L*® @Trav. ..6.-cues 46 41.7 24.3 
. &§ errr 2.5 1.5 ecee 
Bulphur % ...+-sse0 0.29 0.7 oo 
ne, of crude.. 82.6 41 12 
Kerosene, % of crude. 28.4 16 14 
Gas oil, % of crude... 16.0 7 37 
Laub oil dis., % of crude 21.8 ee 
‘Dunstan and Kewley, J.LP.T. 10, 615 


. (1924), 


Data on refineries and their capacities 
appeared in “Petroleum Refineries in 
Foreign Countries, 1931,” U. 8. Depart- 
ment of Commerce report. 


Flexibility in Cracking 


The flexibility of the cracking process 
has been well shown in its application 
to Trinidad charging stocks. Three dif- 
ferent stocks were cracked in the same 
unit, yielding three sets of excellent 
cracked products. The three charging 
stocks comprised the whole Trinidad crude 
oil, the topped crude, and the gas oil 
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Crudes of Paraffin, Naphthene and Mixed Base 


e for Refining in Trini 


By EDWIN F. NELSON and GUSTAV EGLOFF 


Universal Oil Products Co. 


therefrom. Their properties and distilla- 
tion analyses are tabulated below: 


PROPERTIES OF TRINIDAD CRACKING 
STOCKS 








Crude Topped Gas 
Charge— oil crude oil 
SG” seckwéanesees 22 8 15.6 27.7 
Cold test, °F. ........ (*) «*) (*) 
B.s. and water, % ... 0.2 0.2 01 
Flash (Cleveland open 
IW Gent de ccces eye 230 185 
Fire (Cleveland open 
ed nS once 285 210 
Flash (Pensky Mar- 
tens) °F. .......... gees 195 175 
Sulphur, @ .......... 0 87 1.1 0.44 
RPGS nemans too es 0.4. trace ee 
*Below zero. 
AS.T.M 100c.c. DISTILLATION 
Per cent 
distilled 
over rc “F. \ 
Bult. TRE cccsscovcose 163 430 398 
D Sueb 04> cca ie came 262 485 420 
WO cdarccvedicsdvueiée 313 516 430 
BO dea dacstaess 394 568 448 
SD dctmbincasconntats 472 616 458 
TD cbs deenesel oe c0cee 548 661 470 
MO ETE 631 679 480 
BO ccatstnedaccsrives 677 687 499 
ye ae 696 704 5038 
GS copes wakhubhent vende 708 726 528 
OO wwahe cr cepash ies . 723 75¢ 576 
Endpoint ........... 739 760 660 
% over at 400° F.... 21 ive 0.5 
% over at 410° F. . 832 ws 1.6 
% over at 437° F. ... 26 0.5 14.0 
% over at 672° F. ... 43 21.0 89.0 
Coke by weight, % 4u Bed 6.1 1.0 


The gasoline and naphtha content of 
the Trinidad crude oil was determined 
by fractionation in a Hempel Column, 
with the following results in yields and 
qualities of gasolines : 





E.p. gasoline, °F.— 300 350 400 
Gasoline, @% ....... 7.6 16 5 22 0 
Topped crude,% .... 91.7 82.8 717 3 
Distillation less, % . 0.7 0.7 0.7 

ANALYSIS OF STRAIGHTRUN 
GASOLINES 

E.p. gasoline, °F.— 300 350 400 
Gravity, °A.P.I. .... 62.7 56 0 50.1 
Octane number .... 70 69 68 
Gum, Mg./100 cc. 

(copper dish) ..... 0 1 3 
Sulphur, % ......-. 0.08 0.04 0.06 
A.3.T.M. 100 c.c. DISTILLATION 

Per cent 

distilled 

over om — °F. 

er ME, - 90 cece b> cane 120 140 142 
DW davs sons sGineed 146 170 180 
BO ava ( imb's Candrduetd 150 186 206 
ee a rere 172 206 233 
a stnéut 182 222 250 
di Le htt 192 233 266 
BD: -witec eideedid Jsts awe 204 246 281 
Oe... amavis 04nd 1. amen 214 256 295 
ge ay SS eee BP re 224 268 310 
eS ae Pee Pe 236 280 326 
BR oa awe 2-000 emoeeste 254 296 348 
non cenedee  agnaee 270 310 366 
nn “Me veaccdeneccae 298 348 401 
TH QVOE ce ccccsccvace 98.0 98.0 98.9 
% bvottoms .........+. 0.5 1.0 1.0 
RB Bere. 1.5 1.0 1.0 





E. J. Sadler Urges World Co-operation 
as Stabilizer of Petroleum Market 


NEW YORK, Jan. 30.—International 
co-operation in the orderly regulation of 
petroleum production is the only salvation 
for many units in the werld petroleum in- 
dustry, and those countries which join 
in this movement will reap material bene- 
fit from it, according to E. J. Sadler, 
vice president of the Standard Oil Co. 
(New Jersey) and former managing di- 
rector of Romano-Americana, Jersey's 
Rumanian subsidiary. 


Mr. Sadler sets forth his views on the 
world oil situation in an interview ap- 
pearing in the Rumanian Daily News, 
published in Detroit. 

“In 1909,” Mr. Sadler said, “the world 
was producing slightly less than 300,000,- 
000 bbls. per annum, or about one-fifth 
of what the world produced in the year 
1929. At that time Rumania was pro- 
ducing about 26,000 bbls. of crude daily, 
or about 3.1 per cent of the world’s pro- 
duction. In 1931 Rumania produced 136,- 
000 bbls. daily, or 3.6 per cent of the 
world’s production, having declined short- 
ly after the war, say in 1920, to 19,000 
bbls. daily, or 1.2 per cent of the world’s 
production. The low production at that 
time was an aftermath of the war and the 
destruction of the Rumanian fields inci- 
dental thereto. 


“Four outstanding changes have taken 
place in Rumania’s producing history over 
the last 25 years. 


“At the time I went te Rumania, drill- 
ing wells there was the most difficult 
job which the Standard Oil Co. had met 
with in any part of the world. The cost 
of the wells and the time necessary in 
drilling them was excessive. 

“While gradual improvement in drilling 
and producing costs was .made, the de- 
velopment of the rotary revolutionized 
drilling costs abeut 1915. 

“It was not until after the war, and 
probably about 1924, that it was shown 
that Rumania had, over‘a large area, a 


producing horizon about 2,000 feet deep- 
er than the earlier developed productive 
formations. The large increase in later 
years has come from these producing hori- 
zons and at the same time the character 
of the oil produced was very different 
from that obtained at shallow depths. 

“The third great change in Rumania’s 
situation affected its world position. In 
this instance, I refer to the Russian com- 
petition in the Black Sea and eastern 
Mediterranean region. This unnatural and 
unfair competition was possibly due to 
the Soviet’s having confiscated the Rus- 
sian oil fields from their origina] owners, 
and their ability to operate them with 
employes paid in paper money issued by 
the Soviet. A need for foreign exchange 
undoubtedly forced the Russians to dis- 
pose of their oil through export channels 
in competition with Rumania regardless 
of price, and this situation has been main- 
tained until the present day. 

“The fourth fundamental change in the 
Rumanian oil situation is in some degree 
a result of the third change mentioned 
above, and in part is due to world de- 
pression and general overproduction of 
petroleum throughout the world. In this 
instance I refe® to the international co- 
operation sponsored by leading oil com- 
panies with world interests. 

“During the last few years overpro- 
duction and potential overproduction have 
brought about such chaotic conditions in 
most of the world’s markets that it has 
been apparent that unless some co-oper- 
ation looking to a curtailment of world- 
wide production was effected, the oil in- 
dustry all over the world would be threat- 
ened with disastrous financial results for 
years to come. 

“To this end international conferences 
held last year were successful in adding 
Rumania to the list of countries which 
would co-operate in the attempt to bal- 
ance supply and demand so far as petro- 
Jeum and its products were concern 


d Fields 
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The Trinidad whole crude, topped crude, 
and gas oil charging stocks wer 
cracked under pressures of 400, 29 
and 400 pounds per square inch respe. 
tively at a temperature of 950° F., anj 
the same cracking unit was used in each 
case. Their respective yields of cracked 
products, based on the charging stock, are 
shown in the table. The yields of cracked 
gasolines were 55.1 per cent for the crude, 
45.6 per cent for the topped crude, and 
58.9 per cent for the gas oil, with the 
high octane numbers of 85, 87 and 91 
respectively. 


YIELDS OF TRINIDAD CRACKED 


PRODUCTS 
Crude Topped Gas 

Charge— oil crude oil 
Gasoline, % of chg.55.1 45.6 58.9 
Octane number .... 85 87 91 
Residuum, % of 

EET  tnoe6 a en.40 33.6 48.9 25 4 
Coke, gas and loss, 4 

% of charge ....11.0 5.5 15.7 
Gaa, cu. ft. sm, of 

charge .... a 336 529 


The cracked gasoline obtained in each 
cracking test was an excellent antiknock 
motor fuel. The characteristics of the 
three cracked fuels have been tabulated 
as follows: 


TRINIDAD CRACKED GASOLINES 


Crude Topped Gas 
Charging stock— oil crude oil 
Gravity, °A.P.I. .. 54.6 48.5 48.7 


A.S.T.M. 100 c.c. DISTILLATION 
Per cent 


distilled 

over —————— °F. — ——- 
oe ee eee, 92 96 
Be ise ce StH. cals pie 152 163 162 
Bk: dlawine < ere 218 206 
Dt Siete vs vases 6eced 267 324 304 

Re ap Me pel. Peta es 358 383 372 
Endpoint ib eae 382 400 390 
Octane number .... 85 87 91 


The cracked residues from the above 
three cracking runs were fuel oils °f 
high quality, having the following prop- 
erties : 


TRINIDAD CRACKED RESIDUES 


Crude Topped Gas 
Charging stock— oil crude oil 
Gravity, “A.P.I. .... 3.4 5.5 02 
Flash (Cleveland 
open cup) °F. 235 260 220 
Fire (Cleveland 
open cup) °F. ... 275 295 240 
Flash (Pensky Mar- 
tens) °F. 200 250 190 
Viscosity Furol at 
128° F., enc. «.... 164 143 27 
Cold test, F. ‘he « 45 25 5 
B.s. and water, %.. 1.0 06 04 
Initial B.P., °F. ... 458 478 420 
% over at 672° F. .18.0 13.0 37.0 





Oil and Gas Association 
of Kentucky Election 


LOUISVILLE, Ky., Jan. 28.—At the 
annual meeting of the Kentucky Oil and 
Gas Association held at the Brown Hotel, 
Louisville, Ky., the following officers 
were elected: Dan S. Keenan, president; 
Earl Wallace, vice president, central dis- 
treasurer; O. W. Van Petten, D. 
eastern district; W. H. Keffer, secretary- 
treasurer; O. W. Van Petter, D. 8. 
Keenan and Paul Blazer, directors {or 
eastern district; W. E. Hupp, Carl 
Weideman and Fred T. Ward, directors 
for western district; J. A. Patton, Earl 
Wallace and R. C. Snyder, directors for 
central district; E. L. McDonald, H. W. 
Ross and T. J. Tonkin, Jr., directors for 
state at large. 

‘ The election of a vice president from 
the western Kentucky district was (¢ 
layed pending a meeting to be held at 
Owensboro. The office of the president 
is located in Ashland, Ky., Room 65, 
Ashland National Bank Building. 
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Said the A.P.1L committee in 
° November: 


Before April 1, motorists will 

need 179 million barrels of 

gasoline and it will take 369 
. million barrels of crude to 
: : make it—yield 49 percent 


The fact is: 


Dubbs cracking will make 179 
million barrels of better gasoline 
from 285 million barrels of crude 
oil or less—yield 60 percent 


Which is wiser ? 
Dubbs cracking, of course 


. Universal Oil Products Co 
Chicago, Illinois 


Dubbs Cracking Process 
Owner and Licensor 











Late Fields 


KANSAS 

Mid-Kansas Oil & Gas Co.’s No. 1 
Tinsley, NW cor. SW SH Section 6-20- 
lw, in the southern part of the Ritz- 
Canton-Decker Field, in McPherson Coun- 
ty, was estimated at 1,000 bbls. a day 
from the Viola lime before it was drilled 
deeper to the Wilcox sand where it found 
water at 3,456-66 feet. It was plugged 
back to the Viola lime and is being put 
on the pump and is now rated at 100 
bbls. a day from the Viola lime. The pay 
was found at 3,400 feet. It is the east 
offset to the Marileen Oil Co. well which 
was completed for 869 bbls. a day, from 
the Viola lime. 

Wolf Creek Oil Co.’s No. 1 Dunsford, 
NE cor. SE NE Section 23-19-2w, was 
drilling in the Viola lime topped at 3,- 
876 feet. It is an old chat producer that 
was drilled deeper. The well was show- 
ing oil in the Viola lime. 

The offsets to the discovery Wilcox 
sand well in the Ritz-Canton-Decker Pool, 
in McPherson County, were disappoint- 
ments, Mohawk Oil Co. and others’ No. 
1, SW cor. NE Section 7-20-1w, the 
east offset to the discovery Wilcox sand 
well, found water in the Wilcox sand at 
$,456-63 feet. It was being plugged back 
to the Viola lime at 3,406-08 feet. 

T, K. Simmons’ No. 1 Stuckey, NW 
cor. SW SE Section 33-20-3w, is a lo- 
cation in the north end of the Voshell 
Pool, in McPherson County. 





OKLAHOMA 

Winona Oil Co. and others’ No. 1 
Harjo, SE cor. NW NW Section 29-7-8, 
on the east edge of the Fish Pool, in 
Seminole County, found water in the Wil- 
cox sand at 4,197-99 feet. The well was 
being plugged back to 4,174 feet, where 
it will be given a shot in the Simpson 
sand at 4,158-64 feet. It swabbed 10 
bbls. of oil an hour from the Simpson 
sand before being shot. 

Sinclair Prairie Oil Co.’s No. 2 Deth- 
ridge, NE cor. NW Section 28-7-4, in 
the south extension of St. Louis Pool, has 
been shut in on account of proration, 
after swabbing 1.150 bbls. of oil in 24 
hours from the Simpson sand at 4,100- 
32 feet. 

Amerada Petroleum Corp.’s No. 1 La- 
foon, NE cor. SE NE Section 9-13-6, 
Lincoln County wildcat, is being com- 
pleted for what is estimated to be a 500- 
bbl. well from the Viola lime at 4,106- 
80 feet and from the Wilcox sand at 
4,178-4,268 feet. The oil from this well 
is black and tests 21 degrees gravity. 

Stanolind Oil & Gas Co.’s No. 1 Pal- 
mer, NW cor. Section 36-6-7, Seminole 
County, near the edge of the townsite of 
Sasakwa, found a showing of oil in sand 
at 2,384-2,400 feet. The well was drilling 
in the Gilerease sand at 2,599 feet. 





SOUTHWEST TEXAS 

SAN ANTONIO, Tex., Jan. 31.— 
Amerada Petroleum Corp.’s No. 1 Halff 
and Oppenheimer, deep wildcat test in 
Frio County, showed sulphur water in the 
Edwards lime. Edwards was topped at 
6,302 feet and cored to total depth of 
6,812 feet. A 10-minute test showed a 
little more than 900 feet of water, a trace 
of oil and sufficient gas to burn several 
minutes. 

Edwin M. Jones’ No. 1 Liptak, Survey 
41 of Duval County, a quarter mile west 
of production in North Government Wells 
Field, was completed for an estimated 
20,000,000 feet of gas at total depth of 
2,280 feet. Violet Oil Co.’s No. 1 Mack 
Webb, a quarter mile north and in the 
same survey, has been completed for an 
ectimated 15,000,000 feet of gas at total 
depth of 2,270 feet. 





PERSIAN DISPUTE SETTLED 

Amicable settlement of the dispute be- 
tween Great Britain and Persia over can- 
cellation of the Anglo-Persian Oil Co. con- 
cession has been tentatively reached. Rep- 
resentatives of both governments have 
virtually accepted a plan advanced by 
Edouard Benes of Czecho-Slovakia which 
involves negotiation for a new arrange- 
ment between the Persian government and 
the oil company. 


Arrangements for Petroleum Division of 
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A. |. M. E. Meeting in New York 


The nominating committee for the 
American Institute of Mining and Metal- 
lurgical Engineers has proposed the fol- 
lowing members for officers for the next 
year. 

For director and president, Frederick 
M. Becket; for director and vice presi- 
dent, Henry Krumb; for director and 
vice president, Edgar Rickard; for di- 
rectors, Cadwallader Evans, Jr., John M. 
Lovejoy, Hugh Park, Milnor Roberts and 
Frank L. Sizer. 

For the officers of the petroleum di- 
vision, W. E. Wrather of Dallas, Tex., 
has been nominated for chairman. Other 
officers are H. Norton Johnson, associate 
chairman; FE. A. Stephenson, secretary- 
treasurer; Hallan N. Marsh, C. V. Mil- 
likan, Earl Oliver, John R. Suman, mem- 
bers of executive committee; H. D. Wilde, 
vice chairman, production engineering; 
John F. Dodge, George L. Nye and Harry 
H. Power, associate vice chairman, pro- 
duction engineering; Frank A. Herald, 
vice chairman for production, J. Terry 
Duce, associate vice chairman for produc- 
tion; C. B. Mapes, vice chairman for 
economics; K. B. Nowels, vice chairman 
for engineering research; C. M. Young, 
vice chairman for engineering education ; 
Walter Miller, vice chairman for refinery 
engineering, and Barl Oliver, chairman 
stabilization committee. 

All ballots will be cast by mail and 

the results announced at the annual meet- 
ing to be held in New York City in 
February. 
“The preliminary program for the forth- 
coming annual meeting of the American 
Institute of Mining and Metallurgical 
Engineers to be held in New York City, 
February 20-23, has been arranged and 
the Petroleum Division headed by Earl 
Oliver, chairman, Ponca City, Okla., will 
have an important. part. This program as 
announced is given below together with 
list of officers nominated for the ensuing 
year. 

Dean Henry M. Bates of the Law 
School of the University of Michigan will 
address the Petroleum Division at its an- 
nual dinner at the Commodore Hotel, 
Thursday evening, on the “Legal Aspects 
of an Oil Industry Stabilization Pro- 
gram.” The dinner will conclude an ex- 


tensive program which opens Tuesday 
afternoon with a joint session on En- 
gineering Research and Production Engi- 
neering, and includes a symposium on 
Production, Domestic and Foreign, 
Wednesday, and sessions on Petroleum 
Economics and Stabilization, respectively, 
on Thursday. The major part of the ses- 
sion on Economics will be devoted to a 
Summary and Discussion of Current 
Marketing Conditions. Petroleum econo- 
mists and executives will be interested 
in the paper on “The Competitive Rela- 
tion of Coal and Petroleum in the United 
States,” by W. Spencer Hutchinson and 
A. J. Breitenstein, also scheduled for this 
session. A Summary of Stabilization Ef- 
forts to Date by speakers to be named 
later, and a Symposium on Certain Se- 
lected Phases of Stabilization, are on 
the program for the Thursday afternoon 
session. 


Program for Petroleum Division A.I.M.E. 
Production—1932 Symposium 
Domestic 


Wednesday Morning, February 22 


Eastern District, by Paul D. Torrey. 

Michigan, Indiana and Illinois, by 
Theron Wasson. 

Arkansas, Northern Louisiana and Mis- 
sissippi, by B. C. Croft. 

Kansas, by E. A. Koester. 

Oklahoma, by C, H. Pishny and others. 

East Texas, by Harold Vance. 

Gulf Coast, by L. P. Teas. 

North Central Texas, by H. F. Smiley. 

West Texas and New Mexico, by W. 
V. Vietti. 

Texas Panhandle, by C. C. Rae. 

Rocky Mountain, by C. D. Johnson. 

California, by C. P. Watson. 

Foreign 

Wednesday Afternoon, February 22 

Estimate of World Present Proven Oil 
Reserves, by V. R. Garfias. 

Canada, by Linn Farish. 

Mexico, by V. R. Garfias. 

Venezuela, by Hoyt Sherman. 

Colombia, by O. C. Wheeler. 

Argentina, by BE. B. Swanson. 

Trinidad, by H. W. Reid. 

Russia, by R. C. Beckstrom. 

Rumania, by I. I. Gardescu. 





Central Pumping Powers Used in East Texas Field 





Oil Well Supply Co.’s No. 80 geared pumping power driven by 100 HP. 
Waukesha gas engine located on Sun Oil Co.’s Ellen Till lease in the Car- 


isle district in the East Texas oil field 
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Germany, by Walter Kauenhauen. 

Europe (other than Germany, Russia 
and Rumania). 

Persia, by E. B. Swanson. 

Iraq, by BE. B. Swanson. 

India, by Dudley Stamp. 

Africa, by W. B. Heroy. 


Thursday Morning, February 23 

Competitive Relation of Coal and Pp. 
troleum in the United States, by w. 
Spencer Hutchinson and A. J. Breitep. 
stein. (Contrib. 18—Pre.). 

Discussion of Current Marketing Cop. 
ditions, by Sidney A. Swensrud and 
others. 


Thursday Afternoon, February 23 


Summary of Stabilization Efforts t, 
Date, and Symposium on Certain Selecteq 
Phases of Stabilization. 


Thursday Evening, February 23 
Legal Aspects of an Oil Industry Sta. 


bilization Program, address by Dean 
Henry M. Bates, Michigan Law School. 


GEOPHYSICAL PROSPECTING 
Wednesday Morning, February 22 

Progress Report, by F. W. Lee. 

Some Special Cases of Resisitiyity 
Measurements, by Lynn G. Howell. j 

Contributions to the Intepretation of 
Resistivity Curves, by Thomas A. Man- 
hart. 

Some Observations Concerning Elec. 
trical Measurements in an Isotropic Me 
dia and Their Interpretation, by C. and 
M. Schlumberger and E. G. Leonardon. 

Development of Seismometers for Geo- 
physical Prospecting, by G. A. Irland. 

Certain Field Problems in Reflection 
Seismology, by C. A. Heiland and W. BE. 
Pugh, (Contrib. 34—Pre.). 


Thursday Morning, February 23 


A New Contribution to Subsurface 
Studies by Means of Electrical Measure 
ments in Drillholes, by C. and M. Schlum- 
berger and E. G. Leonardon. (T.P. 502). 

Discussion by A. C. Lane, of Technical 
Publication 481, “Recent Geothermal 
Measurements in the Michigan Copper 
District,” by James Fisher, L. R. Inger- 
soll and Harry Vivian. 

Results of Magnetic Surveys in the 
Panhandle District of Texas, by J. H. 
Swartz. 

Preliminary Magnetic Survey of the 
Lincoln Gulch Gold Placer Area, Mon- 
tana, by W. E. Pugh. 

Application of the Electrical Resisitiv- 
ity Method of Geophysical Prospecting to 
Problems of Underground Water, by C. 
M. Tattam. 

Application of Resisitivity Methods to 
Northern Ontario Lignite Deposits, by R. 
H. Hawkins. (Contrib. 40—Pre.). 





Appalachian Geological 
Society Elects Officers 


CHARLESTON, W. Va., Jan. 28.— 
At the annual meeting of the Ap 
palachian Geological Society held at the 
Ruffner Hotel, Charleston, W. Va., the 
following officers for 1933 were elected: 
President, Coleman D. Hunter, Kentucky- 
West Virgania Gas Co., Ashland, Ky.; 
vice president, H. EB. Crum, Columbian 
Carbon Co., Charleston, W. Va.; secre 
tary-treasurer, Dr. Otto Fischer, Owens 
Libby-Owens Gas Co., Charleston, W. Va. 

It was decided to continue the outline 
of programs which have proven so profit- 
able during the past year. In view of the 
interest displayed by operating executives, 
it was decided to admit to associate mem- 
bership those persons connected with the 
petroleum or natural gas industry whe 
are acting in executive capacities in the 
Appalachian Field. 

A field trip to important oil and gas 
fields and to interesting geological local- 
ities is planned. Last year the trip was 
carried out in conjunction with the gee 
logical department of. the University of 
Cincinnati visiting the oil and gas fields 
of eastern Kentucky and the geological 
exposures along the Pine Mountain fault 
of Kentucky. The trip for this year will 
be in co-operation with the geological de 
partment of some other university of the 
Appalachian district but anyone inter- 
ested in the petroleum or natural gas in- 
dustry of the district is invited to attend. 








Februa 





























































1933 





February 2, 1933 THE OIL AND GAS JOURNAL 15 





US8ia 


Pe. 
iten. 


Con- 
and 


} to 
cted 


Sta- 
ean 


vity 


of 
[an- 


lee- 
Me. 
and 


re0- 


‘ion 


ace 
re- 
1m- 
2). 
cal 
nul 


er- 
the 


the 
n- 


TRANSIT 


Gas Engine Driven 


HOT OIL PUMPS 






TRANSIT helps 


refiners to reduce costs 


BY enabling them to reduce the cost of power; and at 
the same time guaranteeing them the utmost in dependable pump 
performance for the most exacting of services—that of 


PUMPING HOT OIL 





“IT DOES SEEM TO ME that 
very few refiners will install steam 
driven pumps to operate a Crack- 
ing Plant, when the Cracking Plant 
itself provides gas which can be 
used for operating gas engine 
driven pumps at much less cost 
than by using steam.” So says Mr. 
L. D. Fulton, Superintendent of 
The Pennzoil Company, one of the 
largest refining companies in Penn- 
sylvania. 


The illustration shows the 
TRANSIT Gas Engine Driven 
Hot Oil Pump at the refinery of 
The Pennzoil Company, Oil City, 


..« NATIONAL TRANSIT 


/ 
Pratt-Gilbert Co. 
saat sadbietia.atien PUMP&MACHINE CO. of Catternie 
ST. LOUIS, MO. 
F. C. Richmond Machinery Co. oO IL Cc iq TY; PA. Reeves & Skinner Mexhinery Co 
New York Chicago Cleveland Pittsburgh Los Angeles Houston Tulsa 










Pennsylvania. The Gas Engine is 
a TRANSIT 17x24” Twin tandem, 
four-cycle, single acting engine op- 
erating on refinery gas. It is rated 
at 310 HP. ‘ 


The engine is direct copnected 
through backgearing to a TRANSIT 
5x24” Horizontal Duplex Plunger 
Hot Oil Pump with forged steel 
fluid cylinders and extra deep stuf- 
fing boxes. 


The pump has a capacity of 350 
GPM of hot oil at its normal rating 
of 4512 RPM. It is equipped with 
3%” diameter reversible valves 
and designed to operate on 600°F. 
oil. 


LOS ANGELES 
Republic Supply Company 
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Politics and Proration 


Recurring crises over proration used to find the oil industry all 
stirred up over the possible outcome. Today with proration hanging 
by a thread in Texas and Oklahoma, many oil men view it with an 
almost aloof indifference as if it scarcely concerned them. 

It isn’t a case of the cry of “Wolf!” being heard too often. It is 
simply a conviction that it doesn’t seem to matter much, one way or 
the other. 

Proration, they say, means nothing to them now. It did when it 
was expected to stabilize the market so oil men could make a living. 
But the more production was cut the more prices fell. So, they say, 
what’s the good? Are we any better off than if we had never had 
proration? 

It is but a step from that state of mind to a demand for throwing 
proration overboard. Even without such demand it means the weak- 
ening or withdrawal of individual support from proration without 
which it cannot be made effective. 

They point to $1.50 crude when production was 3,000,000 barrels 
daily and stocks increased 37,000,000 barrels in 1929, with gasoline 
selling at 18 cents at the filling stations. 

Production, they argue, is down to 2,000,000 barrels, with with- 
drawals from storage, yet crude is 50 cents or less and gasoline two 
gallons for a quarter. 

But the answer is not what they think. Proration did not do this. 
We would have had it a year or so sooner if it had not been for pro- 
ration. 

It has been caused simply by too much oil being forcéd on the 
market but all the oil overproduced under proration would not have 
been a drop in the ocean compared to what would have been thrown 
on the market if we had not had proration and everything was run- 
ning wide open. 

Fifty cent oil might have seemed prosperity contrasted with the 
prices that would have been offered in such conditions. 

If a few million barrels of overproduction can bring the market 
to its present condition what would a million barrels a day more have 
done to it? 
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. East Texas has produced about a quarter billion barrels of oil. |; 
produced a million barrels in one day. The industry never had any- 
thing like that in pre-proration days when it “went right ahead anq 
put a new field behind it”. 

It is the difference between running over a stop sign and crashing 
into a stone wall. 

East Texas would have been too big for us if we had not had pro- 
ration. 

The present conditions in the crude and gasoline market cannot be 
charged to proration. They were caused by more stubborn facts. 

For the first time the gasoline industry is experiencing a decrease 
in demand. 

At the same time there is an increased yield in gasoline recovery. 

Both these mean a decreased demand for crude, and it has been 
the purpose of proration to keep crude production in line with that 
reduced demand. 

That effort has been handicapped, first, by the difficulty of secur- 
ing general support for curtailment and then, when that was obtained. 
by the necessity of relying upon political agencies to enforce the law. 

The industry, which like other businesses, dreaded political inter- 
ference like the plague, was induced to accept it because of the ob- 
stinacy of a minority which refused to join in needed curtailment 
except under compulsion, if then. 

Now, many are inquiring whether political assistance has not been 
bought too dearly and if the present parlous state of proration is not 
the result of mixing proration and politics. 

It is an axiom that wherever business and politics have been mixed 
it has proved bad for business. 

Be that as it may, the fact remains enforcement of proration has 
not been strict enough to keep production level with demand. 

More oil being produced than there was a market for at a price, 
the surplus was offered below the market. Proration strictly en- 
forced and loyally supported would not have had any surplus to be 
sold at distress prices. 

Wild assertions have been made about the market being forced 
down so empty storage could be filled with cheap oil. But what ad- 
vantage from cheap storage could overcome the losses caused by the 
destruction of the refined market structure in the process? 

Especially since the most bearish factor in the whole situation is 
not the oil above ground but the known potential in the earth that 
can be drawn upon when needed. 

It has been this assured reserve, even discounting by one-half 
some of the more extreme estimates, that has been hanging over the 
crude price structure and therefore the whole market. An oversupply 
of any product, raw or refined, is an effective check against advanc- 
ing prices. 

Some say let’s get rid of this potential as quickly as possible, even 
if it means three or six months of lower prices than ever. But, what 
assurance is there that at the end of three or six months the industry 
will be free from danger? 

Whether or not proration has been a will-o-the-wisp to producers 
so far as hopes of living prices were concerned it has had points of 
advantage that cannot be denied. 

It has proved beyond question that regulated production means 
more economical and efficient operation. Whether proration stands 
or falls the industry is going to retain that benefit by an extension of 
regulation to the opening of new pools. 

The new conception, unitization, put forward by Earl Oliver and 
his associates in The Oil and Gas Journal last year, offers the indus- 
try a method of self-regulation that can take the place of proration 
by political agencies. Proration has proved that. 

So long as there remains a threat of potential production the in- 
dustry must protect itself against a recurrence of present conditions 
by providing for regulation of new pools by and within the industry. 

It will be found a much more practical and less uncertain plan 
than dependence on outside assistance which too often proves to be 
but a broken reed. 

The industry has power enough, if it has energy and honesty 


enough, to protect itself by taking plain precautions to avert the 
abuses that have beset it in the past. 





Febru 


THE OIL AND GAS JOURNAL 


))? 
SI \ 
FOR EVERY TYPE OF PIPE LINE 


REPAIR 


STYLE 41 Clamps pre- 

vent or permanently re- 
pair leaks at ends of screw 
collars on steel pipe, size 
44-inch and up. (Smaller 
pipe takes Style 4 Clamps 
of same design.) 


STYLE 44%.-HP Clamps 

repair leaking lead or 
other bell-and-spigot cast- 
iron pipe joints, or reinforce 
and supplement joints of 
that type. 

RESSER Porous Weld 

Repair Clamps effec- 
tively and permanently re- 
pair porous welded joints. 
When the bolts are drawn 
up, the rubber gasket is 
tightly clamped over the 
weld 


TYLE 52 Sleeves repair 

(by completely enclosing) 
circumferential welds, 
screw collars, welded joints 
of the bell-and-spigot and 
double-bell types; and split 
pipe. Sizes 4’ I.D. to 26” 
O.D. 


S. R. Dresser Mfg. Company 


Bradford, Pa. 
In Canada: Dresser Mfg. Company, Ltd. 
32 Front Street, W., Toronto, Ontario 
< 
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that was better than the average due to 
contracts, This was especially true in the 
case of gasolines. Now, however, due to 
the recent general reductions in tank 
wagon and service station throughout the 
marketing territory of Mid-Continent re- 
finers, the returns from contracts with 
jobbers are little or no better than the 
open market quotations. In fact many 
cases are cited in jobber-refiner contracts 
in which the jobbers are now buying their 
gasoline from 1 to 2 cents per gallon 
f.0.b. Oklahoma and Kansas refineries. 
In the case of fuel oils which are the 
other principal bulk product secured from 
skimming or combination skimming and 
cracking operations, the railroad contracts 
are now bringing the low of the yearly 
agreements. In the case of two railroads 
this low is 40 cents per barrel. There 
are also a few contracts for gas oil based 
on posted crude oil schedules and these 
contracts are now bringing the refiners 
less than the open market quotation. The 
net result’ of this situation is to keep 
refinery operations at a low point with 
no incentive to expansion except in cases 
where refiners are able to buy crude oil 
at prices around 25 cents per barrel. 
Market observers believe that before 
the middle of the month there will be 
definite decisions on the part of the 
courts and state commissions which will 
determine the crude market trend through 
the remainder of the winter and spring 
months. The belief is spreading that 
within the near future all attempts to 
control supply of crude oil through pro- 
ration will be dropped and Mid-Continent 
crude output will be materially increased 
until such time as the large potential 
supplies, readily produced by flowing 
wells, have been reduced. This is in- 
terpreted to mean that prices for crude 
oil will be reduced materially, particu- 
larly in the flush fields of Oklahoma and 
Texas, where chaotic conditions might de- 
velop to the point where no attempt 
would be made to post schedules and 
prices would vary with each sale. Such 
a plan of operation would be accompanied 
with storage programs. As explained in 
these columns last week most market 
students do not believe that the dropping 
of proration would result in any mate- 
rial reduction jn present spot prices for 
gasoline and with the first indication 
that the flood of cheap crude was end- 
ing, prices would strengthen. Looking at 
the entire situation from this viewpoint, 
some market students see in the rapidly 
changing conditions a development which 
points to a sounder gasoline market by 
late spring and summer than has pre- 





vailed at any time over the past two 
years, 


Gasoline and Naphtha 


No changes were made in the prices 
published in this issue for all grades of 
U. S. Motor fuels and the higher gravity 
gasolines for Oklahoma. During part of 
the week, the entire Mid-Continent mar- 
ket appeared headed for lower levels and 
at other times firmness was apparent. 
Spot buying is not active and occasional 
brokerage sales of low octane U. 8S. Mo- 
tor under 2 cents, basis Oklahoma, have 
been reported but attempts to definitely 
establish the low of the market at this 
level have not been successful. In Okla- 
homa very little specification U. S. Mo- 
tor gasoline has been sold to the trade 
under 2% cents and a majority of the 
sellers are getting a low of 2% cents. 
Unless conditions change soon it is ap- 
parent that the differential between mid- 
dle octane (regular) gasoline and the low 
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octane (third grade) will: be changed 
from three-eighths to one-quarter cent 
and in the case of the premium grade 
from five-eighths to one-half cent. Buyers 
report that middle octane material is 
being offered them by a few sellers at 
prices not more than one-fourth cent 
greater than the low octane. 

In this connection East Texas refiners 
are becoming a dominant factor in the 
middle octane grade as they have been 
for many months in the low octane. In 
addition to the two largest plants in 
the Bast Texas Field, small cracking 
units have been installed at three or four 
of the smaller refineries, These cracking 
units are makeshift installations which 
were built not only to increase gasoline 
output of refineries but also lower the 
viscosity of the fuel oil output of the 
plants. In a straight skimming operation 
the residual fuel oil and the overhead gas 
oil have a cold test which greatly re- 
stricts their market outlets during the 





Committee Report Shows Duplication of 


Gasoline Taxes Menace to Demand 
‘By CHARLES E. KERN 


Washington Bureau, The Oil and Gas Journal 


WASHINGTON, D. C., Jan. 30.—The 
special subcommittee appointed at the last 
session of Congress and authorized by 
the house committee on ways and means 
to make a study of Federal and state 
taxation, with particular reference to 
the duplications which occur through 
overlapping authority, has submitted 
its preliminary report to the committee. 

“According to figures presented by the 
American Petroleum Institute, there were 
declines in consumption in 1931 in all 
states having a gasoline tax rate of more 
than 2 cents per gallon. Where the tax 
rate was 3 cents, the decline was 1 per 
cent; 4 cents, 3 per cent; 5 cents, 8 per 
cent; 6 cents, nearly 14 per cent. A very 
high rate of tax creates an incentive to 
evade by bootlegging or otherwise, with 
a resulting loss of revenue to the states 
and competitive hardships to reputable 
distributors and dealers.” 

The preliminary report of the subcom- 
mittee relates that nine states, in addi- 
tion to the Federal Government, levy a 
tax on the transportation of oil by pipe 
lines, from one-tenth of 1 per cent to 4 
per cent of the gross receipts. 

In addition to these duplications the 
report says many states impose a general 


sales tax on petroleum products; also 
that in addition to the tax on lubricating 
oil imposed by the Federal Government 
the State of Alabama imposes a retail 
tax of 2 cents a gallon upon this lubri- 
cating oil. 

“A review of our tax system as a whole 
suggests at once many issues which 
should be discussed,” says the subecommit- 
tee in summing up its conclusions. “As 
stated before, we shall not discuss these 
issues here, but shall merely mention 
those which would seem to merit atten- 
tion. For instance, the following questions 
may well be considered: 


“First, which taxes are most adaptable 
for the use of the Federal Government 
and which taxes are most adaptable for 
the use of the state governments? 


“Second, what taxes may be properly 
imposed by both state and Federal gov- 
ernments without serious objection from 
the standpoint of equity? 

“Third, what means should be adopted 
to set forth a model tax system for the 
whole country? 

“Fourth, what means can be adopted to 
bring into practical operation a model 
system of taxation?” 
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winter months as indicated by the fact 
that fuel oils have been offered in East 
Texas over the past week as low as 15 
cents per barrel. By running this fuel 
oil or a large gas oil cut through one of 
these small cracking units a more mar- 
ketable fuel oil cut is obtained and they 
are also able to add from 25 to 50 per 
cent to their total gasoline yield from a 
barrel of crude oil. An octane rating of 
around 65 is claimed for the cracked gas- 
oline and it is either being sold straight 
or blended with straightrun gasoline. 
One case is cited where an Hast Texas 
refiner guarantees an octane rating in 
excess of 60 on his entire gasoline out- 
put and has offered this material as low 
as 214 cents basis Group 3 since the 
first of the year. Some competitors say 
that the gasoline does not have the octane 
value claimed and it is also said that it 
does not meet other specifications includ- 
ing color and gum content. Regardless 
of the merits of these claims it is certain 
that the gasoline has become an impor- 
tant factor in the tank car sales of 
middle octane gasoline. 


Natural Gasoline 


Last week the market for 26-70 nat- 
ural gasoline dropped from 2% to 2 cents 
in Oklahoma and Texas. The movement 
at the lower price has been sufficient to 
maintain that quotation and the first of 
the week the market was firm. There 
was some spot buying during the week 
for shipment to the Gulf Coast. 

The lower vapor pressure grades of 
natural gasoline are moving slowly and 
prices on the grades varying from 18 to 
11 pounds are fractionally lower than 
they were a week ago. 


Kerosene and Distillate 


All grades of kerosene and distillate 
are from one-eighth to one-fourth cent 
lower than they were a week ago. Offer- 
ings have increased and the demand has 
not improved. The 41-43 water white 
grade of kerosene was available from 
several sources under 3 cents and prices 
on the several grades of furnace oil dis- 
tillates ranged up from a low of 2% 
cents. 


Fuel Oil and Gas Oil 


U.G.I. gas oil dropped to a low of 1% 
cents on general quotations with sales to 
brokers reported at 134 cents. Some 
high cold test East Texas gas oil was 
offered at 1% cents. Except for the high 
cold test grades there were no important 
changes in the fuel oils. Buying is slow 
but sellers have little low cold material 
to offer. 





American Petroleum Institute Weekly Refinery Statistics 


Figures below reported for week by American Petroleum Institute. (1) Per cent 
refinery capacity represented. (2) Daily average crude runs to stills. (3)Total motor 
fuel stocks. (4) Gas oil and fuel oil stocks. All figures in 42-gallon barrels. 


Week Ending January 28, 1933, Compared to Week Ago 


-—wWeek ending January 28, 1933—-. ————Week ending January 21———, 

















(1) (2) (3) (4) (1) (2) (3) (4) 
Bast Coast ..... 99.1 472,000 12,885,000 7,835,000 99.1 442,000 13,205,000 1,676,000 
Appalachian ... 95.0 81,000 1,875,000 933,000 95.0 83,000 1,785,000 846,000 
fnd., IL, Ky 97.5 300,000 7,396,000 3,344,000 97.5 307,000 7,067,000 3,373,000 
Okla., Kans., Mo. 84.9 195,000 4,882,000 2,895,000 84.9 201,000 4,787,000 2,882,000 
Inland Texas 56.4 82,000 1,524,000 2,248,000 56.4 99,000 1,500,000 2.191.000 
Tex. Gulf ...... 97.7 416,000 6,281,000 6,456,000 97.7 392,000 6,103,000 6,443,000 
Ti GUE oc cccce 97.3 87,000 1,532,000 2,384,000 97.3 81,000 1,424,000 2,368,000 
N. La. and Ark. 88.5 40,000 304,000 503,000 88.5 44,000 298,000 492,000 
Rocky Mtn. 90.8 32,000 1,250,000 495,000 90.8 33,000 1,190,000 484.000 
California ...... 94.6 393,000 15,282,000 99,116,000 94.6 424,000 15,188,000 99,270,000 
Total U. 8. ... 91.6 2,098,000 53,211,000 126,209,000 91.6 2,106,000 52,547,000 126,025,000 
Total motor fuel stocks Bureau of Mines basis, 54,300,000 bbls. 
Week Ending January 28, 1933, Compared to Year Ago 
-—Week ending January 28, 1933—-, -—Week Ending January 30, 1932— 
(1) (2) (3) (4) (1) (2) (*3) (4) 
East Coast ..... 99.1 472,000 12,885,000 7,835,000 100 0 452,300 4,977,000 7,451,000 
Appalachian .. 95.0 81,000 1,875,000 933,000 91 8 72,700 1,517,000 1,376,000 
Ind., IL, Ky. « 97.5 300,000 7,396,000 3,344,000 98.9 248,700 4,733,000 5,061,000 
Kans., Mo. 84.9 195,000 4,882,000 2,895,000 89.3 204,700 3,483,000 3,707,000 
Inland Texas . 566.4 82,000 1,524,000 2,248,000 es 118,500 1,873,000 2,797,000 
nT shies 97.7 416,000 6,281,000 6,456,000 99 8 384,900 6,953,000 8,054,000 
ee GUND Sessece 97.3 87,000 1,532,000 2,384,000 100.0 100,600 1,233,000 3,184,000 
N. La. and Ark. 88.5 40,000 304,000 503,000 ae 47,600 132,000 851,000 
Mtn. ... 90.8 32,000 1,250,000 495,000 89.4 40,200 1,865,000 737,000 
4 94.6 393,000 15,282,000 99,116,000 97.1 440,400 13,980,000 96,201,000 
Tetal U. B. .. 91.6 2,098,000 53,211,000 126,209,000 95.2 2,116,000 40,746,000 129,419,000 


*Refinery stocks only. 


TOTAL STOCKS OF MOTOR FUEL 
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Data based on weekly reports of American Petroleum Institute. Figures for week just 
ended not shown in graph but are included in accompanying table 
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~ Various Factors Tend to Lower Prices of Refined] E. 
Petroleum Products in the Chicago District 


CHICAGO, Jan. 30.—Various factors 
Monday were exerting a downward pres- 
sure on all of the 
refined petroleum 
product markets in 
the Chicage dis- 
trict although price 
changes were 10t 
extensive. An in- 
flux of underspeci- 
fications materials 
from Oklahoma, 
Kansas, Louisiana, 
Texas and Michi- 
gan is not helping 
the appearance of 
the full-specifica- 
tions distillate and 
residual] fuel oil markets, and the devel- 
opment of the stabilized natural gasoline 
markets has effectively slackened the 
usual demand for the higher test gaso- 
lines which feature in this week’s declines. 

According to official reports, the aver- 
age temperature for January has been 
more than 13 degrees above normal, and 
the effect on the burning oil markets has 
been marked. The special naphtha mar- 
kets reflect little of the character of the 
other refined product markets because 
most of the contract business, 98 per 
cent of the total, has been signed up. Cer- 
tain naphthas have been added to the 
euts made by small refiners in Oklahoma 
and Kansas, but as these do not meet the 
rigid sulphur specifications they are 
available for use only in connection with 
asphalt paint manufacture and similar 
products. Naphthas of this type are of- 
fered at a quarter of a cent under the 
price of petroleum spirits. 


At the beginning of this week there 
is promise of cold weather. Refiners and 
marketers in Chicago district are agreed 
that continued mild weather will cause 
a serious break in distillate and fuel oil 
prices before the week is out. At least 
two of the larger refiners say that if 
cold weather is postponed beyond this 
week they will cut their Chicago switch- 
ing district fuel oil prices from 5 to 10 
cents a barrel. An underpriced 18-22 fuel 
oil made from Michigan crude oil and 
having a viscosity of 300 at 100° F. is 
selling well in this weather. 


Blends Hurt High Test Grades 


Blends made from stabilized natural 
gasoline and 60-62 400 endpeint gasoline 
in 50-50 proportions are making deep in- 
roads in the 64-66 375 endpoint and 68-70 
360 endpoint gasoline markets. The 62-66 
400 endpoint gasoline is selling at a low 
of 2% cents; 15-pound natural gasoline 
of 70-72 octane number ig offered to the 
trade at 2% cents, and the 11-pound nat- 
ural gasoline of 65-70 octane number is 
listed at 3%4 cents to the trade. A blend 
with the 15-pound natural gasoline pro- 
duces a 63 and above octane product 
which can be offered to the trade at 
2.6875 cents a gallon, Group 3; a blend 
with the 11-pound natural gasoline pro- 
duces a high test gasoline of around 62 
octane number, with the price to the trade 
at 2.875 cents a gallon, Group 3. 


Refiners Not Pushing Gasoline 

Marketers and jobberg in the Chicago 
district say they got fewer inquiries for 
orders from refiners in the past week than 
during the periods when the markets 
were looking up and refiners were re- 
luctant to commit themselves. One large 
independent marketer said that only one 
refiner called on him for business last 
week. This does not jibe with the reports 
.that the refiners, who showed slightly 
higher levels of plant operations, are 
anxious to move gasoline. While move- 
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ment of gasoline is slow, there appears 
to be little inclination on the part of re- 
finers to disturb the markets at this time, 
so that the evidence of alleged softer gaso- 
line markets because of attempts of small 
refiners to force the markets is not to 
be found. 


In the matter of the attitude of mar- 
keters and jobbers in connection with the 
crude oil markets, an intensive check with 
numerous market observers reveals a drift 
away from the contention that crude oil 
storage aboveground is more to be feared 
than retention of unknown quantities of 
crude oil underground. It is apparent, so 
marketers here say, that supporters of 
proration are up against the hardest fight 
in their history. There are a few dissent- 
ers who contend that lifting of proration, 
such as it is, will cause crude oil prices 
to crash to the lowest levels and while 
the threat of great potential underground 
supplies will be removed, it will also mean 
the removal of numerous small refiners 
who are dependent upon low crude oil pro- 
duction costs for continued operation. The 
larger refiners, however, will ‘benefit 
through their huge storage capacities, and 
their facilities for transportation and 
their crude oi] reserves will save them 
from the necessity of shutting down their 
plants. As matters now stand the feeling 
in Chicago district oil trade circles is 
one of withholding judgment until some 
important move, one way or the other, 
calls for a decision. 


Cheap Material Specifications 


The following specifications and prices 
indicate the types of distillates, gas oils 
and residual fuels being offered in the 
Chieago market under the ruling quota- 
tions. It will be noted that the flashpoints 
are high, as are most of the cold tests. 
Prices are for prompt delivery or Feb- 
ruary shipment, f.o.b. Oklahoma refinery 
unless otherwise noted : 38-40 prime white 
distillate, 175 flash, 600 endpoint, zero 
sweet, 2% cents a gallon; 38-40 light 
straw distillate, 175 flash, 600 endpoint, 
zero sweet, 214 cents; 34-36 light straw, 
190 flash zero gas oil, 2% cents a gal- 
lon; 32-36 dark zero gas oil, 200 flash, 
2% cents; 34-36 lemon, 40 cold test, 1% 
cents; 32-36 straw, 40-50 cold test, 11%4 
cents; 28-30 fuel oil, 100 at 100° F. vis- 
cosity, zero to 15° below, 82 cents a bar- 
rel; 28-30 fuel oil, 100 at 100° F., 25 
cold test, 75 cents a barrel; 24-26 fuel 
oil, 300 at 100° F., 15 cold test, 65 cents 
a barrel; 22-24 fuel oil, 400 at 100° F., 
25 cold test, 60 cents a barrel; 18-22 
fuel oil, 1,200 at 100° F., 70 cold test, 30 
cents a barrel, and 10-14 fuel oil, 700 at 
100° F., 30 cold test, 30 cents a barrel. 
Specials noted are: 32-36 gas oil, green 
color, 20-25 cold test, 80 at 100° F., 190 
flash, 2 cents a gallon; 2830 fuel oil, 
165 at 100°, under 0.5 per cent sulphur, 
155 flash, suitable for Diesel or industrial 
use only, 75 cents a barrel; 27-29 fuel 
oil, 0.75 per cent sulphur and under 1 
per cent b.s. and w., zero cold test, 165 
at 100° viscosity, under 175 flash, 72 
cents, f.o.b. Louisiana refinery. 


Gasoline Marginal Contracts 

One of the semimajor companies has 
been named defendant in a suit brought 
by an independent oil company in St. 
Louis alleging breach of contract. The 
litigation reveals that under the current 
spot markets the refiner would be de- 
livering third grade gasoline to the inde- 
pendent at a price of —1.0 cents a gallon, 
Group 8, or regular grade gasoline at a 


price of half a cent a gallon, Group 3. 
The independent filing the suit alleges 
that the semimajor refiner on August 1, 
1930, gave him a five-year contract guar- 
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anteeing a minimum spread of 5% cents 
or an eighth of a cent below the average 
of the spot market quotations as appear- 
ing in a daily publication. The spot mar- 
ket price in this case would be 2% cents, 
but under the marginal guarantee the 
price is figured as follows: Regular grade 
service station price, 12 cents; deducting 
tax leaves 8 cents, subtracting marginal 
guarantee leaves 2.5 cents, and taking 
away the 2.05 cents freight rate from 
Group 3, leaves exactly 0.45 cent for the 
refiner’s net back. 


Retail Markets Appear Steady 

After two widespread price cuts in the 
gasoline service station and tank wagon 
markets, the retail end of the business 
appeared more settled Monday, although 
the larger oil companies report that price 
cutting continues under the adjusted 
schedules. While these companies indi- 
cated that they expected no further gen- 
eral downward adjustments, it is felt in 
Chicago district oil trade circles that 
service station postings after February 1 
depend greatly on the position of the 
erude oil markets by then. As there has 
been no letup in talk about an expected 
eut in crude oil the marketers are pre- 
pared for another attempt to square the 
vicious circle by a reduction in crude “in 
keeping with refined product prices” and 
then a reduction in refined product prices 
in keeping with lower crude oil prices. 


Ruling Gasoline Markets 

The ruling gasoline tank car markets 
for reasons already mentioned showed 
sharp declines in prices for the high test 
gasolines. It is also to be noted that dif- 
ferentials among the different octane 
grades have been narrowed to a quarter 
of a cent. Gasoline is moving slowly in 
spite of the favorable motoring weather. 
That is, distributors are not getting the 
business they had in 1929, 1930 and 
1931. However, there does not appear to 
be a dearth of automobiles on the roads 
and streets and while consumption may 
be under other years, there appears to 
be a lot of gasoline being used. 

Monday’s gasoline tank car prices 
show narrower margins and a few lower 
quotations as follows: Regular, 2%4 to 
2% cents, from 24% to 2% cents; premi- 
um, 2% to 3% cents, from 2% to 3% 
cents; third grade, 2%4 to 2% cents, from 
2% to 2% cents; 60-62 400 endpoint 
gasoline, 2% te 2% cents, from 2% to 
2% cents; 64-66 375 endpoint gasoline, 
25 to 2% cents, from 3 to 3% cents; 
68-70 360 endpoint gasoline, 3% to 3% 
cents, from 3% to 354 cents; aviation 
grade, no octane specification, 344 to 3% 
cents, from 3% to 4% cents. 


Special Naphtha Tank Car Markets 

As pointed out above, most of the spe- 
cial naphthas are free from the heavy 
pressure felt in the gasoline markets for 
the reason that 98 per cent, at least, of 
the special naphtha business is covered 
by contracts. A few refiners who are new- 
comers in the special naphtha business 
are said to be prepared to shade the mar- 
ket on light cleaners and paint naphthas 
on a limited amount of spot business, 
but the indications are that the major 
producers and marketers are reluctant 
to do anything which will disturb their 
contract price schedule. It may be pointed 
out that while special naphtha sellers 
pegged the top price at the quotations 
given below, the buyers will have the 
benefit of any declines in the open mar- 
kets. Special naphtha tank car prices 
Monday appeared steady as follows: 
Cleaners, 5% to 6 cents; lacquer dilu- 
ent, medium, 7 to 744 cents, lacquer dil- 
uent, light, 8% cents; rubber solvent, 





5% to 6 cents; Stoddard solvent, 5% to 
5% cents; V.M.&P. naphtha, 5% to 5% 
eents; petroleum thinner, 4% to 4%, 
cents; petroleum spirits, 41% to 44 
cents. A naphtha which has a distill. 
tion range of 280-450 and which does 
not meet the corrosion test is offered at 
4 cents for asphalt paint use. 


Kerosene Tank Car Markets 


The 41-42 water white kerosene moved 
down an eighth of a cent in the tank ear 
markets, while the 42-44 water white ma. 
terial remained unchanged at last week's 
postings. Few refiners are cutting the 
latter grade and there are a large nun- 
ber of buyers who demand the 42-44 gray. 
ity kerosene and will not accept a sub 
stitute. Marketers comment on this strong 
leaning toward the higher priced grade 
and hold the price. The 41-43 kerosene 
Monday is offered at 2% to 3 cents, and 
the 42-44 grade at 3% to 3% cents. 


Distillate and Residual Oil Markets 


Distillate, gas oil and fuel oil markets 
show a narrower range. If cold weather 
does not appear it seems certain that 
refiners will cut their prices sharply. 
Observers say that jobbers do not have 
much material on hand so that a cold 
spell would cause an immediate buying 
movement which would send prices up. 
This week will probably be the turning 
point one way or the other in the heat- 


ing oil markets. The distillate and fuel 
oil tank wagon markets are unchanged, 
but it is certain that the continued in- 


flux of underspecifications material will 
bring about a period of price cutting 
which will lower the retail postings. 

Prices this week are changed as fol- 
lows: 32-36 straw zero, 25¢ cents to 2% 
cents; 38-40 straw zero, 2% to 2% 
cents, from 2% to 3 cents; 38-40 prime 
white, distillate, 2% to 2% cents, from 
2% to 3 cents; 32-36 industrial gas oil, 
1% cents to 1% cents; 26-30 zero fuel 
oil, 155 flash, 55 at 100° F. viscosity, 95 
cents to $1 a barrel; 26-28 zero fuel oil, 
85 cents to 90 cents; 24-26 zero fuel 
oil, 70 cents to 75 cents; 22-26 zero fuel 
oil, 60 cents to 65 cents; 18-22 zero 
fuel oil, 50 cents to 55 cents; below 18 
fuel oil, 45 cents to 50 cents. 


Petroleum Coke Prices 


Petroleum coke is expected to move to 
lower price levels if cold weather does 
not set in by the close of this week. 
Today’s prices are $5.50 for breeze and 
screenings; $6.50 for still run, and $7.50 
for lump and egg. 





TIDE WATER SUGGESTION PLAN 

NEW YORK, Jan. 30.—The most suc- 
cessful year since the inception of the 
suggestion plan early in 1925 was experi- 
enced by the Tide Water Oil Co. at its 
Bayonne refinery during 1932, it is 
learned here. 

During the year just ended a total of 
699 suggestions were submitted by plant 


employes, on which 276 awards were 
made for ideas relating to improvements 
in operations, safety, and fire prevention. 
This wag an increase of 75.8 per cent 
over the number of awards made in 1931. 

Not only did the number of approved 
suggestions show a sharp gain, but there 


was also an increase in the caliber of 
the suggestions resulting in awards total 
ing $1,127, an increase of 80.4 per cen! 
over 1931. In addition, employes who re 
ceived awards during 1932 are eligible 
for the major prizes for the best ideas 
submitted during the year, the Central 
Suggestion Committee now being engaged 
in reviewing the suggestions submitted 
during the past year in preparation for 
the major awards. 
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1] East Coast Prices for Refined Oil Products Move 
Slowly Pending Developments in the Field 


By A. E. MOCKLER 


New York Bureau, The Oil and Gas Journal 
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NEW YORK, Jan. 30.—Although the 
refined products price position in East 
Coast markets can 
not be properly 
classified as strong 
at this time, the 
reaction to the fur- 
ther crude price 
cuts has been fa- 
vorable, and last 
week’s market de- 
veloped a some- 
what firmer tone, 
with some lessen- 
ing in the price 
cutting which dur- 
ing the previous 
week had _ threat- 
ened to force a general downward revi- 
sion in posted prices fer motor fuels. 
While refiners here hope that the mar- 
ket has sustained its most severe shock 
in the recent breakdown in crude prices 
in the Southwest, the general tendency 
is to mark time pricewise on refined 
products pending further developments 
in the field situation. 

The series of erude price cuts which 
started off the new year was by no 
means unexpected, and there appears to 
be a general tendency to regard the break- 
down in crude prices as a healthy devel- 
opment. Although refiners in this area 
have suffered along with producers from 
the cuts, due to the necessity of inven- 
tory write-offs on the part of the refin- 
ers, the reductions in crude are believed 
to have materially cleared the atmos- 
phere, and some of the more optimistic 
in eastern trade circles are inclined to 
believe that a firm groundwork is now 
being laid for a sustained improvement 
in the petroleum situation. Whether or 
not proration will come through the or- 
deal of demoralized erude prices is still 
an open question, but a more general 
recognition within the industry and with- 
out of the actual inescapable economics 
of the petroleum situation is believed to 
have been attained, and refiners here are 
by no means disheartened over the out- 
look for 1933. 

Preliminary earning reports and esti- 
mates on the part of eastern oil com- 
panies disclose that 1932 was a better 
year, from the standpoint of met earn- 
ings, than was the case in 1931. While 
earnings reports for the first quarter of 
1933 will naturally be adversely affected 
by the substantial inventory write-offs 
necessitated by lower crude values, the 
outlook for the full year is favorable, 
and it is predicted im trade circles that 
the earning position of the eastern group 
of companies will show further improve- 
ment during 1933. 

That sentiment on the part of major 
companies is definitely turning to the 
constructive side’is indicated by reports 
and rumors of pending construction ac- 
tivity, mainly having to do with the en- 
largement and modernization of existing 
refinery installations. Formal announce- 
ment.of a number of such projects is 
looked for over the next six months. 


Third Grades Out? 


An interesting development in the situ- 
ation in this territory last week was the 
disclosure that major companies are tak- 
ing advantage of the prevailing low prices 
for motor fuels to revise their marketing 
Setups with a view toward the complete 
elimination of third grades. This trend 

S not yet become general, but major 
Companies are dropping the third grade 
Product in selected parts of their territory 
im an experimental way and it is expected 
that over the year the almost complete 





elimination of this phase of marketing 
activity will be witnessed. 

Strictly an emergency move from the 
outset, third grades have proved unsatis- 
factory in the great majority of cases. 
Not only has the introduction of the third 
grade product necessitated considerable 
additional overhead in the form of dis- 
tributing equipment, but it has reacted 
against the sale of “regular” grades and 
has marked a revolutionary and unhealthy 
phase of marketing development, which 
for the past few years has been, with 
the exception of the temporary introduc- 
tion of third grades, toward higher qual- 
ity motor fuels. 


Technical Products 


There has been a steady increase in 
the volume of business booked on petro- 
leum solvents and diluents by East Coast 
refiners in recent months, and this phase 
of the refining business is attaining con- 
siderable importance. 

Markets for principal products, such 
as varnish makers’ and painters’ naphtha, 
petroleum thinner, Stoddard solvents, 
rubber solvents, and lacquer diluents, 
have eased off slightly recently, in con- 
formity with lower production costs, but 
markets have been readjusted to changed 
crude values and a better undertone ruled 
the market last week. Quotations for 
these products will be found in the “Re- 
finery and Crude Prices” pages of this 
issue. 

Refinery Gasoline 

Posted prices remained unchanged 

thronghout the week at 5% cents per 


gallon for regular U. S. Motor gasoline 
and 5% cents for gasoline of 65 octane 
number and above, both in tank car lots, 
f.o.b. principal East Coast marketing 
terminals. The principal development of 
the week was the perceptible lessening in 
price cutting, and while some shading was 
still being done last week, sellers were 
seldom going more than one-quarter cent 
per gallon under the posted price sched- 
ules, and the extent of this cut-price 
marketing was smaller than had been the 
ease in recent weeks, 

Jobbing demand, however, continued 
rather light, with distributing organiza- 
tions holding down stocks at their stor- 
age plants, and operating on a virtual 
day-to-day basis in the tank car market, 
pending definite recovery in the price 
position. 


Tank Wagon Gasoline 

With the refinery motor fuel position 
somewhat better, an improved undertone 
has developed in tank wagon and service 
station markets. 

Independent marketers are still under- 
selling the major companies in many 
parts of the territory, but there are 
signs of improvement in this phase of the 
situation. Marketers are still meeting 
local price competition ag it develops, but 
the general position of the market is more 
stable than was the case during the previ- 
ous week, and the outlook for mainte- 
nance of current posted prices is brighter. 

There has been a substantial increase 
in the registration of new automobiles 
since the annual automobile show was 





Exports and Imports of Refined Products; 
Receipts of California Oils in the East 


NEW YORK, Jan. 30.—Featuring the 
Gulf export market during the week was 
the accumulation of inquiries for crude 
for February-March shipment, principally 
to France. At the close of the week seven 
cargo inquiries, ranging from 72,000 to 
112,000 bbls. each, were reported in the 
hands of suppliers, with none of the large 
factors being willing to quote on this busi- 
ness due to the uncertain outleok in the 
crude price structure in the Southwest. 

Gasoline and kerosene quotations in 
the Gulf export market remained nominal- 
ly unchanged throughout the week, with 
a number of cargoes and part cargoes re- 
ported booked at private terms, generally 
on a c.i.f. basis foreign port. 

Rumanian exporters have again ad- 
vanced their export prices f.o.b. Con- 
stanza, latest quotations from that point 
figuring out in American money as fol- 
lows: Gasoline, light (comparable to U. 
S. 6466 375 endpoint), 4% cents per 
gallon; heavy gasoline (comparable to 
U. 8. Motor), 3.8 cents per gallon; kero- 
sene, 2.46 cents per gallon, and gas oil 
2.36 cents per gallon. 


California Oil Receipts 
Receipts of California refined petro- 
leum at Atlantic and Gulf Coast ports 
during the week ended January 21 were 
162,000 bblis., a daily average of 23,143 
bbls., compared with 488,000 bbls., or 
69,714 bbls. daily, during the previous 
week, and a daily average of 33,214 bbls. 
for the four weeks ended January 21. 
All of the week’s receipts were at New 
York, consisting of 126,000 bbls. of gaso- 
line and 36,000 bbls. of fuel oil. 


The following table shows exports of 
principal refined petroleum products re- 
ported from the port of New York dur- 
ing the three weeks ended January 21 
(all figures in gallons unless otherwise 
noted) : 


r———Week ended———__,, 





Jan. 21 Jan. 14 Jan. 7 
Gasoline _e 30,000 30,000 158,000 
DD 4 9:50 09% VEG 8 § céscas ~ véas : 
Kerosene ........ 21,000 2,000 2,000 
Fuel and gas oil . 115,000 _—....... 1,060,000 
Lubricating oil ..2,240,000 770,000 565,000 
Petroleum, refined 195,000 168,000 12,000 
r Pounds ~ 

eo eee 130,000 eats e 
Paraffin wax ...2,425,000 2,495,000 895,000 
ne ee EEL a eee 116,000 
0 0 ve capa 225,000 352,000 125,000 
Lubricating grease 505,000 795,000 460,000 

Imports 


Imports of crude and refined petroleum 
at the principal United States ports for 
the week ended January 21 totaled 1,253,- 
000 bbis., a daily average of 179,000 
bbls., compared with 691,000 bbls., or 
98,714 bbls. daily, during the previous 
week, and a daily average of 141,679 
bbls. for the four weeks ended January 
21. Details follow: 


Bbis. of 

At Atlantic Coast ports— 42 gals. 
Es ocd sé wens beg 646 unease 170,000 
PE 56 so RGe e065 tdbpennegvia’ 67,000 
Re ES re er 611,000 
PROD FSS a dc cicins ssc esice 266,000 
ae ee ere 140,000 
TO su ceaitbe aah. Go.0'o0 06008 0 é 1,253,000 
Daily average .......... 179,000 


There were no imports at Gulf Coast 
ports during the week. 

The week’s receipts of foreign oil com- 
prised 764,000 bbls. of crude petroleum 
and 489,000 bbls, of fuel oil. 





held here, and the outlook for the first 
half of the year, from the standpoint of 
consumption, has shown a little improve- 
ment, although the sharp drop reported 
in automobile license renewals as of 
January 1 is still furnishing considerable 
food for thought. 
Kerosene 


Kerosene continues the outstanding 
feature of the market, from the stand- 
point of demand and price stability, and 
leading refiners are still quoting 41-43 
water white firm at 5144 cents per gallon 
in tank car lots, f.o.b. terminals, with 
6 cents quoted in some instances. The 
rapid inerease in the use of distillate 
burners in this territory has far exceeded 
the expectations of refiners, and kerosene 
gallonage is currently running at record 
high levels in many instances. 

Tank wagon demand for burning oil 
was likewise well maintained during the 
week, and retail prices are well main- 
tained throughout the territory, in con- 
formity with the strong position of the 
refinery market. 


Fuel and Gas Oil 


Demand continues active, and the mar- 
ket is steadier than was the case during 
the previous week, although there is still 
the possibility that prices may be scaled 
downward as a result of the recent break 
in crude, 


Refiners are quoting the bunker fuel 
oil market unchanged at 75 cents per 
barrel, bulk, at terminals, with contract 
movement well maintained. Gas oil, 28 
gravity and above, is unchanged at 3° 
to 4 cents per gallon, in tank car lots at 
terminals, with a good movement re- 
ported. 


Heating Oil 


The lower market for crude has not 
yet reacted against the price structure 
for furnace oils, in so far as refinery 
sales are concerned, and leading refiners 
continue to quote the market at 5 cents 
per gallon for 36-40 gravity oil, 4 cents 
for 32-36, and 3% cents for 21 gravity 
industrial oil, all in tank cars, f.o.b. ter- 
minals. 

While tank wagon prices have not 
been changed, considerable shading is re- 
ported in some parts of the territory, 
particularly on the heavier oils, where 
large gallonage is involved. 


Diesel Oi] 

A quiet market for Diesel oil was re- 
ported last week, with refiners contin- 
uing to post $1.65 per barrel, bulk, ter- 
minal, for 28-30 oil, with the usual charge 
of 6% cents per barrel for lighterage 
alongside. Marine consumers were draw- 
ing oil on contract in good volume. 

Slightly more interest was shown by 
buyers in 26-30 Diesel oil for shore de- 
livery, and refiners continued to quote 
the tank car market at 4 cents per gal- 
lon, f.o.b. refinery or terminal. 


Lab Oil 


Considerable quantities of low priced 
cylinder oil have been taken off the mar- 
ket by major companies, which have ar- 
ranged some fairly heavy shipments to 
foreign marketing subsidiaries, and the 
market position in consequence is slight- 
ly more favorable. While no price ad- 
vances materialized during the week, the 
market undertone was firmer, and re- 
finers in the majority of instances were 
not entertaining bids at prices substan- 
tially under quoted levels. Domestie de- 
mand was showing a little more life. 

Industrial consumers have come into 

(Continued on Page 48) 
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REFINERY AND CRUDE PRI 


Quotations on refined products are for interstate 
or export movement except as otherwise noted 
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EXCLUSIVE OF TAXES 


The following quotations are exclusive of the Federal 
excise taxes of 1 cent a gallon on gasoline and 4 cents 
on lubricating oils, which became effective June 21, 
1932. 


Refinery Gasolines 


OKLAHOMA (Group 3)— Jan. 31 Jan. % 
*U. S. Motor grades: 
DP DGh daBen 0s ces ¢o. 4 02% 02% 02 
DEE Suche hep coe sues roth 08% 02% | 
Ne ee ae 024 2%, 02% .02 
60-62 400 grades: 
aiid sock ewe He 02% .03 02% | 
SEEN, vai c-ciwlg 0 ofbie 9 0-a , = oe 03 OF 
Oe 02% .02 02% .U: 
64-66 300 a hn ie a ticle 02 te 02% y 
ES 9 6s a6 hanna ee &o .02 0 024 
SP co ec sdecers sss 03 08% 03 
NORTH TEXAS— 
U. 8. Motor grades : 
RR Geld oiod oe b's O 02% .02% rt i 
ee EEE Pe 02% .03 02% .0: 
Third grade ..........0+ 4 02% .02% 024 
ai ot aeene tinal 02% 02% 02 
SEE <a.» d:tacb.ose o.0:4-0he 021% 02% 02 
Eat ea RRA epic 02% .03 02% 
ET TED cosh a wn thet on hasid é 038% .03 
tNORTH LOUISIANA— 
U. 8S. Motor grades: 

RAMEE SCs SOE eee ten % 0338 
SNNIED i weed b's 0g 80% 0's 03 Oot. 
Third grade ............ 02% .03 

ED hace hid6i6 al 9-0-0)0 89 031% 038% 03% . 
tARKANSAS— 

U. 8. Motor grades: 
SES. hina ales onic o 5 9 03 .03 
NE 5 og euighh dee Giee 03 03 
Third grade ............ 02% .03 


CHICAGO (Based on Oklahoma Group 3)— 


U. 8. Motor grades: 


Cds oho Uvb ide 8% .02 
BONN alee 6 wie s vale we .02 
eee 02 

as ere eee 02 
rt -4 Se ee ee 02% 


68-70 360 
Aviation fighting grade .... .08% 


*Octane Ratin The following octane ratings apply 
te the three grades of U. S. Motor gasoline: 
ig octane numbers; premium, above 65 octane num- 


08 03 03 
2 03% 034 


025 .02 4 A 
03 024 
02 02 

02 02 


third grade, below 57 octane number. 


batt ah Arkansas, Louisiana and Mississippi delivery. 


PENNSYLVANIA (inland refineries)— 
= 05 


OO OG SR RBG 05 
I 6 6.6 4b b> puaenig's 0% 05 4 05 
MOTE Clik. cell 08% 06 ‘05 
NS ae ee 06 06% 
CALIFORNIA (domestic movement only) — 
ee ere 05% 06% 05 
NE i hardd's 9 > ccos Bei 0 07 .06 
EAST COAST— 
U. 8. Motor, below 65 octane: ; 
mew aa (Bayonne) ... .05 .05 
a RR 05 05 
Daitimece, ANP a F 05 .05 
Charleston, 8. C. ....... 05 05 
U. 8. Motor, 65 octane and above: 
New York (Bayonne) ... .05 05% 
Be ceeds tie bin dh 05 05 
Baltimore, A 5 oto. ast bie nie .05 05 
Charleston, 8. C. ....... 05% 05% 


bs dg COAST (domestic)— 
U. 8. Motor, 65 octane and 


above 
U. 8. Motor, below 65 octane 


PGE sida ws 0 ius 0 0850 8s 08% 03% 038% | 
Naphthas 
OKLAHOMA (Group 3)— Jan. 31 Jan. 
50-52 450 (blending) ..... 02% 02% 02% . 
PENNSYLVANIA (inland refineries )— 
50-54 430-450 (blending) .. 05 .05% 05 
ARKANSAS— 
48-50 450 (blending) ..... 02% .03 02% : 
roel y — on vung CoP 3K 
50-5 MED aioe cie ae 
Cleaners epithe, 56-58 gr., % 06 05% 
Laginer “inent, Teo i.b.p.- 
Pina iit cain Wan oe 07T% OT 
Lacquer saint 140 ib.p-— 
sie ek aan bite 08% 
Rubber’ pry 68-70 gr. 
100 i.b.p.-800° ep. ...... 05% .06 05% .06 


% .04 04% | 


Regular, 


% .06 








ase solvent, 300 i.b 
410 e.p., over 100° fash. 

Pet. thinner, 290, 300 i.b.p. 
415 e.p., over 83° flash ~ 

V.M.&P. naphtha, 56-58 er. 


. 05% 05% 05% 05% 
, 04% 04% 04% 04% 


190-200 i.b.p.-330 e.p. 05% rth rth 05% 
Petroleum spirits ........ 04% 0414 
Natural Gasolines 
OKLAHOMA (Group 3)— Jan. 31 Jan. 24 
Grade 16-06 vi. d.ciseeees 02% 025% .02% .02% 

Grade 26-70 ............. .02 02 
Mie BO ii cedices i 01% .02 021% 
*Low vapor pressure grades: 
15 Ib. v.p. (max.) ...... foe 02% 02% 02% 
11 Ib. v.p. (max.) ...... 02% .03 08 08% 
NORTH TEXAS— 
SG EE 2s 00:4 thaweres 02% .02%, 02% 02% 
EE DEED cndape vceence 02 .02 
PN EE Ad ec ccccceecs 01% 02% 
*Low vapor pressure grades: 
15 Ib. v.p. (max.) ...... 02% 02% 


11 Ib. v.p. (max.) ...... 03 03 
NORTH LOUISIANA— 
Grade 26-70 ............. 02% 02% 02% 


CALIFORNIA— 

| et eee 0444 05% 04% 05% 
Kerosenes 
(All kerosenes water white) 

OKLAHOMA (Group 3)— Jan. 31 Jan. 24 

ge wae MSU. 02% .038% .03 03% 
NF AK CSUR 208.2 0 2 03 03% 08% .03% 

eae TEXAS— 

cy oe rk Pee 02% 02% 02% .03 

Me eee eo. i 02% 03 ©= 08 08% 


Seen ee 08% 08%  .08%, 
ose — a 


SERRE a Ea 038% 03% 03% 
“ Piaierisasn' anti (inland a ae 


SoduPedeiet at dade dtab & 04 
Re Ps pera mets Of re .04 
i iis ns I ice ok 04 05 

CEGAGO (Based on Ctichenes Group 2 ‘ 
EE asst citaase oo cea « .03 454 
$244 pA i PR Ge Ost 08% 03% .03 

*CALIFORNIA— 


38-40 high burning test ... .08% 0444 .038% .04% 
Ba: ac YORK (Bayonne, N. J.)— 
-43 0544 .06 0514 .06 
our COAST (domestic)— 
41-43 water white ........ 04% 04% 04% 


*For Pacific Coast consumption. 
+For Arkansas, Louisiana and Mississippi delivery. 


ee 





Furnace Oils and Tractor Fuels 
OKLAHOMA (Group 3)— m. 81 Jan. 24 
02% .02 02 


SNE. 0 No comp antes 04 d 02% .02 
SG6-S8 straw ..cccccccccces 02% 02 025, .027 
Bee ee Cee ‘ou .02 025% .02 
Beene ee ee 02% .02 025, .03 
NORTH TEXAS— 
Se PUTO soon Saivg vice ed 02% 0254 .02% 02% 
tNORTH LOUISIANA— 
A Ee a ee 038 038% .08% 03% 
TARKANSAS— 
SR ee Fe 03 038% 038% 03% 
CHICAGO (Based on Oklahoma Group “ 
ee BR a ee 02 2%, 0 02% 
OtPAW 2.22. eee eee ee A 28 ‘03 02% 02% .03 
38-40 prime white ........ 02% .02 02% .03 
PENNSYLVANIA (inland refineries )— 
40-41 prime white ........ 03% .04 03%, .04 
NEW YORK (Bayonne, N. - )— 
tir 's «nati tdnmmadte wb oe 04 
SOE nk othdcaitin cates Gas 6.2 05 .05 
21 (industrial) ........... 08% 0314 


Above prices are for distillate oils of zero céld test 
under 190° F. flash and good odor. 
tFor Arkansas, Louisiana and Mississippi delivery. 


Gas Oil, Diesel Oil and Fuel Oil 


Gas oil (G.O.) quoted per gallon basis; Diesel oil - 


and fuel oil per barrel. 
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OKLAHOMA (Group 3)— Jan. 31 
32-36 (G.O.) cracking stock oi? vty. 


ths Bh Bk SO Pe ae 
82-36 zero to 15 (G.O.) high 


Sy BR ere ee 02% .02 
28-30, zero to 10 .......... 85 1.00 
26-30, ek | eee — co 
rs 6 hs wk a Ka nhineoe .60 
es ibeik. dun ope 4.04 oe wet E 5 
Lc. om od tins Fane aoe 40) 

NORTH TEXAS— 
= = (G.O.) industrial .... yee 
Ceoeoereseseseeeesess 45 
Eeloy Nn daha Gt elatae ein ‘40 
NORTH LOUISIANA— 
BOS (G.0.) SAPO. .cccccce ¢ 03 
UN SS Piss. a cath pO Wks <a 45 
tARKANSAS— 


— = (G.O.) zero high flash .03 


45 
CHICAGO (Based on Oklahoma Group 
oy tae 


32-36 (G.O.) industrial .... 

CED Cc cckcccncscte’ 4 ‘95 
Be Air es eee 85 
pS RO) eee eee .60 
ET SO? | add Slade 5 50 
EE ew tuinnn« 200-6 aeee 45 


PENNSYLVANIA (inland —_— 
36-40 03% .03% 


Note: Fuel oils of more than 40 cold test generally 
5 to 10 cents per barrel less in all areas than shown in 





above tables. 


+For Arkansas, Louisiana and Mississippi delivery. 


CALIFORNIA— 
30-34 (G.O.) per bbl. ..... .85 
, oO er 85 
15-19 bunker (at tidewater) .55 
15-19 (cargo lots) ........ 50 


15-19 (tank cars) ........ ‘35 
GULF CoAsT— 

28-80 (G.O.) ............. 03% 

28-30 Diesel nae) Tam aR 1.50 1.55 


Bunker C (bulk cargoes) .. .50 
Bunker C (bunkers) ...... .60 


NEW Rs (Bayonne, N. ‘a j— 


26-30 Diesel (tank cars) ... 04 

+Bunker C ‘ 
*Lighterage 614 cents per barrel. 
tLighterage 5 cents per barrel. 


Petroleum Coke* 


Prices per ton f.o.b. refineries in Chicago area. 
50 5. 4 


Breeze (screenings) ......5.f 
UE EE: a ic cidesvidigs sictnle 6.50 
Lump and egg ............ 7.50 


*Refineries will absorb freight to 80 cents a ton. 


Neutral Oils 


(Viscosity at 100° F. and color) 


OKLAHOMA (Group 3)— Jan. 
Zero to 10 Cold Test: 


aT id, 06% 
tee. dsb ane rivers 
SE oan cena teisa 07 
Te ndt hilan cd 08% 

4 ER ip epee 08 
BT riirtaieaan Sg eat 09%, 
mepetions. ror 8 tee ‘091 
eral beers Ata 11y | 
B04 ooo 10% 
inlet. F "2 ° 
RAS te 2% | 
ES PERIL NENT SR x hea 
100-2 paraffin oil ......... 04% . 

15-30 Cold Test : 

Scat opel aan m1 
Rs cecil. Gaeta 09% 
lll ete lt A i 08%, 
ee One ce vee 10% 
ee |, Sree" Shee" an 09% 


PENNSYLVANIA— 
150 vis., No. 3, 400-405: 

Zero pour test ......... 11% . 
Mt OE OME Wi cwcscceses 114 





at on 
SHO 


S 


wot 
na 


oC 











Bite 


oe 


- 


oo“ 


FE FS SSS SSS 


Fe = 


ae 
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arte fo. 0.50305..° 10) 10% 
10 vis., No. 3, 25 pour test .12 .12 


., No, 8: 

 Aleg pour test ......... 18s «4.19 

10 pour test ......- ee eft 

15 pour test ..........+. 16 

95 pour test .....-..---- 13% .14 

$0 pour test ......-...-- 13 

GULF COAST— 

Pale Oils: 
MGD-2Y oc seie scene ..... 05% 05% 
ee eee 06 
Oa eee 07% .OTY 
AAV v0 ts sane’ 09% .09 
TOBY cee reece eee eeee 10% .10 
1200-34 .---- eee eee eees 12 
EE sgh Ghn « am oie ie 13% .14 

Red Oils: 
ho ah ae 05% 05% 
AS sinks arches vine <disleimi 1% .06 
MD ihbatads GA's ol 600 07% 07 
BG Wy FUR o88s 5 ois 5 oe 10% 11 
Sees 12% .12% 

CALIFORNIA— 

Hey bgt a. - 
eS DA rae 3 - 

Soi aphpietes a 

Res nb ho « ‘ j 
 * ha A Ce RSS 11% 11% 
400-3-4 4.2.6. wberrdbcinnly 11% .12 
 atbinta + sale Sia 12 12% 
is 0 a Akh to 8.148 = 12% .12% 

Red Oils: 
ie in tte a wn 46a 08% .09%4 
7 ry ee 10 10% 
ct iae cise stéeuers 10% .11 
SS EP ee A ae at ~*~ 33 
+o 2 Syn 11% .11% 
§00-5-6 ......606. enn tne 11% .12 
I itn its 60 «9.0.5 aM 6 12 12% 
SE nos co oo 5.090 « 12% .12 
00, plus .......2.0.22 1214 “19 
900-6%% plus ............. 13 «4.14 
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Crude Oil Prices 


Oklahoma, Kansas, North and East 
Central Texas 


Bast Texas (see note) ........5..0055. $ .56 
Corsicana, heavy (Jan. 20, 1933)* .... .30 
Ger TISISS occ scccccces See gravity table 





East Texas posted by Tide Water Oil Co., 
January 18; Sinclair Prairie Oil Marketing 
Ca, January 18; The Texas Company, Jan- 
wary 20; Magnolia Petroleum Co., January 
20; Sheil Petroleum Corp. January 19; Panola 
Pipe Line Co., January 20; Humble Oil & 
Refining Co., January 20. 

*Magnolia Petroleum Co. 





West Texas 


Iatan and Westbrook..Same as North Texas 
Crane, Upton, Crockett, Howard, Glass- 


cock, Mitchell, Ector, Winkler and 

eces Counties ......cccece See note below 
Een County, WN. Mex. .......-csccccece 

Tre -..-See Rocky Mountain table 
Bemereg, Pecos County® .....ccccsccece $ .40 





Note—Crane. Upton, etc., effective Jan- 
wary 19 by The Texas Company, 30 cents; 
followed by Humble Oil & Refining Co., 
Magnolia Petroleum Co., Gulf Pipe Line Co., 
on January 20, and by other purchasers. 

*Shell Petroleum Corp., January 19, 1933. 


Texas Panhandle 
Gray County, Wheeler County and Carson- 
Hutchinson Counties....See gravity table 
Gulf Coast 

Grade A and Grade B specifications dis- 

continued by leading buyers ........ 
See gravity table 

Jennings, La. (Jan. 20, 1933)* ........ 

Cameron Meadows, La. (Jan. 20, 1933)¢ 
Tetiaoeee ++++++.-Below 20 gravity 22 cents, 
differentia! 2 cents per degree beginning 
with 21-21.9 at 26 cents with 40 gravity 

and over at 62 cents. 

Refugio, light ............ See gravity table 
Refugio, heavy (Jan. 20, 1933)t ..... - 465 
kham§..See Gulf Coast gravity schedule 

SN UNNI 5450.4. oop dic dnud seas bse Se 
Se See Gulf Coast gravity schedule 
See note 


*Guif Refining Co. tMagnolia Petroleum 
Co. tHumble Oil & Refining Co. §The Texas 
Company. {Yount Lee Pipe Line Co. 

Note—In the Conroe Field, effective Jan- 
wary 19, Tide Water Oil Co. posted as fol- 
lows: 35-35.9 degrees, 59 cents, with 1 cent 
added for each degree upward to 40 degrees 
and over, at 64 cents; January 20, Humble 
Oll & Refining Co. posted 35-35.9 degrees, 
54 cents, with 2 cents added for each degree 
Upward to 40 degrees and over at 64 cents. 


South Central and Southwest Texas 
Darst Creek 


iiahes nie bs> See note belo 
Luling (Jan. 20, 1933) ............... $ .30 
Mirando (Jan. 20, 1933) .............. 35 
Pettus (Jan. 20, 1983) ..........-... -55 


Salt Flat (Jan. 20, 1933) .............. "40 
Lytton Springs (Jan. 20, -1933) 
a 


Note—The Texas Company, January 19, 
followed by Humble Oi] & Refining Co., 
Magnolia Petroleum Co. and Gulf Pipe Line 

January 20. Magnolia Petroleum Co. in 
Luling; Magnolia, Humble and Gulf com- 
Panies in Refugio crude; Humble and Gulf 





. A : 4 ree. eee eee 05 05 
ro Bright and Steam Refined Stocks Se WEE ccvcevee-cvws . 06 rete 
12 12% 
OKLAHOMA (Group 3)— Jan. 31 Jan. 24 : 
18 19 J lest green ey eh 07% .08 07% .08 Export Prices 
ght green S.R. ....... ‘ . 7 F 
: A dade d d 04 04 04 GASOLINE 
18% 2 Ortinht Stocks: rr ye in GULF COAST— Jan. 31 Jan. 24 
134 - 260 0 Aaah ary cgpte bam 17 1T a & > “oa ee 08 035% 
; 150-160 D, 0-10 ........-. 15 15 WME cat inn cenowe 037 08% 
150-160 D, 10-25 ......... 15 15 61-63 390 ........ OH AN 034 03 
150-160 D, 25-40 ......... 14% 14% RS eae 08% 04 08% .04 
05% 05% 150-160 E..............- 14% 14% LOS ANGELES, CALIF.— 
06 PENNSYLVANIA U. 8. Motor, 53-55 437 e.p.. 03% .04% 08% 04% 
OTA 07% > fr 09% 10% 09% 10% UL: S. Motor, 65 octane num. .04% .05 04% .05 
09% .O9 650 SB. es w setae etet te ‘12 ‘ "12 13 U. S. Motor, 67 octane num. .05% .05 
10% 10 a feintenis a> "13% 114 13% 114 U. 8. Motor, 69 octane num. .05 05 
124% PERS Tgeee TARE. + os 2 ‘ : ‘ 58-69 400 endpoint gasoline. .04%4 .05 0414 05 
13% 14 rh. =r 18 19 18% 19 OSENE 
. - be E — a A ¢ : ™ 13 14% 134% 14% GULF COAST KER 
ennsylvania Grade bright stock : A a 
oat = Bright Stock, ms. 5 color, 145-50 vis. ar pe awe Sale wtoin ts prt, ret ae oe 
Sy AR Wyser tet ks. 21 22% 21 22% LOS ANGELES, CALIF.— valk iad 
10% -11,, 15 pour test ............... 19% 20% 20 (21 41-43 water white ......... 08% 04% 08% .04% 
1274 .12% 25 pour test.....+...+.-++s 18 .19 18 19 sated ecmat'el Lopeaes 
v 8.8, in s.)— 
GBD. SIGUE « «bee d aierws séewe 22 .22 
09 10 Wax and Petrolatum 600 Warren B.........- 19 19 
a. one 600 S.R. unfiltered ........ 15% 15 
Bs Gee 2 (Prices per pound) 650 S.R. unfiltered ........ 17 17 
11% 11g OKLAHOMA (Group 3)— Jan. 31 Jan. 24 G0 SE TEs 5 ced chcvees 18 18 
as By 124-126 white crude seale.. .01% .02 01% .02 a vqetoggth gd Ces a = % = 
2,1 PENNSYLVANIA— right stock, No. ve : 
12% 12% 129-124 ached bpeebabiem + « etn eine 0% a —— stock, No. 6% color, au 23% 
I  ciaahl, shen os 02% 02% —: 02 tote eee eeeeeeeeseeen ee of : 
TE ‘4 ae NEUTRALS 
$0" Btiti 120.122 ty i: hoxton. ™ 02% 02% NEW YORK—Pale Engine Oil, Bulk (vis. at 100)— 
10% .11 so cic Stara ko ree 02% 02% , | Se ores ree 09% .09% 
yg “ERE ARR RRSS ee roe 03% 03% Bes. . h22.c13%00065 ‘09%4 ‘09 
IEEE.) Satie sar 040 atewnsss y 04 BE... ioe ccuthtess . 05 05 
11% .12 ee ee 04% 04% Red Engine Oil, Bulk (vis, at 100) : 
2 12% Petrolatum in barrels in carload lots: PEE. nis 9 6 penceviswesess 94 = - 
Rt a peed gate ee ae oot => 5 ee ere se me Oat .09 ths ¢ 
e - se (le a le iad ee ee Gs oC” Ot CHEE S 500 ota bine 0 alhine «a8 J d 
13 144% «Extra amber ............. 021% 02% MUG... oh. cactare es 045% 0456 
Crude Oil Gravity Table 
i P ; Humbl a Guif ‘ a : ‘ : 2 
Sale a ‘Sait’ Fiat: ‘Magnets ; ree mame gag g | 3 ¢ $3 6 ” - 4 
Co. in Lytton Springs. fa2 a e é & “2 te & rf E 
—_———- a @ 5 & oe] os a @ va 
“a0 s gs - ° - © es ea 
North Louisiana and Arkansas ‘$9 & a 5 5 g0 g0 -s * = " 
a 3 a ° ° an 
Smackover, Ark. (all grades) .... 4 é “ha fe 3 8 5 $s 3 8 S ° 5 | 5 85 83 $ 
Urania, Ls. (Jan. 20, 1988) ..-.....-.8 Seba ad 2h © © She aay OS OF 6 
East El Dorado, Ark. —, 20, ag 4 : Stes Es £2 » » 30k Sok = he 5 
Pe TS Fe ee e ot elow Soo os & a iM & & 
Other MMOS sds sseics sce Seo gravity table Te 2 OF as aA 4 ° = ee as . os os > 
Note—Smackover, all grades, effective Below 20 ...... resse eee . . tee tee - - on < tee 
January 19 by The Texas Company, 30 20-20.9 ......... > . 55 "36 . 
cents; January 20, Standard Oil Co. of Lou- 21-21.9.......... eee + a ‘os “ 
isiana, 20 cents, Magnolia Petroleum Co. 20 22-22.9 ......... or a 57 40 ne 
cents, Gulf Refining Co. 30 cents, Louisiana 23-23.9 ............++-- ee . 7 ‘e 
Oil Refining Corp. 25 cents. Urania Field 24-24.9 .............-- see +e . . ee 
posted by Louisiana Oil Refining Co. and Below 26 ............ eee o- oe ro ; 
H. L. Hunt, Inc., East El Dorado, effective 25-25.9 ........+...+-. eee .- 2 ‘ * 
January 20, Magnolia Petroleum Co. 20 cents, 26-26.9 terre eee eeenees see . +4 te . 
Gulf Refining Co.- 30 cents. eae eb si a So 
a Oa PEGE. sbsbob%e0. : ‘: ‘ae 
Rocky Mountain States teat : a hh ee a 
OHIO OIL CO.-STANOLIND OIL & GAS CO, 30-30.9 ......--.. eee 82 32 24 e- 
Iles, light (Jan. 18, 1933) ............ 40 31-31.9 34 34 26 oe S - 4 
Iles, heavy (Jan. 18, 1933) ........... E B2-32.9 .. 0.022 seeeeeee 36 36 28 . 7 = = 
Fort Collins, Wellington and Greasewood, ie cee e eee eeeeeees = ‘— fod “i = a pe 4 ° . 
Sheniene > ge ga Re ae 2s SR et ee 42 34.88 36 33 31 69 62 42 
Dutton Creek, Wyo. (Jan. 18, 1933) .. .34 36-36.9 “ee Pee Tee: ee 44 44 36 40 38 35 33 70 62 44 
Rock Creek, Wyo. (Jan. 24, 1933) ..... 7 a | ere ee 46 46 038 42 40 37 35 1 62 4s 
Frannie, aghe (Jan. “ 1987 Pacitsat’ #3 eee AR ae > 4 4 48 e AH 13 $3 - 
ig | lennon Ml 5 eaabibine taba Sie i Mine SE a Te SM ae. 


See Stanolind Mid-Continent price schedule 


LaBarge ......Mid-Continent gravity scale 
Big Muddy (Jan. 24, 1933) ............ -50 
Grass Creek (Jan. 18, 1933) ........... 62 
Grass Creek heavy (Dec. 15, 1932) .. .45 
Elk Basin, light (Jan. 18, 1933) ...... -62 
Lance Creek (Dec. 16, 1932) .......... -92 


Poison Spider (Mar. 5, 1931) ........ -70 


Se ED ong. wo ccc recccess -65 
Lander (Mar. 6, 1931) .............+45:. -40 
Rex Lake (Feb. 22, 1930) ............ 1.10 
Osage (Jan. 18, 1933) ............006. 52 
Lost Soldier (Apr. 12, 1932) .......... -80 
Hamilton Dome (Dec. 16, 1932) ....... 25 
Torchlight (Jan. 18, 1933) ........ -62 
Greybull (Jan. 18, 1932) ...........+... -62 
Cat Creek (Jan. 18, 1933) ............ -62 
Pondera (Nov. 7, 1932) ............+5. -60 
Sunburst, Mont. (Nov. 7, 1932) ........ -75 
Hogback, N. Mex. (Jan. 18, 1933) .... .65 
Lea County, N. Mex. (Jan. 20, 1933) .. .30 
Maljamar (Jan. 20, 1933) ............ 26 
Artesia-Jackson (Jan. 20, 1933) ...... -80 





Note—Salt Creek, Cat Creek, Dry Creek, 
Dallas-Derby, Hudson, Greybull, Hogback, 
and Iles by Stanolind Oil & Gas Co. and re- 
mainder by Ohio Oil Co. Both companies 
posted Grass Creek light and Elk Basin. 
Lost Soldier posted by Producers & Refiners 
Corp. Artesia, Jackson and Maljamar posted 
by Continental Oil Co. Lea County, effective 
January 20, posted by Humble Oil & Refin- 
ing Co. Fort Collins, Wellington, Orchard, 
Florence, Rattlesnake and Table Mesa by 
Continental Oil Co. Osage posted by Arro 
Oll & Refining Co. 


Eastern States 
JOSEPH SEEP PURCHASING AGENCY 
(Effective January 21, 1933) 
Pennsylvania Grade Oil in National 
Transit Lines (Bradford Field) ....$1.47 
Continued on Page 





Note—Effective January 20, the Standard Oil Co. of Louisiana posted the following 
prices in North Louisiana and Arkansas: Caddo, below 29 gravity, 20 cents; 40 gravity and 
above, 44 cents. Sabine and De Soto, below 29 gravity, 25 cents; 40 gravity and above, 49 
cents. Homer, below 29 gravity, 28 cents; 40 gravity and above, 52 cents. Sarepta and 
Cartersville, below 29 gravity, 17 cents; 40 gravity and above, 41 cents. El Dorado, below 
29 gravity, 25 cents; 40 gravity and above, 49 cents. Haynesville, below 29 gravity, 19 cents; 
40 gravity and above, 43 cents. The above all carry 2 cents differential for each degree in 
gravity. Smackover, all grades, 20 cents. 

Column 1—Effective January 18, Stanolind Crude Oil Purchasing Co., Sinclair Prairie 
Oil Marketing Co.; January 19, The Texas Company; January 20, Magnolia Petroleum Co. 
(starting at below 25 degrees, 20 cents, with 2 cents added for each degree upward); Jan- 
uary 20, Carter Oil Co. in Oklahoma and Kansas and Humble Oil & Refining Co. in North 
Central and East Central Texas; January 20, Gypsy Oil Co. in Oklahoma and Kansas and 
Gulf Troduction Co. in North, Central and East Central Texas; January 18, Globe Oil & 
Refining Co. and Tide Water Oil Co. in Kansas and Oklahoma; January 19, Empire Pipe 
Line Co., Shell Petroleum Corp.; January 18, in Oklahoma, Deep Rock Oil & Refining Co., 
Barnsdall Refineries, Inc., Continental Oil Co., Bell Oil & Gas Co., Tide Water Oil Co., 
Champlin Refining Co., Anderson-Prichard Corp., Cushing Refining Co., Eason Oil Co., 
Johnson Oil Refining Co., Mid-Continent Petroleum Corp., Pepper Gasoline Co., Sunray Oil 
Co., Yale O11 Corp., Twin State Oil Co., Rock Island Refining Co.; January 20, Philtex Oil 
Co. and Pure Oil Co.; Oklahoma and North Texas, January 18, Continental Oil Co.; Kansas, 
January 18, Eldorado Refining Co., Vickers Petroleum Co., Skelly Oil Co. (starting below 
25 degrees, 20 cents, with 2 cents added for each degree upward); January 19, White Eagle 
Oil Corp. 

Column 2—The Texas Company, January 19; Louisiana Oil Refining Co., January 20; 
Gulf Refining Co., January 20 (starting at below 25 degrees, 20 cents, with 2 cents added 
for each degree upward). For Standard Oil Co. of Louisiana schedule see note below price 
table. 

Column 3—Magnolia Petroleum Co., January 20. 

Column 4—The Texas Company, January 19. 

Column 56—Effective January 20, Kumble Oil & Refining Co., Magnolia Petroleum Co., 
Gulf Pipe Line Co. Effective January 20, Phil Tex Oil Co. posted below 36 degrees, 80 cents, 
with 2 cents added for each degree up to 40 and above at 40 cents, 

Column 6—The Texas Company, January 19. 

Column 7—Effective January 20, Humble Oil & Refining Co., Magnolia Petroleum Co., 
Continental Oil Co. and Gulf Pipe Line Co. Effective January 20, the Phil Tex Oil Co. posted 
below 36 degrees, 20 cents, with 2 cents added for each degree upward to 40 degrees and 
above,y 30 cents, 

Column 8—The Texas Company, January 19. 

Column 9—The Humble Oil & Refining Co., Gulf Pipe Line Co., Magnolia Petroleum Co.. 
Sun Oil Co., January 20. 

Column 10—Stanolind Oil & Gas Co., January 18. 


(California Ctude Oil Prices on Page 28) 
























THE OIL AND GAS JOURNAL 

















TANK WAGON MARKETS 5 


Quotations for gasoline and kerosene in United States, as 
furnished by the larger marketing concerns, include taxes 

















Taxes 

The gasoline quotations given in the fol- 
lowing tables include the i-cent Federal 
tax as well as state, county and city taxes. 
The gasoline quoted is the regular or stand- 
ard grade, In most marketing aréas a third 
or competitive grade is generally available 
at 15 or more cents per gallon under the 
service station price for the regular grade. 
Bthyl Gasolines are sold 3 cents above the 
service station price for the regular grade. 


~ Standard Oil Co. (Indiana) 





Kero. 


Tank Service Inc’lds tank 

wagon station tax of wagon 

Chicago ....... 14.1 14.1 4 10.0 
Decatur, Ill. . 15.6 15.6 4.0 10.1 
St. uis . 14.9 13.9 4.0 9.3 
GENE. Se Secccee 15.6 14.6 4.0 8.6 
Peoria ........ 16.6 156.6 4.0 10.1 
Quincey ........ 16.4 15.4 4.0 9.9 
Davenport, Ia. . 15.7 15.7 4.0 10.4 
Des Moines .... 15.7 15.7 4.0 8.0 
Mason City .... 15.7 15.7 4.0 9.0 
Sioux City .... 15.3 15.3 4.0 10.0 
Duluth, Minn. . 16.7 16.7 4.0 11.0 
Mankato ...... 16.3 16.3 4.0 8.1 
Minneapolis ... 15.4 14.4 4.0 11.0 
LaCrosse, Wis.. 17.4 17.4 5.0 11.1 
Green Bay .... 16.8 16.8 5.0 10.5 
Milwaukee .... 16.3 16.3 5.0 10.0 
Madison ...... 16.5 16.5 5.0 10.2 
Detroit, Mich. . 15.0 15.0 4.0 9.0 
Grand Rapids.. 156.5 15.5 4.0 10.8 
Saginaw ...... 15.8 15.8 4.0 10.8 
Evansville, Ind. i¢.2 16.2 5.0 713.9 
Indianapolis ... 16.4 16.4 6.0 f14.1 
South Bend ... 16.7 16.7 5.0 14.4 
Fargo, N. D. .. 18.1 18.1 4.0 13.0 
Huron, 8. D. .. 17.5 17.5 5.0 11.8 
Sioux Falls .... 17.0 17.0 5.0 10.0 
K. C., Mo.® .... 14.1 14.1 4.0 8.7 
Springfield* ... 15.0 15.0 4.0 8.0 
St. Louls ...... 12.5 12.0 4.0 9.4 
St. Joseph® .... 13.0 99 4.0 7.6 
Wichita, Kans.. 13.9 13.9 4.0 7.0 
Bartlesville, Ok. 13.5 16.0 5.0 8.0 


*State tax 2 cents, i-cent city tax and 
l-cont Federal tax. 

tIncludes 4-cent tax. Buyers of kerosene 
not used as motor fuel can secure refund 
of tax. 

Effective November 4— New dump dis- 
count applicable on all grades of gasoline 
sold tank wagon. Any tank wagon 
customer buying 26 gallons or more at one 
time will be given i-cent discount per gal- 
fon off tank wagon price at time of de- 
livery. Customers not under contract receive 
ae other discount. 

Effective January 1—Di ts on Q.D.A. 
om 500 gallons or more per month through- 
out territory; Red Crown Ethyl Gasoline, 3 
cents off tank wagon price; Red Crown 
gasoline, 2% cents off tank wagon price; 
Stanolind Biue gasoline, 1 cent off tank 
wagon On deliveries of 15,000 gal- 
lons or more each classification allowed 1 
cent additional discount. 

Discounts on resellers authorized agent's 
agreement: Same amounts as above except 
made off service station price instead of 
tank wagon price, 

Stanolind Furnace Oil in Chicago 

Effective November 1, 1982, prices f.0.b. 

tank wagon prices: No. 1 (86-40 it. 
stw. zero), 100 gallons or more, 7 cents; 
No, 2 (30-34 stw. sero), 150 gallons or more, 
6% cents; No. 3 (23.26 zero), 400 gallons or 
more 6.75 cents; No. 4 (12-16 zero), 400 gal- 
lons or more, 4.76 cents, Viscosity of No. 4, 
90-115 at 100° F. 

Fuel Oils 
Chicago Oil Heat Institute Prices 

Spot market prices on 350 gallons or over 
Geliveries, and top prices on contracts, re- 
spectively: 38-40, 7 and 8 cents; 32-36 light, 
6% and 7% cents; 32-36 dark, 6% 
cents; 28-30, 56 and 6% cents; 24-26, 5 
and 6 cents; 18-223, 4% and 5% cents. On 
deliveries of less than 350 gallons the spot 
price is one-half cent higher. 


Southwestern District 
MAGNOLIA PETROLEUM CO. 
Gasoll Kero. 


“Tank Bervice Inc’lds tank 
wagon station tax of wagon 











Dallas, Tex. ... 12.5 16.0 5.0 7.0 
Fort Worth ... 12.5 16.0 6.0 7.0 
eoreees 12.5 15.0 5.0 8.0 

San Antonio 12.5 15.0 5.0 8.0 
Paso ....... 14.5 17.0 5.0 10.0 
Texarkana ....*15.0 15.0 6.0 11.0 
Muskogee, 0 13.5 16.0 5.0 8.0 
Okla. City 11.5 14.0 5.0 8.0 
seesesers 13.6 16.0 5.0 8.0 

Ft. Smith, Ark.*13.0 13.0 5.0 10.0 
Little Rock ... 15.0 15.0 7.0 110.0 


*Less 2% cents te dealera tLess 2 cents 
to dealers, 


January 31, 1933 


Southern District 
STANDARD OIL CO. (KENTUCKY) 


¢ —— Kero. 
Tank Service Inc’lds tank 





wagon station tax of wagon 

Atlanta Ga. ... 18.0 18.0 7.0 12.0 
Augusta ...... 19. 19.0 7.0 11.0 
Macom ........ 19.0 19.0 7.0 11.0 
Savannah ..... 19.0 19.0 7.0 12.5 
Birm'’ham, Ala.. 19.0 19.0 8.0 12.0 
Mobile ........ 20.0 20.0 8.0 10.0 
Montgomery .. 22.0 21.0 8.0 14.0 
Jackson, Miss. . 18.0 18.0 7.0 11.0 
Vicksburg ..... 19.0 19.0 7.0 12.0 
Jack’ville, Fla.. 19.0 19.0 8.0 11.0 
SOE. ch.oe... Bul 20.0 8.0 12.5 
Pensacola ..... 18.0 18.0 8.0 12.0 
Tampa ....... 18.0 18.0 8.0 13.0 
Lexington, Ky. . 18.5 18.5 6.0 11.6 
Covington ..... 17.0 17.0 6.0 11.5 
Louisville ..... 17.0 17.0 6.0 10.0 
Paducah ...... 19.0 19.0 6.0 10.0 





A third grade “Kyso Green” is sold at 
@ price generally 2 cents below the price 
on the regular grade. 

In addition to the state tax of 4 cents on 
gasoline, Montgomery has city and county 
tax of 2 cents on gasoline and one-half cent 
on kerosene, Kerosene prices in Georgia in- 
clude 1-cent tax. In Florida, an inspection 
fee of 0.126 cent; in Alabama, an inspec- 
tion fee of one-half cent on kerosene and 
one-fortieth cent on gasoline. To Pensacola, 
Montgomery and Birmingham state taxes 
add i-cent tax. To Mobile state tax add 
l-cent city tax. Dealers receive discount of 
3- cents.off tank wagon price throughout 
territory. 


Rocky Mountain District 
CONTINENTAL OIL CoO. 
Gasoline, Kero. 





Tank Service Inc’lds tank 

. wagon station tax of wagon 
Denver, Colo. .. 14.0 17.0 5.0 12.5 
Pueblo ........ 14.0 17.0 6.0 12.6 
Grand Jnctn. .. 18.0 21.0 6.0 14.5 
Casper, Wyo. .. 16.0 19.0 5.0 10.0 
Cheyenne ..... 14.0 17.0 5.0 11.5 
Butte, Mont. .. 20.0 23.0 6.0 17.0 
Billings ....... 21.0 24.0 6.0 15.6 
Great Falls ... 21.0 24.0 6.0 17.0 
Helena ...... +» 21.0 24.0 6.0 17.0 
Salt Lake, Utah 17.0 20.0 6.0 16.0 
Albu’que, N. M. 16.0 19.0 *7.0 14.0 
Boise, Idaho .. 20.5 23.5 6.0 18.0 
Twin Falls .... 20.5 23.5 6.0 18.0 





*One-cent city tax. 


Central South District 
STANDARD OIL CO. (LOUISIANA) 


‘Tank Service Incl’ds tank 
wagon station taxof wagon 








sebes -- 18. 
Lt. Rock, Ark, 16. 


N. Orleans, La.. 15.0 15.0 °7.0 $11.0 
Baton Rouge .. 14.5 14.5 6.0 11.0 
Alexandria .... 13.0 13.0 7.0 18.6 
Lafayette ..... 14.5 14.5 7.0 710.0 
Lake Charles .. 14.6 14.5 7.0 10.0 
Shreveport .... 13.5 13.6 6.0 711.0 
Knoxville, Tenn. 17.0 17.0 8.0 10.0 
Memphis ...... 16.5 16.5 8.0 10.0 
Chattanooga .. 16.5 16.6 8.0 12.0 
Nashville ..... 17.5 17.5 8.0 12.0 

0 0 8.0 

0 0 8.0 


10.0 





*Includes city tax of 1 cent. tLouisiana 
kerosene include i-cent state tax. 
New Orleans kerosene price also includes 
l-cent city tax. 

Two-cent discount off kerosene tank wag- 
om price and 2% cents off gasoline tank 
wagon price te dealer and commercial ac- 
counta 


Ohio 
STANDARD OIL CO. (OHIO)* 


c —— Kero. 
Tank Service Inci’ds tank 
wagon station tax of wagon 
eos 18.5 14.0 5.0 %12.0 


*Two cents off on gasoline tank wagon to 
dealers and commercial accounts; 2% centa 
off tank wagon .on kerosene to dealers, 





Ohio points 








Nebraska 
STANDARD OIL CO. (NEBRASKA) 











ice station price; Nebraska Blue (third 
grade), 1 cent off normal service station 
price. e 


New York and Part of New England 
District 





STANDARD OIL CO. (NEW YORK)®* 

¢ Gasoline————,, Kero. 
Tank Service Incl’ds tank 
wagon station taxof wagon 








Albany, N. Y... 15.0 16.0 4.0 9.0 
New York 3. 13.5 4.0 9.5 
Buffalo ....... 0 16.0 4.0 9.0 
Rochester ..... 5 16.5 4.0 9.0 
Syracuse 0 15.0 4.0 9.5 
Boston, Mass. . 6 14.5 4.0 8.0 
Augusta, Me. .. 17.5 18.5 6.0 9.0 
Manch'tr, N. H. 17.5 18.5 5.0 8.0 
Burlington, Vt.. 18.0 19.0 6.0 8.6 





*Discount schedule to commercial ac- 
counts are as follows: At service stations, 1 
cent per gallon; tank wagon deliveries up 
to 20,000 gallons monthly, 2 cents per gal- 
lon; 20,000 to 100,000 gallons, 2% cents; 
100,000 to 300,000 gallons, 3 cents; 800,000 
gallons and up, 3% cents. 


Atlantic Coast District 
STANDARD OIL CO. (NEW JERSEY) 


¢ ~ Kero. 
Tank Service Incl’ds tank 
wagon station taxof wagon 





AtI'tic City, N.J. 14.0 15.0 4.0 11.2 
Newark ....... 13. 14.3 4.0 8.6 
Annapolis, Md.. 14.6 16.6 5.0 10.0 
Baltimore ..... 14.0 15.0 5.0 8.0 
Cumberland ... 15.5 16.5 6.0 11.7 
Wash’g’n, D. C. 12.2 13.2 3.0 10.0 
Danville, Va. .. 16.7 17.7 6.0 11.9 
Norfolk ....... 16.1 16.1 6.0 10.3 
Petersburg .... 16.2 17.2 6.0 11.4 
Richmond ..... 15.5 16.56 6.0 10.7 
Roanoke ...... 16.7 17.7 6.0 11.9 
Charis’n, W. Va. 15.4 16.4 5.0 11.6 
Parkersburg ... 14.0 16.0 5.0 10.2 
Wheeling ..... 5.0 16.0 5.0 11.2 
Charlotte, N. C. 18.3 19.3 7.0 12.5 
Hickory ....... 18.5 19.5 7.0 12.7 
Mt. Airy ...... 18.6 19.6 7.0 12.8 
Raleigh ....... 18.1 19.1 7.0 13.3 
Salisbury ...... 18.4 19.4 7.0 12.6 
Charleston, 8.C. 16.1 17.1 7.0 10.3 
Columbia ...... 18.0 19.0 7.0 12.2 
Spartanburg .. 15.5 16.5 7.0 12.5 


Two cents per gallon discount off tank 
Wagon price of gasoline to dealers except 
Washington, D. C, and Baltimore, Md., 
where discount is 3 cents. Kerosene 1 cent 
off tank wagon for 26 gallons or more under 
contract except New Jersey. 





Naphtha 
o—Tank—, 
Wagon Car 
Oleum spirits ............... ae 26.9 6.23 
V.M.&P. naphtha .............. 12.7 17.23 
Cleaners’ naphtha ............ 15.2 9.23 
DE, carnbebiantea 902 coeeee 15.2 9.28 


Tank wagon prices f.o.b. Chicago January 
6, 1932. Each of above prices subject to 
discount of 1 cent per gallon for 160-gal- 
lon lots if covered by contracts. 





Canada 
IMPERIAL OIL, LTD. 
Imperial 3-Star Gasoline 





¢ ——, Kero. 

Tank Service Inci’ds tank 

wagon station taxof wagon 
265 


Hamilton, Ont.. 22.5 -6 6. 15.5 
Toronto, Ont... 22.5 26.5 6.0 15.5 
Branden, Man.. 29.0 32.5 7.0 17.56 
Winnipeg, Man. 26.0 29.5 7.0 17.5 
Regina, Sask. .. 29.0 33.0 6.0 21.6 
Saskatoon, Sask. 31.0 35.0 6.0 23.5 
Edmonton, Alta. 29.0 32.5 5.0 22.5 
Calgary, Alta.. 25.5 29.0 5.0 10.0 
Vancouver, B.C. 26.5 29.5 7.0 22.5 
Montreal, Que. . 22.0 26.0 6.0 15.0 
St. Johns, N.B.. 24.5 28.5 7.0 20.5 
Halifax, N.S. .. 23.5 27.5 6.0 20.5 





Pacifie Coast 
STANDARD OIL CO. OF CALIFORNIA* 





cr ~ Kero. 

Tank Posted Incl’ds tank 

truckf retail taxof wagon 

Fresno ........ 19.0 18.0 4.0 17.¢@ 
San Francisco . 19.6 18.0 4.0 16.5 
Angeles ... 17.5 16.6 4.0 15.5 
Reno, Nev. .... 23.0 22.0 6.0 19.0 
Portland, 16.4 16.4 5.0 16.5 
Seattle, Wash. . 17.4 16.4 6.0 16.5 
Tacoma ....... 17.4 16.4 6.0 16.6 
Spokane ...... 20.9 19.9 6.0 20.5 
Phoenix, Ariz. . 18.0 20.0 6.0 20.5 
*Retail posted by Standard Sta- 





February 2, 1933 


lots except in Phoenix where the discount 
is 1 cent. 





- ware and Part of 
New England 
ATLANTIC REFINING Co, 


asoline———_, Kero. 
Tank Service Incl’ds tank 


wagon station tax of wagon 


Pittsburgh, Pa.. 15.0 16.0 4.0 10.6 
Philadelphia .. 13.0 14.0 4.0 10.6 
Scranton ...... 14.5 15.5 4.0 10.9 
Allentown ..... 14.5 15.6 4.0 10.9 
Altoona ....... 15.0 16.0 4.0 10.9 
Brie .....<-... 15.0 16.0 4.0 10.9 
Dover, Del. ... 14.5 15.5 4.0 10.6 
Wilmington ... 14.5 16.6 4.0 8.6 
Spring’d, Mass. 14.5 15.5 4.0 8.8 
Worcester ..... 14.5 15.5 4.0 8. 
Boston ........ 13.5 14.5 4.0 8.8 
Providence, R.I. 12.5 13.5 3.0 8.6 
Hartford, Conn. 13.5 14.6 3.0 8.6 
New Haven ... 13.5 14.5 3.0 8.6 


Discount schedule effective November 1, 
1932. In Delaware and Pennsylvania, 2 cents 
off station price on purchases of 2,000 gal- 
lons or more per month, in remainder of ter. 
ritory 1 cent. Wholesale discount 2% cents 
per gallon on monthly deliveries of 20,009 
to 100,000 gallons, 3 cents on 100,000 to 309,- 
000 and 3% cents on more than 300,000 gal- 
lons. 


TANK WAGON CHANGES 
(Regular Grade Gasoline) 

Standard Oil Co. (Indiana) effective 
January 21 established gasoline tank 
wagon price of 14.9 cents and service 
station 13.9 cents at East St. Louis, IIL: 
effective January 21 established gasoline 
tank wagon price of 13.9 cents at Wichi- 
ta, Kans. 

Standard Oil Co. of Louisiana effec- 
tive January 23 reduced kerosene tank 
wagon price 1 cent at Lake Charles, La.: 
effective January 18 reduced kerosene 
tank wagon price 1 cent at Chattanooga, 
Tenn. ; effective January 21 reduced gaso- 
line tank wagon and service station 
prices 1 cent at Knoxville, Tenn. 

Imperial Oil, Ltd., effective January 
23 reduced gasoline tank wagon and 
service station prices at all points listed 
in accompanying table with the excep- 
tion of St. John and Halifax where re- 
duction was 2% cents; effective same 
date company adjusted kerosene tank 
wagon price 1 cent per gallon under the 
new price of gasoline at Toronto, Hamil- 
ton and Montreal, and 3 cents per gal- 
lon over the new prices for gasoline at 
St. John and Halifax, while at Van- 
couver kerosene tank wagon prices were 
reduced 11% cents per gallon, there be- 
ing no changes at other points. 

Standard Oil Co. of Kentucky effec- 
tive January 23 advanced gasoline tank 
wagon and service station prices i cent 
at Tampa, Fla.; effective January 2% 
reduced kerosene tank wagon price from 
13 to 11 cents; effective January 23 re- 
duced gasoline tank wagon and service 
station prices 1 cent at Jackson, Miss.; 
effective January 23 reduced kerosene 
tank wagon price 1 cent at Tampa, F'la. 

Standard Oil Co. of Nebraska effective 
January 24 reduced gasoline tank wagon 
and service station prices 1 cent at all 
points where normal prices were in ef- 
fect. At the samé time the company 
changed its price basis from fractions to 
tenths of cent. 


CRUDE OIL PRICE CHANGES 

On January 24 the Stoll Refining Co. 
of Louisville, Ky., wrote that it was 
withdrawing its posted price in Kentucky, 
as it had arrived at a new method of pay- 
ing for crude oil. . 

Effective January 18, Continental Oil 
Co. posted 32 cents per barrel for Flor- 
ence, Colo., and 62 cents for Cat Creek, 
Mont., crude oil. Effective January 24, 
the Ohio Oil Co. posted 50 cents for Big 
Muddy, Wyo., and 46 cents for Rock 
Creek, Wyo., crude oil. 

The Imperial Oil Co.’s reduction in the 
price of crude oil in Ontario, posted on 
January 18, was only 5 cents per barrel 
and not 20 cents as stated in its tele- 
gram. This makes the price of oil in the 
Petrolia Field $1.75 per barrel and in 
Oil Springs, $1.82. 

Effective January 28, the Danciger Oil 
& Refining Co. posted prices in Gray 
County, Texas, beginning with 30 cents 
for 35 gravity and adding 2 cents for 
each degree upward to 40 degrees and 
above at 40 cents. 
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Report Shows High Gas Tax 
Rate Reduces Consumption 


Figures based on gasoline tax reports 
for the first 11 months of 1932 clearly 
show that the decline in consumption 
over the past year has been greatest in 
the states with the highest tax rates. In 
a tabulated report presented at a hear- 
ing before the ways and means committee 
of the House of Representatives at Wash- 
ington, D. C., last week Judge Ames, 

ident of the American Petroleum 
Institute, grouped the states based on 
gasoline tax rates. In the first group 
were the two states with the 7-cent rate 
showing a decline of 12.3 per cent in 
gasoline consumption for the first 11 
months of 1932. 


The states with a 6-cent rate showed a 
decline of 11.2 per cent; 5-cent rate, 8.9 
per cent decline; 4-cent rate, 9.1 per cent 
decline; 3-cent rate, 4.9 per cent decline, 
and 2-cent rate, 3.5 per cent decline. The 
average decline for the entire United 
States was 7 per cent, The tax rates do 
not include the 1-cent Federal tax which 
became effective last summer. The fol- 
lowing table shows the comparisons by 
states and by tax rates for 1932 and 1931: 


MOTOR FUEL CONSUMPTION 
(Data in thousands of gallons) 
-—-First 11 months—,Decr’se 




















1932 1931 1932 
Plorida ....... 190,235 211,533 10 
Tennessee ....... 168,226 197,103 15 
Total, 7-ct. tax. 358,461 408,636 12.3 
Oe etree 126,800 150,948 16 
Arkansas ........ 105,109 118,378 11 
Georgia .......... 183,382 204,189 10 
Mississippi ...... 93,577 108,399 14 
North Carolina .. 218,009 232,680 6 
South Carolina .. 95,810 111,449 14 
Total, 6-ct. tax. 822,687 926,043 11.2 
CO ee . 63,932 68,405 7 
i \e¢dpg cee oe 48,232 56,520 15 
Kentucky ...... 151,532 162,911 7 
Louisiana ....... 152,750 172,891 12 
Montana ........ 64,764 71,978 10 
New Mexico .... 43,420 48,719 11 
eT errs 211,918 224,102 5 
Washington ..... 228,109 252,940 10 
Total, 5-ct. tax. 964,657 1,058,466 8.9 
Colorado ........ 148,674 165,936 10 
Indiana ...... 413,919 446,344 7 
 ‘coscsap.0 0% 103,523 109,134 5 
Maryland ....... 177,519 174,326 *2 
Nebraska ....... 184,095 214,433 14 
RT ae 21,444 21,973 2 
New Hampshire 61,425 63,911 4 
D0 6e8 <doatien é 829,704 912,693 9 
Oklahoma ...... 250,326 278,786 10 
MOR oececccc. « 147,917 168,367 9 
South Dakota 104,050 127,361 18 
RRS Sere 689,522 763,782 ~ 10 
PRS 51,762 57,710 10 
MTOM kei. 3s 43,696 46,020 5 
West Virginia 119,130 132,998 10 
Wisconsin ....... 381,791 423,787 10 
Wyoming ....... 33,218 37,232 11 
Total, 4-ct. tax. 3,761,745 4,139,793 9.1 
California ....... 1,248,892 1,296,137 4 
Delaware 36,506 36,189 *1 
MD: 6s aevaiuee $81,699 955,740 8 
MS anvaciboees. 332,715 385,303 14 
BONG Sie 0 60.bs 313,576 362,381 14 
Massachusetts 520,713 531,707 2 
Michigan ........ 709,458 759,995 7 
Minnesota ....... 375,595 414,480 9 
New Jersey ..... 648,25 655,216 1 
New York .... 1,471,372 1,501,931 2 
North Dakota .. 93,921 110,135 15 
Pennsylvania .... 962,036 978,805 2 
Total, 3-ct. tax. 7,593,742 7,987,019 4.9 
Connecticut .... 226,641 228,254 1 
Dist. of Columbia 94,490 85,580 *10 
Missouri ......... 412,648 452,769 9 
Rhode Island .... 93,247 90,326 *%3 
Total, 2-ct. tax. 827,026 


856,929 3.5 
‘ 


Average United States 
—. 


*Increase. 


SHELL SELLS THIRD GRADE 

Shell Eastern Petroleum Products, 
eastern marketing subsidiary of Shell 
Union Oil Corp., has introduced a third 
Stade of gasoline at its service stations 
m the metropolitan district of New York. 
Some of the company’s 100 per cent deal- 
ers in this territory have also introduced 
the new third grade products, 








Government Report Shows Oil Exports 
in 1932 More Than $200,000,000 


By CHARLES E. KERN 


Washington Bureau, The Oil and Gas Journal 


WASHINGTON, D. C., Jan. 30.— 
During December petroleum and products 
exported from the United States were 
valued at $13,622,525 and for the calen- 
dar year 1932 the value of such exports 
was $208,377,048. 

This compares with imports of petro- 
leum and products for the month of De- 
cember of $2,464,584 and for the calen- 
dar year $60,635,916, according to the 
Monthly Summary of Exports and Im- 
ports announced today by the Bureau of 
Foreign and Domestic Commerce. 

Exports of crude oil totaled 2,154,310 
bbls. valued at $2,003,591 for December 
and 27,390,933 bbls. valued at $27,106,- 
301 for the calendar year. 

Imports of crude totaled 2,746,055 bbls. 
valued at $1,667,998 for December and 
31,247,666 bbls. valued at $21,770,725 
free of duty, and 13,451,919 bbls. valued 
at $8,653,488 dutiable for the calendar 
year. 

Refined oils exported in December to- 
taled 4,153,822 bbls. valued at $10,540,- 
977, and for the calendar year 1932 


69,348;058 bbls. valued at $168,136,879, 
compared with imports of advanced and 
refined oils of 1,222,964 bbls. valued at 
$697,889 for December and 30,227,566 
bbls. valued at $29,245,982 for the cal- 
endar year. 


Refinery Products 

Exports of gasoline, naphthas and other 
finished light products exported in De- 
cember totaled 1,829,873 bbls. valued at 
$4,619,775, and for the calendar year 33,- 
822,604 bbls. valued at $79,080,772. 

Fuel oil exported in December totaled 
2,750,803 bbls. and for the calendar year 
38,152,402 bbls. Paraffin wax exports in 
December totaled 21,597,174 Ibs. and for 
the 12 months of 1932 235,263,394 Ibs. 
Imports of paraffin and paraffin wax for 
December totaled 4,171,158 lbs. dutiable 
and for the 12 months 22,125,674 Ibs. 
free and 11,129,130 lbs. dutiable. 

Fuel oil or bunker oil exported for 
vessels in foreign trade for December to- 
taled 2,750,803 bbls. valued at $2,151,500 
and for the calendar year 38,152,402 
bbls. valued at $29,391,957. 





Canadian Data Show Gain 
in Gasoline Consumption 


CHATHAM, Ontario, Jan. 28.—Offi- 
cial figures issued by the Dominion Bu- 
reau of Statistics at Ottawa show that 
in September, 1932, Canadian gasoline 
sales took a marked upturn, totaling 
63,607,327 gallons. This represented a 
3.4 per cent gain over the August total 
of 61,517,769 gallons and 3.6 per cent 
over the September, 1931, total of 61,- 
382,000 gallons. 

Comparative figures, in gallons, com- 
piled from provincial government gaso- 
line tax returns, are as follows for the 
various provinces: 


Sept., Sept., 

1931 1932 
Prince Edward Island. 407,000 408,000 
Nova Scotia .......... 2,405,000 2,102,000 
New Brunswick _......... 1,879,000 1,622,000 
NR arg d ec ¥s wee 10,920,000 10,340,000 
Ontario se+eeeees 29,366,000 30,322,000 
, YP 3,467,000 3,433,000 
Saskatchewan ......... 5,279,000 6,678,000 
Alberta best te<és 3,383,000 6,965,000 
British Columbia ... .. 4,276,000 3,806,000 





FUTILITY OF PRICE CUTTING 

CLEVELAND, Ohio, Jan. 28.—Futil- 
ity of price cutting as a means of iron- 
ing out market difficulties is demon- 
strated today in the current price war 
in this city among automobile tire deal- 
ers and manufacturers. There have been 
10 successive price cuts and today’s re- 
ductions bring the amount of the aggre- 
gate slashes to 56 per cent of the origi- 
nal retail price. There is a frenzy of tire 
buying and after the “deluge” much dull- 
ness promises to be in store for automo- 
bile tire sellers. Some companies confine 
discount sales to large users, but the 
price war appears to be general. 





COMPLETE BULK STATION 

NEW YORK, Jan. 30.—Shell-Mex and 
B. P., Ltd., have completed the construc- 
tion of a bulk marine terminal at Briton 
Ferry, Wales, with sufficient storage and 
handling equipment for unloading tanker 
cargoes. 

Russian Oil Products, Ltd., British 
marketing subsidiary of the Soviet oil 
trust, is now building a bulk marine 
terminal at Penarth Harbor, Wales. 


“Herd Instinct” Dominates 
Marketing in Oil Business 


NEW YORK, Jan. 30.—With all of 
their modern methods of production, re- 
fining, accounting, etc., most of the oil 
companies in the American oil industry, 
including many of the majors, are still 
prey to the old “herd instinct” when it 
comes to prices and gallonage, said an 
eastern marketer today, reminiscing on 
experiences in gasoline marketing opera- 
tions for many years back. 

“The word ‘stampede’ is the only fit- 
ting designation for many of the epic 
price changes which have featured the 
refinery motor fuel market here in re- 
cent years,” he said. “Literally, ‘stam- 
pede’ means the act of a number of ‘per- 
sons ‘unconcertedly, as in a panic,’ and 
that is just what has caused many of 
the bad breaks our market has experi- 
enced, particularly in recent years. 

“Apparently, those guiding the market- 
ing destinies of many of our companies, 
and I do not except the ‘big fellows’ in 
this respect, live in fear and trembling 
of the magic words ‘price cutting,’ and 
when they hear these dreaded words they 
believe that it is up to them to do some- 
thing, and do it quickly. A general price 
eut naturally follows. 

“If close analysis were given these 
rumors (and many of these so-called re- 
ports are nothing more than rumors) our 
markets would be a lot more stable. For 
instance, so-and-so sells a car of gasoline 
out of Baltimore, or Philadelphia, or 
Bayonne at a half-cent under the regular 
market. In the normal course of events 
15 or 20 oil men will hear about this 
transaction simultaneously and they will 
spread the word. By the time the report 
reaches headquarters of the various com- 
panies the original one car, a measly 10,- 
000 gallnos at most, has grown to any- 
where from 20 to 100 cars, and each mar- 
keting exeeutive apparently feels that all 
of his competitors are cutting a half cent, 
so he cuts too. Result—losses to all. 

“If there ever was a concrete example 
of the tail wagging the dog, the market- 
ing branch of the petroleum industry cer- 
tainly furnishes that illustration.” 








Major Ohio Distributors 
Deny Conspiracy Charges 


CINCINNATI, Ohio, Jan. 27.—Coun- 
sel for nine major gasoline producers 
formally denied in court today that there 
is a conspiracy to lower gasoline prices 
to drive out of business independent 
operators. 

They appeared in the suit of seven 
Cincinnati distributors who are asking 
the Federal District Court to issue an 
injunction restraining the major com- 
panies from continuing a “price war.” 

The nine producers are the Cities 
Service Oil Co., the Gulf Refining Co., - 
the Fleetwing Corp., the Pure Oil Co., 
Sinclair Refining Co., Refiners, Inc., the 
Shell Union Oil Co, Standard Oil Co. of 
Ohio and The Texas Company. 

Independents allege these distributors 
are retailing gasoline at prices below 
wholesale costs. The Standard Oil Co. 
of Ohio was named as instigator of the 
alleged conspiracy. 

Counsel for The Texas Company and 
other corporations contended that com- 
petition, plus overproduction and modern 
methods of manufacture, alone had forced 
retail gasoline prices down. Counsel for 
the independents said there was no evi- 
dence competition in this district is any 
greater than in others. 

Before arguments began, motions were 
made to quash the return of service on 
the Shell company on the ground the 
company transacts no business in Ohio, 
and to set aside subpoena of Gulf Refin- 
ing Co. on the ground the court has no 
jurisdiction. Decision on both was de- 
ferred. 


MERGE BURNER ASSOCIATIONS 


A closer relationship between the dis- 
tillate oil burner industry and the power 
oil burner industry has been effected 
through the placing of the Distillate 
Burner Manufacturers Association in the 
offices of the American Oil Burner As- 
sociation, according to Harry F. Tapp, 
executive secretary of the latter group 
which is composed of manufacturers of 
domestic and commercial! oil burners. 

While the distillate group, which is 
made up of manufacturers of range burn- 
ers and cabinet oil heaters, will continue 
to retain its own identity, its managing 
heads will be the same as the present 
executive staff of the A.O.B.A. Under this 
setup Mr. Tapp becomes treasurer of the 
D.B.M.A. and Arthur W. Clark, manag- 
ing secretary of the dealer division of 
the A.O.B.A., becomes managing secre- 
tary of the distillate industry’s organi- 
zation. 


NEW ZEALAND IMPORT TAX 


NEW YORK, Jan. 30.—American oil 
exporters have been placed at a disad- 
vantage in competing in New Zealand 
markets, as a result of recent tariff re- 
visions resulting from agreements entered 
into at the Ottawa conference last year. 

On gasoline imports into New Zealand, 
American shippers must pay a surtax of 
5 per cent of the duty, with the surtax 
removed on gasoline from British sources. 
Lubricating oil imports from England are 
taxed at but 6d. per gallon, while ship- 
ments from other sources carry a duty 
rate of 6d. per gallon plus 22% per cent 
surtax. Similarly on lubricating greases, 
the duty on these products from British 
sources is 22 per cent ad valorem, while 
greases from other countries pay a duty 
of 6014 per cent ad valorem. 





BUY SITE AT PORT CREDIT 

CHATHAM, Ontario, Jan. 28.—Lloyd 
Refining Co., Ltd., has purchased a 14- 
acre site at Port Credit, Ontario, near 
Toronto, with waterfront facilities. 
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Possible Changes in 
Unfavorable Tanker 
Situation in 1933 


By B. A. GIBSON & CO., LTD. 
London, England. 

During 1932 the consumption of petro- 
leum products has not shown the natural 
expansion which could have been expect- 
ed under normal trading conditions. On 
the contrary, the long continued world 
trade depression has caused a shrinkage 
in the total world consumption of oil. 

A very large percentage of independ- 
ently owned tank vessels has been laid 
up during the whole of the past year and 
it has been left principally to Scandina- 
vian owners to cater for charterers’ ton- 
nage needs, The prevailing freight rates 
during the first few months remained at 
the lowest levels of 1931, but during the 
rest of the year a downward tendency 
was maintained and low records were es- 
tablished in most directions. Cheaper 
bunker fuel quotations were discounted 
by adverse currency exchange rates and 
port disbursements were proportionately 
increased at many of the loading and 
discharging’ ports frequently used by 
reason of this factor. 

Competition (at times seemingly un- 
necessary) between owners operating 
ships, and the possibility of such uneco- 
nomic conditions being continued for an 
indefinite period resulted in several 
schemes being advanced with a view to 
stabilizing freight rates, and as an out- 
come of this a Norwegian cartel for clean 
motorships commenced operations early 
in January, 1933, under the designation 
of Tankskibscentralen, with an _ initial 
representation of over 300,000 tons dead- 
weight. It is as yet impossible to judge 
whether the position can be improved by 
artificial measures, but it is true that 
an improved demand in December coin- 
ciding with reports that the above men- 
tioned pool would commence operations 
at an early date brought about a better 
tone and a slight hardening in rates. 

Clean Oil.—Russian Black Sea and 
Constanza to the U.K. Continent ac- 

. (Continued on Page 28) 


Will Build 2,000-Barrel 
Still at Daugherty Plant 


W. H. Daugherty & Son Refining Co. 
has let a contract to Arthur G. McKee 
& Co. covering the construction of a 
2,000-bbl. pipe still at its Petrolia, Pa., 
refinery. The still will be a vacuum unit 
to handle crude oil. The refinery, in ad- 
dition to light oils, manufactures a com- 
plete line of lubricants. 

A new pipe still at the Ciarendon, Pa., 
refinery of the Pure Penn Refining Co. 
is nearing completion. This unit is also 
being installed by Arthur G. MeKee & Co. 








MERGE CANADIAN COMPANIES 

Five jobbing and refining organizations 
with headquarters at Montreal, Canada, 
have been merged with Harry Snyder and 
associates owning controlling interest ac- 
cording to reports from Canada over the 
past week. The companies involved are 
LaSalle Petroleum Corp., Ltd., Loyal Oil 
&, Gas Co., Ltd., Sylvester Oil, Ltd., 
Automobile Owners Association and Ex- 
cel Petroleum, Ltd. The controlling com- 
pany will be known as the Champlain 
Oil Products, Ltd. 

The LaSalle corporation last year built 
a skimming plant at East Montreal and 
since that time has been receiving its 
crude oil supplies from Russia through 
a barter arrangement with the Aluminum 
Co. of Canada which sold its products 
to the Russian government. 


Some Refinery Technologists Object to 
Adopting C. F. R. Motor Method 


By ROBERT C. CONINE 


CHICAGO, Jan. 31.—Objections are 
being made by several refinery technol- 
ogists in this section to the proposed 
adoption of the new C.F.R. motor method 
of rating the antiknock properties of mo- 
tor fuels, A ballot is now being taken to 
determine whether the method will be 
adopted as a tentative standard by Com- 
mittee D-2 of the American Society for 
Testing Materials. At a recent meeting 
of the committee which was not at- 
tended by the full membership the method 
was approved and its tentative adoption 
suggested. The ballot now being taken 
will determine the position of the entire 
membership. 

The technologists who do not favor its 
adoption state that the method of testing 
is unduly discriminatory against cracked 
gasolines. A survey was conducted here 
this week to determine the effect of mak- 
ing this change. Typical gasolines sold in 
the local area were tested by both meth- 
ods and the following results were ob- 
tained. East Texas straightrun gasoline, 
375° F. endpoint, fell from 62 octane 
number* to 58.5 octane number; East 
Texas liquid phase cracked gasoline was 
reduced from 65 octane number to 60; 
East Texas vapor phase cracked gaso- 
line from 80 octane number to 71; a 
blend of liquid phase and straightrun 
Healdton (Oklahoma) gasoline from 65.5 
octane number to 61.2; a blend of 
straightrun and liquid phase 410° end- 
point gasoline (Seminole) from 65.8 oc- 
tane number to 61.5; and a blend of 
Mid-Continent straightrun and vapor 
phase gasoline from 67.6 octane number 
to 61.5. Another blend of Mid-Continent 
straightrun and liquid phase cracked gas- 
oline declined in octane value from 69.5 
to 63.3. In the tests conducted under the 
conditions set by the C.F.R. motor method 
procedure the investigators found that 
ethylized gasolines showed comparatively 
little depreciation. 

The A.S.T.M, has approved the C.F.R. 
motor method, subject to a letter ballot, 
but the results are practically certain to 
be favorable to its formal adoption. The 
American Petroleum Institute will pass 
upon the question of adopting the revised 
method early in April and in the mean- 
time several groups of technologists are 
opposing the change as outlined. This 
group contends that there are weaknesses 


in the data taken as the basis for making 
the change. They state that while the 
C.F.R. research and C.F.R. motor method 
calibrations are in the exact correlation 
above 55 octane number in calibrating 
mixtures of the reference fuels C-6 and 
A-2 against heptane and iso-octane, ob- 
jection is not lacking to the use of the 
reference fuels on the grounds that it 
has not been established that “C-6” and 
“A-2” have suitable properties in respect 
to carburetion characteristics, distillation 
range, viscosity, specific gravity, Reid 
vapor pressure, and other important 
factors. It will be remembered that the 
report of the investigators working at 
Uniontown shows that maximum 
knock ratings only were considered in 
determining the most representative road 
rating of each fuel, and all of the maxi- 
mum knock ratings obtained on each fuel, 
including ratings in all the cars in which 
that particular fuel was rated, were aver- 
aged arithmetically. The average maxi- 
mum knock rating thus obtained was ac- 
cepted as the most representative road 
rating of each fuel. The objection of dis- 
senters is that the operating character- 
istics of the 17 automobiles as shown by 
the various individual maximum knock 
ratings making up the average line are 
acceptable more practically as an indica- 
tion that certain automobile manufactur- 
ers should impress their engine designers 
with the importance of improving the 
combustion characteristics of their en- 
gines, and not as a warning to petroleum 
refiners to discard cracking equipment 
which produces a gasoline considerably 
depreciated by the C.F.R. motor method 
evolved from data closely related to the 
road test ratings calculated at Union- 
town. , 

According to the Uniontown test re- 
sults the factions dissenting state that 
the number of fuels which showed an 
actual road performance better than the 
calculated rating totaled 114, those which 
were below the average numbered 33, and 
those which fell within 5 per cent, plus 
or minus, of the average line setting num- 
bered 66, while data were missing on 42 
fuel tests. Somewhat pungently it is 
pointed out that 66 out of 285 motor fuel 
tests on the 17 automobiles came within 
5 per cent of the calculated line upon 
which the road test rating was based. 





CURTAIL VENEZUELA OPERATION 
NEW YORK, Jan. 30.—Lago Petro- 
leum Corp., Venezuelan subsidiary of the 
Standard Oil Co. (New Jersey), reports 
for 1932 production of.35,791,790 bbls. of 
erude petroleum in Venezuela, as com- 
pared with 36,151,900 bbls. in 1931. 

In common with other major operators 
in Venezuela, Lago during the past year 
greatly curtailed its new development op- 
erations, as well as its production from 
flowing wells. 

A large part of Lago’s production now 
goes to the Aruba refinery of Pan Amer- 
ican Foreign Corp., another subsidiary 
of the New Jersey company, for process- 
ing. Lago also has a large topping 
plant at the terminus of its pipe line in 
Venezuela. 


MAY BUILD STATE REFINERIES 

Bills are to be introduced in the legis- 
latures of two Rocky Mountain states to 
provide for state owned refineries. In 
Montana the State recently took over a 
small skimming plant at Kalispell, Mont., 





due to delinquent taxes. It is proposed 
to operate this plant with royalty oil. 

In Wyoming a bill is to be introduced 
in the legislature now in session to pro- 
vide for the construction of a refinery to 
operate with royalty crude oil. It is 
proposed to manufacture road oils and 
provide gasoline and other products for 
state uses. At present, according to re- 
ports from both States, it is improbable 
that the bills will pass in the 1933 ses- 
sion of the legislatures. 





ASK FOR LOWER RATE 

SHREVEPORT, La., Jan. 31.—The 
Louisiana & Arkansas Railroad hag filed 
an application with the Louisiana Rail- 
road Commission for a 7-cent rate on 
crude oil to move from Minden, La., to 
Destrehan, La. The statement was made 
that 10,000 bbls. of crude daily would 
be transported over this route if the 
lower rate is instituted. The Mexican 
Petroleum Corp., a subsidiary of the Pan 
American Petroleum Corp., operates a re- 
finery at Destrehan. 








1932 Figures Show 
Loss of Million in 
Factory Car Output 


By CHARLES E. KERN 
Washington Bureau, The Oil and Gas Journaj 


WASHINGTON, D. C., Jan. 30.—Fig. 
ures showing factory sales of automobiles 
for the calendar year 1932 have been as. 
sembled by the U. S. Census Bureau. 


They show that factory sales for 1930 
totaled 3,355,986 cars; for 1931, 2,389.. 
738 cars, and for 1932, 1,370,728 cars, 


The totals are for December, 1930, 
155,701 cars, declining to 121,541 cars ip 
December, 1931, and 107,403 cars sold 
at factories in 1932. 


For passenger cars, factory sales de- 
clined from 2,775,809 in 1930 to 1,967,- 
055 in 1931, and to 1,434,422 in 1933, 

December sales of passenger cars de 
clined from 120.833 in December, 1930, 
to 96,753 in December, 1931, to 85,908 in 
December, 1932. Trucks declined from 
571,241 in 1930 to 416,648 in 1931 to 
235,187 in 1932. For December factory 
sales of trucks declined from 33,443 in 
December, 1930, to 23,644 in December, 
1931, and to 21,204 in December, 1932. 


Factory sales of taxicabs declined from 
8,936 in 1930 to 6,033 in 1931 and 1,119 
in 1932. 


The sale of taxicabs for December de 
clined from 1,425 in December, 1930, to 
1,144 in December, 1931, to the very low 
figure of 291 for December, 1932. These 
taxicabs include only factory built taxi- 
cabs, and not private passenger cars con- 
verted into vehicles for hire. 


Sales in Canada 


It is significant to note that the fig- 
ures of factory sales of automobiles in 
Canada did not show as great a decline 
from 1931 to 1932 as was recorded in 
the United States. The total for 1930 
was 154,192, dropping to 82,621 in 1931, 
but falling only to 60,816 in 1932, which 
was. a smaller percentage of decline in 
1932 than occurred in the United States. 

These totals for the month of Decem- 
ber were 5,622 for December, 1930, de- 
clining to 2,438 in December, 1931, but 
showing a trifling decline in December, 
1933, to 2,139. 


Passenger car factory sales in Canada 
in 1930 totaled 125,442, declining to 65,- 
093 in 1931 and to 50,718 in 1932. For 
December there was a decline from 4,225 
in December, 1930, to 2,024 in December, 
1931, and to 1,561 in December, 1932. 


The factory sales of trucks in Canada 
declined from 28,750 in 1930 to 17,528 in 
1931 and to 10,098 in 1932. The Decen- 
ber sales declined from 1,397 in Decem- 
ber, 1930, to 408 in December, 1931, and 
increased to 2,578 in December, 1932. 
This shows a vastly greater decline in 
the factory sales of trucks from Decem- 
ber, 1930, to December, 1931, than oc- 
eurred in those periods in the United 
States. For the sales of taxicabs the 
Census Bureau did not obtain figures 
from the Dominion of Canada which fur- 
nished such data as the Census Bureau 
was able to gather. 





START CRACKING STILL 

NEW YORK, jan. 30.— Hayton Re- 
fineries (1932), Ltd., has placed in op- 
eration the Gyro vapor phase crackin 
plant at the Killingholme refinery i» 
England, which it recently acquired. The 
refinery is’ producing high antiknock 
gasoline, which is being used principa!!y 
for blending purposes, and is also turn- 
ing out bitumen. 
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Natural Gasoline 
- Supply Men Elect 
Moorer President 


At the annual meeting of the Natural 
Gasoline Supply Men’s Association in 
Tulsa on Monday of this week, W. D. 
Moorer, of the Moorlane Co., was elected 
president of the association for the com- 
ing year. Other officers chosen include: 
B. W. Vinson, of the B. W. Vinson Co., 
first vice president; A. V. B. Candler, 
of the National Supply Co., second vice 
president; M. H. Kotzebue, of the Tulsa 
Boiler & Machine Co., treasurer, and Ray 
Miller, secretary of the Natural Gasoline 
Association of America, is also secretary 
for the supply men’s association. 

The supply men have provided the en- 
tertainment for the annual meetings of 
the Natural Gasoline Association of 
America and the thoroughness of which 
the plans for the entertainment and their 
suecess in past years have proven one 
of the outstanding features of the asso- 
ciation’s meetings. 

This year a program-of entertainment 
will be provided similar to that of previ- 
ous years in that a smoker and dance will 
be arranged. M. F. Waters of Hanlon- 
Waters, Inc., has been chosen chairman 
of the smoker entertainment committee 
and A. J. Kerr of the Midwest Equitable 
Meter Co. was chosen chairman of the 
dance committee. The gasoline association 
has announced the dates for its conven- 
tion as May 15, 16 and 17, but the exact 
dates of the smoker and dance have been 
only tentatively arranged. 





SMOKER FEBRUARY 13 


The Natural Gasolme Supply Men’s 
Association will hold a smoker in Tulsa 
February 13 ag tentatively announced a 
week ago. This smoker will be for the 
purpose of inviting representatives of 
equipment houses who are not members 
of the association to attend and acquaint- 
ances will be renewed with the directors 
of the Natural Gasoline Association of 
America who have been invited as guests. 





GODFREY BRIGHAM DIRECTOR 

Godfrey Brigham of the North Ameri- 
can Car Corp. was chosen a director of 
the Natural Gasoline Supply Men’s Asso- 
ciation on January 30. 





CANADIAN IMPORTS OF NATURAL 


Imports of natural gasoline into Can- 
ada in September, the latest report avail- 
able, amounted to 3,506,799 gallons, com- 
pared with 1,728,632 gallons in August. 





Price of Natural Varies Without Regard 
to That of Crude or Refinery Gasoline 


The trend of natural gasoline prices 
in the Mid-Continent over the past 12 
months, when compared to the course of 
prices of allied products of the oil indus- 
try, has proved that the natural market 
may act independently. Over the greater 
share of the past six years natural gaso- 
line prices followed the course of the 
refinery gasoline price. In general, the 
price trend of each of these was down- 
ward and this will also be found true of 
the trend of the average gasoline filling 
station over the United States when the 
respective curves are traced in the ac- 
companying graph. With few exceptions, 
it will be seen that the trend of each of 
these three commodities was influenced 
in the same direction and at about the 
same time as changes were made in the 
crude price. 


Price Trends in 1932 


When 1932 is reviewed alone, it will 
be seen that this relationship that has 
generally existed between natural gaso- 
line prices and the price of each of these 
other commodities did not hold. For in- 
stance, over the first half of 1932 the 
crude market in the Mid-Continent gained 
strength. This was indicated in the ad- 
vance in the Mid-Continent crude price 
structure generally early in April. It will 
be seen in the graph that the benefits of 
the better crude market was not reflected 
in the natural gasoline market. It is also 
quite apparent that the natural gasoline 
market failed to share even a part of the 
advances made in the refinery gasoline 
market over this period. 


In fact, the average filling station gaso- 
line price made a turn for the better 
back in September, 1931, after four years 
of a practically uninterrupted decline. 
This turn for the better, while not abrupt, 
seemed well founded and the average sta- 
tion price advanced more than a cent dur- 


_ing this first six months’ period of 1932. 


But, while crude, refinery gasoline and 
the retail gasoline markets were register- 
ing improvements, the natural gasoline 
market did not do any more than hold 
its own over the period. 

Then, as if to remain contrary for the 
year, natural gasoline prices advanced 
over the last six months of 1932 while 
the trend of Mid-Continent crude prices, 
refinery gasoline prices and the average 
net gasoline station price in the United 


States took a decidedly downward turn. 

From the experience gained in 1932, it 
is quite apparent that those who are 
most interested in the probable trend of 
gasoline prices will have to consider other 
factors besides the economic conditions 
within the oil industry itself if accurate 
forecasts are to be made. 


That natural gasoline prices were low 
compared to crude, refinery gasoline and 
the retail gasoline price during 1932 
seems quite evident. That natural gaso- 
line will improve its relative market posi- 
tion in 1933 seems reasonable to expect. 

To have natural gasoline improve its 
relative position does not mean its price 
will be materially higher than during 
1932 nor that profits to manufacturers 
are assured, but it does seem rather cer- 
tain that operating under the law of 
supply and demand in 1933, natural gaso- 
line should not sell for the same price 
as 36 gravity crude as was the case over 
nearly half of 1932; it should sel] for 
more than half of the refinery gasoline 
price, although 2 gallons of natural could 
be bought for the price of 1 gallon of re- 
finery gasoline during about six months 
of 1932 and with natural gasoline moving 
direct to the retail markets in increasing 
volumes month after month, the elimina- 
tion of a double freight charge should 
bring its value at the plant a little closer 
to its value at the filling station. The be- 
lief that natural gasoline prices will im- 
prove their relative position in 1933 is 
justified basically, because of certain de- 
velopments of a technical nature also. 

In April, it is very probable that the 
American Petroleum Institute will accept 
the new C.F.R. motor method for deter- 
mining the octane value of motor fuels as 
the standard for the oil industry. The 
Institute will likely follow the action pf 
the A.S.T.M., which body has approved 
the method subject to a letter ballot, 
which will very likely establish the motor 
method as a tentative standard within a 
few months. Also, with the method of 
test and engine standardized, it is *be- 
lieved that steps will be taken by the 
Federal Government to include an octane 
number specification in the list of re- 
quirements in purchase of motor fuel by 
the Government. This in turn will give 
the subject of antiknock specifications a 
prominence in the requirements of many 
states and the program as suggested will 





lead to more “true” antiknock value in 
all motor fuel offered. Because the new 
motor method on determining the anti- 
knock value indicates a lower octane rat- 
ing generally on all gasolines but penal- 
izes cracked gasoline more than straight- 
run or natural gasoline, it is believed nat- 
ural gasoline will be used by refiners in 
increasing volumes. 

It ig also a well known fact by this 
time that recent research work has proved 
that a more liberal attitude with respect 
to vapor pressure limitations may be as- 
sumed, particularly if the motor fuel is 
to be used in the recent automobiles. 
Automotive engineers have favored using 
a more volatile fuel because that is the 
simplest means of providing an even dis- 
tribution of the fuel in the motor of a 
great number of cylinders. They are pre- 
paring for the more volatile fuel by taking 
care in locating the gasoline feed line, 
the carburetor, etc., some of which are 
now insulated against the heat of the 
engine and motor fuels of from 4 to 8 
pounds higher vapor pressure than those 
now commonly marketed are being pre- 
dicted as acceptable for genera] use with- 
in another year. 


Attitude Toward Natural 


The natural gasoline market is also 
influenced more than that of any other 
product by what might be termed “sales 
psychology.” 

Some advance the thought that natural 
gasoline is simply a convenient means of 
replacing the volatile fractions originally 
in the crude oil and to all intents and 
purposes, is crude oil. This group would 
expect the natural gasoline price to re- 
main somewhere near that of crude oil. 

Another group looks upon natural gaso- 
line as a premium motor fuel, possessing 
unique qualities and now that it may be 
stabilized to such a low vapor pressure 
as to make it suitable for use as a motor 
fuel without blending, its price should 
be near that paid for premium refinery 
gasolines. 

The third group look upon natural gaso- 
line as a material possessing unusual 
volatility and octane stability to be sold 
to refiners for blending with their gaso- 
line, They feel that its price should be 
rather closely correlated with that of re- 
finery gasoline and favor the adoption of 
a fixed differential under the refinery 
price as a basis for contracts and favor 
this as a guide for the spot trading. 

Obviously, with the differences existing 
in the basic consideration regarding price 
relationship, there will not be a close 
agreement in the natural market with 


any of the three markets mentioned. 








Price trends over a period of six years on Mid-Continent AA or 26-70 natural gasoline, low octane U. S. motor refinery gasoline, posted 36 gravity 
Mid-Continent crude and the average of filling station prices free of taxes in fifty scattered cities in the United States 
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Unfavorable Situation 
of Tankers May Change 


(Continued from Page 26) 
counted for a large portion of the busi- 
ness done, to the exclusion of that in 
other directions. There was, however, 
more movement to Australia and expan- 
sion in trade from Constanza to Mont- 
real, 

Transatlantic—Charters were few an-l 
far between. Rates to U.K. Continent B- 
H Range averaged 8/6 Gulf loading, 
7/- Northern States, increasing in De- 
cember to 9/— and 7/3 respectively. Oc- 
casional cargoes to Rio or Santos paid 
9/6 to 10/3 for Gulf loading, Northern 
States 1/— less, and Capetown-Durban 
Range was effected at about 13/— Gulf, 


_12/— Northern Range. 


Black Sea/U.K. Continent.—Constanza 
paid 6/9 until September, when the rate 
depreciated to 6/3—6/6, but improved to 
7/— in December. Soviet port loading was 
generally agreed at 3d over the Constanza 
figure. A notable feature was the num- 
ber of parcels of from 1,000 to 4,000 tons 
requiring tonnage continuously through- 
out the whole period. Between 1/— anil 
2/— premium, according to size and des- 
tination, was obtained for these part car- 
goes, and on numerous occasions owners 
combined two or more lots to advantage. 

Cargoes of up to 12,000 tons Russian 
Black Sea/Shanghai were available oc- 
easionally and found ready takers. 17/- 
was paid in June but subsequent chart- 
ers were at rates which gradually de- 
clined to 14/3 accepted in December. 
Clean products of petroleum for blend- 
ing purposes were shipped from Con- 
stanza to Montreal in increased quan- 
tity. Freight was paid in American cur- 
rency, the highest figure recorded being 
$1.68 and the lowest $1.57%4. 

Palenbang offered more homeward 
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freights than during 1931; 13/6 to 
Mediterranean, option U.K. Continent 
2/- extra, was done in January but this 
basis weakened to 12/— and 14/— re- 
spectively, improving in the concluding 
months, 17/-—- 19/6 being registered in 
November. 

Black Oil.—The development of crude 
oil refining in Europe has made steady 
progress, particularly in France, and the 
proportion of black oil transported as 
compared with white oil was higher than 
in previous years. A considerable quan- 
tity of fuel oil, Diesel oil and erude oil 
was shipped from California to Japan in 
eargoes of up to 14,000 tons. In the early 
part of the year tonnage was booked at 
28 and 26 cents per barrel. Several tank- 
ers which proceeded from Europe to load 
in this direetion were available for sub- 
sequent business and charters were able 
to cover during the balance of the year 
on lower terms. By December, the rate 
had dropped to 21 cents per barrel. Much 
of this movement may be only a tem- 
porary phase occasioned by the Man- 
churian situation. 

Openings from California to U.K. Cor- 
tinent were few but several cargoes were 
arranged to Port de Boue at 15/6 and 
15/9. 

Gulf/Port de Boue was a fairly active 
market and tonnage was elosed at regu- 
lar intervals at 38/6, but on occasions 
ships in suitable position accepted less. 

The Gulf/U.K. Continent figure kept 
steady between 8/— and 8/6 during the 
first six months but dropped to 7/9— 
8/~— over the rest of the year. Large crude 
oil earriers accepted 7/6 and 7/4% in 
May and June from Tampico to Oster- 
moor and in November 7/3 was con- 
ceded. Cargoes of fuel Trinidad/Dakar 
seeured bottoms at 6/— January, 5/6 and 
5/3 in Mareh and April, and although 
8,000 tons was eoneladed at 4/9 in No- 


vember, the fixture was not regarded as 
representative. 

Black Sea/U.K. Continent maintained 
round 7/— for dark oils; 9,000 tons Con- 
stanza/Nynashamn was covered in May 
at 8/-—, but owners accepted similar 
business at 7/6 in July and 7/4% in 
September. A fair trade in gas oil was 
observed and suitable carriers at times 
obtained an improved rate over other 
trades; 7/9 was paid for 8,500 tons Rus- 
sian Black Sea/U.K. Continent, end 
March, 8/— for 9,000 tons Batoum/ 
French Atlantic, end November. Italian 
tonnage held most of the Mediterranean 
business which did not, however, attain 
the volume of previous years. 

Black Sea/Montreal.—A new develop- 
ment was the transportation of crude oil 
from the Black Sea to Montreal. Several 
consignments of about 12,000 tons’ were 
effected from Russian Black Sea and also 
from Constanza at the rate of $1.68 per 
ton in the month of August. 

Lubricating Oil.—Chartering was only 
moderate; 6,000 tons Northern Range/ 
U.K. Continent at 9/6, 4,000 tons Gulf/ 
London and Liverpool 14/6, and 5,000 
tons Constanza/London and Birkenhead 
10/— are representative of rates paid 
during the year. 

Time Charter and Consecutive Voyages. 
The facility with which charterers filled 
requirements veyage by voyage outruled 
in most instances any necessity to con- 
sider peried charters. A few time chart- 
ers were arranged for black oil trading. 
A steamer of about 10,000 tons dead- 
weight obtained 3/6 for 18/36 months, 
delivery August, and for the seasonal 
trade to Montreal 3/9 and 4/— was paid 
for approved steam tankers. In the au- 
tumn, first class Diese) ships seeured 4/-- 
and 4/6 on the deadweight for whale oi! 
rounds, eharters paying extra insurance. 
For 12 months white oi trading from 





California Crude 


For current purchases of crude of] at the well (unless otherwise specified.) 


offered tm that field.) 
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The Texas Company, effective June 26, posted same prices as 


STANDARD OIL CO. OF 
(Effective June 26, 1932) 
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Beach, Torrance, Richfield, Montebello, North Whittier and Santa Fe Springs. 
The Union Oil Co., effective June 26, posted the same price as the Standard Oil Co. im the Signal Hill, Alamitos Heights, Seal 
Beach, Huntington Beach, Athens, Rosecrans, Dominguez, Torrance, Santa Fe Springs, Playa Del Rey, Coyote, Olinda, Brea Canyon, 


Richfield and Montebello. 


Oil Prices 


(All gravities above those quoted take highest price 
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the Standard Oil Co. Im Signal Hill, Alamitos Heights, Huntington 


In Coalinga, Lost Hilla, Kern River, Mehittrick, Midway-Sunset, Elk Hills and Buena Vista Hills the Union 


Oil Co, met the Standard Oil Co.'s prices from 14 gravity upward, but posted a price of 60 cents for oi] 11 to 13.9 degrees in gravity. 

General Petroleum adopted Standard Oil Co.'s prices, effective June 26, in Rosecrans, Signal Hill, Alamitos Heights, Santa Fe 
Springs, Inglewood, Torrance, Brea Canyon and Olinda, up to 25.9 degrees; Richfield, Midway-Sunset, Kern River, Mount Poso, Round Moun- 
tain and Coalinga and posted in Rincon as follows: 22-22.9 degrees, 68 cents; 23-23.9 degrees, 73 cents; 24-24.9 degrees, 78 cents; 25-25.9 
degrees, 82 cents; 26-26.9 degrees, 86 cents; 27-27.9 degrees, 89 cents; 28-28.9 degrees, 92 cents; 29-29.9 degrees, 95 cents, 30 degrees and 
over, 98 cents. In Rosecrans, General Petroleum Co. pays 66 cents for 14 to 19.9 gravity oil; 20-20.9 degrees, 69 cents; 21-21.9 degrees, 74 
cents; 22-22.9 degrees, 79 cents; 23-23.9 degrees, 85 cents, and Standard’s prices for oil of higher gravity. 


ed Oj) Co., effective June 26, met Standard Oil Co.'s 


rices in Signal Hill, Huntington Beach, Seal Beach, Alamitos Heights, 


t 
Richfield, Torrance, Inglewood, Athens, Rosecrans, Dominguez, Santa Fe Springs, McKittrick, Kern River, Midway-Sunset, Elk Hills. 
Buena Vista Hills, Lost Hills, Belridge and Coalinga. 


Kettleman 


The Union Oil Co., effective June 26, posted 33-33.9 gravity of} at 91 cents; 34-34.9 degrees, 93 cents; 35-35.9 


degrees, 96 cents; 36-36.9 degrees, $7 cents; 37-37.9 degrees, 99 cents; 38-38.9 degrees, $1.01; 39 degrees and over, $1.03. Standard Oil Co., 
Associated Oil Co. and General Petroleum Co. adopted same price schedule on same day. 


® Yaula—The Union Oil Co. and The Texas Company, effective June 26, posted 
cents; 20-20.9 degrees, 69 cents; 21-21.9 degrees, 72 cents; 22-22.9 degrees, 75 cents; 23-23.9 degrees, 78 cents; 24-24.9 degrees, 81 cents; 


26-25.9 degrees, 84 cents; 26-26.9 degrees, 87 cents; 27-27.9 degrees, 90 cents; 28-28.9 
Shields Canyon and South Mountain—T 
‘The Union Oil Co., effective June 26, posted prices as follows: 


as follows: 


14 degrees to 19.9 degrees, 66 


degrees, 93 cents; 29 degrees and above, 99 cents. 
he Texas Company, effective June 26, posted same prices as in Santa Paula. 


16 degrees to 19.9 degrees, 55 cents; 20-20.9 degrees, 69 


Oreutt—' 
cents; 21-21.9 degrees, 63 cents; 22-22.9 degrees, 69 cents; 23-23.9 degrees, 75 cents; 24-24.9 de 81 ts; 26-25. ; 
ry po ips aang he os H grees, cents; 9 degrees, 87 cents; 
Playa Del Rey—Subject to a field gathering charge of 6 cents per barrel. 
Kern River—S 


Newhall, McKittrick and 
Terrace—S: 


tandard Oil Co., effective June 26, 


86-36.9 degrees, $1.22; 37-37.9 degrees, $1.28. All prices f.0.b. ships. 
Ventura Avenue—General Petroleum Co, and Associated Oil Co. effective June 26 posted as follows: 22-22.9 degrees, 72 cents; 23-23.9 


degrees, 77 cents; 24-24.9 degrees, 82 cents; 26-25.9 degrees, 86 cents; 26-26.9 4 
ts; 30 degrees and over, $1.02. 
tere-——Associated Oil Co., effective June 26, posted same prices as are paid by all companies fn Athens, Rosecrans and Dominguez. 


$6 cents; 29-29.9 degrees, 99 cen 
Pot 


egrees, 90 cents; 27-27.9 degrees, 93 cents; 28-28.9 


tandard Oil Co., effective June 23, 1931, posted 55 cents for oil of all grades. 
1932, posts 33-33.9 degrees, $1.04; 34-34.9 degrees, $1.10; 35-35.9 degrees, $1.16; 


degrees, 





February 2, 1933 


December a steamer of about 10,000 tons 
deadweight was closed at the low level 
of 3/1%. 

Consecutive voyages over 1933 to Port 
de Boue with cargoes of about 9,000 
toms crude were arranged at 8/6 Gulf 
option California 16/—, and for consecy- 
tive trips with crude Gulf/Havre, 7/3 
was accepted by a French tanker. The 
Soviet concluded charters in September 
for three ships to perform 8/11 voyages 
Black Sea/U.K. Continent, two at 7/2 
and the other at 7/6, for clean oil with 
charters’ option loading dirty cargoes. 

Forward Prospeets.—It is possible pro- 
tective measures adopted by owners may 
terminate the acute competition which 
has forced rates down and kept them at 
a low level for so long, but any mate 
rial degree of improvement must rely 
upon a wider consumption of oil. This 
in turn is dependent upon improvemert 
in world trade which must come even- 
tullay. A more expansive demand for 
ships in the last two months of 1932 
gave some little promise of a brighter 
future. 





EUREKA PIPE LINE 

OLL CITY, Pa., Jan. 30.—Officers and 
direeters of the Eureka Pipe Line Co. 
were elected at meetings held in the com- 
pany offices at Oil City, the only changes 
in the official listing being D. L. Thomas 
of Oil City and F. M. Kent of Parkers- 
burg, W. Va., as members of the board 
of directors. 





Crude Oil Prices 


(Continued from Page 23) 
Pennsylvania Grade Oj!) in Southwest 
Pennsylvania Limes ................. 1.17 
Penna Grade Oil in Eureka Pipe Line 
Lines 
= Grade Oil in Buckeye Pipe Line 


nes 

Corning Grade Oil in Buckeye Pipe 
Line Co.’s line (Jan. 20, 1933) 

Ragland Grade Of! in Cumberland Pipe 
Limes (Kentucky) (Jan. 10, 1931) ... 6 

PENNZOIL CoO. 
(Effective January 21, 1933) 

Pennsylvania Grade Oil in Nationa! 
Transit Lines: . 

OE EES ee $1.42 
Includes Cochran, Franklin, Hamilton and 
Doolittle districts. 


ED 8 ON 8 € oS Oe ee errr 141 
Includes Titusville district. 
CIEE cdc eMREb eee Rereepescee.- ccc 1.40 


Includes Turkey and Tidioute districts. 
Group 1.3 
Includes Bear Creek and Porkey districts. 
GD TD cacdcseccctcccctesccccccsec. 1.37 
Includes Eidenau, Bull Creek, Rough Run, 
Carbon, Dipner, Bredin, McJunkin, Jame- 
son, Kennerdell, Emlenton, Tiona, Lacy 
and Kinzua districts. 
Price depends on length of pipe line havwi 
to plant at Oil City. 
TIDE WATER PIPE CoO. 
(Effective January 21, 1933) 


Bradford, Pa. ........ al ...$L47 
" MibeweeG, Be We dicctsesecec. 2... oo AA 
PURE OIL Co. 
(Effective January 21, 1933) 
Cabin Creek, W. Va. .........- a@ $1.12 
Bradford Hollow, W. Va. ......-.-.- 1.12 
Kelly’s Creek, W. Va. ........----- 1.12 
Middle Western States 
OHIO OIL Co. 

(Effective January 18, 1933) P 
Lima (Jan. 10, 1933) ............- $ .70 
Wooster .. DNAS Be Osh ok Seises 10 
Illinois ...... Pe a a 63 
Indiana .. th Ries tagt Iikined me ¢.0-6 40 
ES Sele Bote Cie Seis dice be dsc cee 62 
ET 7 +G.mbedouedeee sows ses Shut io 

Western Kentucky eh ali dlie « « - 
Midland, Mich. (Dec. 31, 1932)* ....... 96 
Somerset, Ky. (Jan. 19, 1933) ....... Ab 
Muskegon, Mich. (Jan. 18) ........ See note 





*Posted by Pure Oil Co. Producers Pipe 
Line Co. pays 5 cents per tarrel over Pure 
Oil Co.’s posted price. Muskegon posted by 
Naph Sol Refining Co. and Old Dutch Re- 
fining Co.: Below 29 degrees, 51 cents, with 
2 cents added for each degree upward to 40 
and above at 75 cents. Somerset, Ky., crude 
purchased by Ashland Refining Co., Ash- 
land, Ky., and delivered through own pipe 
line. 


Panuco*® ...... 





*F.o.b. ship, based on November transac- 
tions and exclusive of production and export 
taxes and bar dues. 


Canada 
Ontario (Jan. 18, 1933): , 
IT TEE a 6 s.otse's 2012 0 <6 + c's ergs. S100 
ae eS Pe EEE E TEE ‘ 1.82 


Alberta (Apr. 22, 1932): 
Turner Valley?t: 


Crude ofl 40-44.9 ........... ets... 1.56 
Crude oil 45-45.9 ........ het Rie « 2.18 
Crude oi] 50 and above ............- 2.80 
a RR 3.32 
Discolcred naphtha ...............-+:- 3.08 





*Imperial Oil, Ltd. f¢Imperial Oil, Ltd. 
and Regal Oil & Refining Co. 





Febrt 





~~ @e te 


an 


earn weowe & oe be be 


eevrruer® 


or 


now 


enwonwem 








February 2, 1933 


Improving Spray Oils 
to Lessen Plant Injury 


(Continued from Page 8) 

are given in Table 4. The oil for tests 
Nos. 50 and 51 was prepared from a 
standard miscible spray oil, containing 
nine parts of oil No. 15 and one part of 
eresoap. Test No. 50 shows an injury of 
48.6 per cent from the filtered miscible 
oy and 60.5 per cent from the normal 
oil. The oil used in test No. 51 was pre- 
pared by washing the miscible oil with 
water until about one-half of its volume 
had been carried away. This, as well as 
all other washing processes in this work, 
was accomplished with a washer in which 
a layer of oil was floated on water and 
a small stream of water was allowed to 
fall upon the oil and pass out through an 
inverted siphon. 

If filtration removes the injurious por- 
tion of an oil it should be possible to 
extract the filter with certain solvents 
and recover the material which had been 
harmful to the plants. Following up this 
thought, a large portion of oil No. 15 
was filtered through a long filter column 
and the filter then washed with several 
portions of gasoline which was collected 
in another container. The gasoline was 
distilled from the washings until the 
residue appeared to have approximately 
the charaeteristics of the normal oil. This 
residue was applied to barley seedlings in 
test No. 53 and eaused an injury of 59.5 
per cent, as compared with an injury of 
47.3 per cent for the oil that had passed 
through the filter (test No. 52). 

Filtered and nonfiltered oi} No. 21 was 
used in tests Nos. 60 and 61. This oil 
was refined by the manufacturer with 
the Edeleanu SO, process. The -small 
amount ef difference between the injury 
by the filtered and the nonfiltered oil is 
some evidence that SO, removes the same 
materials that are removed by filtration. 


TABLE 5—INJURY TO BARLEY SEED- 
LINGS BY OILS SUBJECTED TO 
SEVERE OXIDATION 


(Single Determinations) 


Test Oil Injury 
No. No. Treatment per cent 
92 «15 Refluxed and air bubbled 
through for 8 hours... 45.6 
$3 «16 Refluxed and air bubbled 
through for 8 hours and 
COE? vies discs twyese 33 2 
a 56. De penéné dbo Sine one 45.3 
96 5 Refluxed and air bubbled 
through for 8 hours... 44.6 
96 5 Refluxed and air bubbled 
through for 8 hours and: 
Per Te Tee 30.3 
97 5 PIGEON ov ci cee vote vies’s 36.5 


Several processes were tried in order 
to show the effect of atmospheric oxygen 
on spray oils. Air was bubbled for eight 
hours through a series of oils kept in a 
boiling water bath, but no changes were 
found. Oils No. 15 and 5 were refluxed 
for eight hours with a current of air 
through the oil. Oil No. 15 showed no 
change in injury to barley seedlings after 
refluxing, while oil No. 5 was slightly 
more injurious. In both cases the re- 
fluxed and air treated oils were also fil- 
tered and used in tests Nos. 95 and 96. 
A considerable decrease in injury was 
then obtained as shown in Table 5. 

The effect of filtering sulphonated oil 
No, 5 is reported in tests Nos. 55 to 59 
in Table 6. After sulphonation the oil 


TABLE 6—INJURY TO BARLEY SEED- 
LINGS BY SULPHONATED OILS AND 
SULPHONATED-NITRATED OILS 
Test Oil 


Injury 
No. No. Treatment per cent 
(Single Determinations) 
55 5 Sulphonated, filtered once 
and washed ........... 79 5 
56 & Sulplonated, filtered twice 48.8 
57 =5 Sulphonated, filtered three 
DD ~ Wi bebe wap 6 6 00 610 None 
58 5 Sulphonated, filtered four 
CD Sese¢rew wd. codeses 16.3 
39 2 — (SR ER REE 51.0 


(Duplicate Determinations) 


73 15 Sulphonated, and nitrated 66.7 
74 15 Sulphonated, and nitrated 62.3 
75 15 Sulphonated, and nitrated 71.1 
76 15 Sulphonated, not nitrated 14.6 
*91 (Single Determinations) 

q 15 Sulphonated ............. 23.0 
COND 348s HbA. ecease 45.3 
— 

a *Tests 91 and 97 were made at a different 
— and under different growing conditions 


om Tests 73, 74, 75 and 76. 


Was centrifuged, decanted and filtered. 
The first filtrate had a slight acidity and 
® portion was washed. For some reason 
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this washed portion of the oil gave the 
very high injury of 79.9 per cent. The 
remainder of the first filtrate was fil- 
tered three times and each time a por- 
tion was taken and applied in tests Nos. 
56, 57 and 58, respectively. The injury 
values of these sulphonated and filtered 
oils are not consistent, but the products 
of the last two filtrationg caused very 
low injury. 

Oil No. 15 was suiphonated and then 
nitrated and the results shown in Table 
6. The oils used in tests No. 73 and 76 
were sulphonated in the same manner, 
while those used in tests No. 74 and 75 
were sulphonated in a slightly different 
way. In all cases, however, sulphonation 
was conducted with but little variation 
from the standard procedure. Tests Nos. 
73, 74 and 75 all show the ill effects of 
treating sulphonated oils with nitric acid. 
During another series of trials and under 
different growing conditions the sulpho- 
nated oil used in test No. 76 gave an in- 
jury of 23.0 per cent as compared with 
45.3 per cent for the normal oil used at 
the same time. 

Some preliminary work was done to 
determine what solvents could be used. 
Oil Noe. 15 was found to be completely 
miscible with ether, ehloroform, carbon 
disulphide, carbon tetrachloride and tolu- 
ene. It was only partly miscible with 
acetone, 95 per cent alcohol and 40 per 
cent formaldehyde, hence these solvents 
were used to extract the oils. Apparently 
these solvents which are miscible with 
water are not completely miscible with 
oil and those which are not miscible with 
water are miscible with oil. 

One hundred c.c. of oil No. 15 was 
shaken with 10 successive portions of 95 
per cent alcohol im a separatory funnel. 
About one-half of the oil was recovered. 
This amount was divided into three equal 
parts; one was not treated further, an- 
other was distilled with steam, and still 
another was distilled with dry heat to 
drive off the alcohol remaining in the oil. 

The steam distillation was carried out 
by bubbling steam up through a layer of 
oil floating on water. A small portion of 
the oil which was volatile with steam and 
the excess alcohol present were carried 
away. The residue, or the portion not 
volatile in steam, was retained. Thus, in 
this work the term “steam distilled” ap- 
plies to the residue and not to the vola- 
tile portion. In order to show the effect 
of steam distillation, a sample of oil No. 
15 was distilled with steam for eight 
hours and applied in test No. 129, Table 
No. 7. This gave an injury of 29.5 per 
cent as compared with 19.2 per cent for 
the normal oil, showing the bad effect of 
this process. A similar effect is shown in 
the alcoholic extracted and steam distilled 
oil. Other examples of the deterioration 
of spray oils as a result of steam treat- 
ment have been observed by the writer. 

The alcoholic extracted oil (without 
further treatment) gave a very low in- 
jury of 6.3 per cent. The barley seedlings 
showed very little ill effects when treated 
with alcoholic extracted oil. A similar 
resulé was obtained when the work way 
repeated. An apparatus was designed for 
continuous extraction of oil with alcohol 
without losses of the solvent and again 
the alcoholic extracted oil caused very 
low injury, also, sulphonation tests of 
alcoholic extracted oils Nos. 5, 8, 15 
and 28 showed decreased sulphonatable 
residues. 

Extractions with acetone and formal- 
dehyde, and also with ammonia, gave no 
significant results. 


TABLE 7—INJURY TO BARLEY SEED- 
LINGS BY OIL NO. 15 EXTRACTED 
WITH ALCOHOL AND STEAM 
DISTILLED 
(Single Determinations) 


Test Oil Injury 
No. No Treatment per cent 
120 15 Extracted with 95 per cent 


alcohol in separatory 

Ere 6.3 
Extracted with 95 per cent 

alcohol and alcoho! dis- 

tilled off with steam... 18.2 
Extracted with 95 per cent 

aleohol and alcohol dis- 

tilled off with dry heat 13.8 
Distilled with steam for 

8 hours (not extracted) 29.5 
Normal 


129 15 
130 15 


All of the oils applied caused some 


retardation in growth of barley seedlings, 
but it was very evident that some are 


more injurious than others. The untreated 
oils were found, in @ previous investiga- 
tion, to cause a wide range of injury. 
This variation may be due to the forma- 
tion of injurious compounds during the 
refining process, or to the original prop- 
erties of the oil. 

Several investigators have pointed out 
the effect of the movement of the oil in 
the earth, or its filtration while in stor- 
age in the earth. Differences in the rate 
of diffusion of the various fractions may 
be governed by the same forces that apply 
to gases of different density. Graham’s 
law states that the rate at which a gas 
diffuses through a small opening, or an- 
other space, is inversely proportional to 
the square root of the density of the gas. 
A close analogy seems to prevail between 
gaseous diffusion and the diffusion of 
oil through a filter. Those working on 
fractionation by filtration have given 
data showing that the lighter fractions 
of petroleum diffuse more rapidly through 
fuller’s earth, and hence conclude that 
some of the differences occurring in nat- 
ural oilg have been caused by the filtra- 
tion of the oils while in the earth and 
over long periods of time. 

One writer has ealled attention to the 
remarkable similarity of petroleum oils 
in general, Filtration in nature has ap- 
parently been an important factor in the 
separation of the injurious portions of 
some spray oils. Other investigators have 
shown that sulphur compounds and ma- 
terials that combine with sulphuric acid 
and with bromine are retarded in the 
passage of oil through earth filters. The 
present investigation shows that sulpho- 
natable materials are held back during 
filtration (see Table 1). It was also found 
that alcoholic extraction removes sul- 
phonatable materials. Thus, there is evi- 
dence that the three processes, filtration, 
sulphonation and alcoholic extraction, re- 
move some of the same materials which 
appear to be the cause of plant injury. 


Withholding Decision 
on East Texas Hearing 


(Continued from Page 6) 

ever merely by passing one order after 
another, if the court should hold a per- 
son aggrieved with the orders had to ap- 
pear before the commission for relief be- 
fore he could go to court,” said Mr. 
Tilley. “As soon as one order was ques- 
tioned, they could simply pass another 
slightly different order.” 


McKay and Thompson Testify 

Trying to develop the complaining com- 
panies’ two main contentions—that the 
proration statute was a price-fixing act 
and that the proration orders were arbi- 
trary, discriminatory and confiscatory— 
counsel called two commission witnesses 
to the stand: Leslie McKay, chairman 
of the committee which makes recom- 
mendations as to the amount of produc- 
tion to be allowed by the commission in 
the field, based on the statements of pur- 
chasing companies as to how much they 
can accept over a given period, and E. O. 
Thompson, member of the commission. 

In the examination of Mr. Thompson, 
attorneys for the complainants sought to 
show the commission actually had con- 
sidered price as a factor in deciding how 
much oil the Bast Texas Field should be 
permitted to produce, despite protesta- 
tions to the eontrary. 

Mr. Thompson resolutely asserted, re- 
peatedly, price was not considered by the 
commission, saying: “We are trying to 
fix the allowable production at a point 
where waste will not occur. If the price 
of oil goes up as an incident, that is not 
our fault. We are not trying to fix the 
price.” 

“Price cutting,” he said, “was an en- 
couragement to overproduction in viola- 
tion of commission orders.” 

Wynn asked Mr. Thompson why the 
allowable was set at a lower figure than 
the nominations and the commissioner 
replied the allowable figure was arrived 
at by considering the various pools in the 
State and thus determining what the com- 
mission believed would be the market for 
their output. 

Mr. McKay testified recent nomina- 
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tions for East Texas oil had approxi- 
mated 370,000 bbls. daily, but that the 
allowable had been put at 290,000 bbls. 

“Was that cut to 290,000 purely be- 
eause you figured some of those nominat- 
ing oil were not so connected that they 
could take the amount they said they 
could?” he was asked. 


“That was considered and also certain 
duplications that were found in the nom- 
inations,’ the witness replied. 

It was brought out the Taylor Refining 
Co. was one of the companies which had 
offered to take much more oil than the 
subsequent commission orders allocated 
to them. Testimony was to the effect 
the Taylor Refining Co. nominated 15,000 
bbls. daily and got, under the regulations, 
1,200 bbls. 

Mr. Thompson explained that its offer 
was so “qualified” the commission doubt- 
ed the company in fact could take that 
much oil under proration orders and so 
trimmed the nomination. 


Motion to. Dismiss 


A motion which would have had the 
practical effect of throwing out of court 
all suits »ttacking validity of the com- 
mission’s proration orders in East Texas 
was denied. 


Circuit Judge J. C. Hutcheson, pre- 
siding, explained the court’s ruling was 
not necessarily final, and that it might 
hear further discussion of the motion in 
written briefs, but said the court would 
overrule the motion—“temporarily, any- 
how.” 


The motion, offered by Assistant At- 
torney General Maurice Cheek in behalf 
of the commission, contended the com- 
plainants could not come into court with 
their cases because they had not first 
sought relief from the commission itself. 
The proration order, Mr. Cheek said, in- 
vited persons dissatisfied with it to file 
their protests and requests for rehear- 
ings with the commission. It was his po- 
sition the complaining operators could 
not bring their suits before the court 
in an equity proceeding because they had 
not sought rehearings before the commis- 
sion and consequently had not exhausted 
all other means of relief. 

J. C. Wynn of the Ortiz Oil Co. testi- 
fied that under the production allowed his 
20 wells by the commission, roughly 28 
bbls. per day per well, his company was 
losing more than $500 per day per well. 
The operating cost of each well, he said, 
was $895 per day and the company netted 
$367 a day for the oil produced from each 
well upon the basis of 50 cents per barrel. 


The witness added that while 50 cents 
was the price posted by most companies 
for East Texas crude, some “today are 
paying 35 cents.” 

Prior to Wynn’s testimony the com- 
plainants had introduced a group of affi- 
davits by operators claiming that market 
outlets for oil far in excess of what they 
were permitted by the commission to pro- 
duce were and had been available, and 
that the proration orders were arbitrary 
in setting a market demand figure of the 
commission’s own. 

E. O. Buck, commission engineer, testi- 
fied a material increase in production in 
East Texas would cause a large area of 
the field underlain by water to suffer 
water encroachment, due to rapid with- 
drawal of oil, and a loss in ultimate pro- 
duction. 


C. F. Roeser Testifies 

Charles F. Roeser of Fort Worth, 
president of the Texas Oil and Gas Con- 
servation Association, was the last wit- 
ness offered by the commission. Mr. 
Roeser testified a well could be drilled 
and piped for $14,600 and that under the 
prevailing price a well operating on the 
present allowable would gross about $28,- 
000 a year and net about $24,502. 

Assistant Attorney General Maurice 
Cheek, on behalf of the commission, 
served notice he would introduce records 
which would show overproduction by 
some of the operators involved in the 
suits. The matter would be put in the 
record, he said, as bearing on the ques- 
tion as to whether those who seek to 
invalidate proration by injunction had 
suffered as they claimed. 
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DALLAS, Tex., Jan. 30.—During the 
past two weeks the Railroad Commission 
has tightened down 
in East Texas, 
Commissioner E. O. 
Thompson going to 
the field to super- 
vise enforcement 
work and make 
personal investiga- 
tions. He has also 
been checking the 
personnel of the 
commission in the 
field, many rumors 
having come to the 
commission that 
some of the men 
were not capable to carry out the work 
given them. 

While Colonel Thompson is making a 
personal investigation of the field the 
Texas legislature voted to make an in- 
vestigation into the administration of the 
oil and gas laws. One feature of this in- 
vestigation will be examination of per- 
mits granted by the commission, giving 
operators permission to drill more than 
one well on a tract less than 20 acres, 
or the subdivision of a smaller tract and 
the granting a well on such a subdivision. 

Representative Bob Long of Wichita 
Falls hag alleged that the commission’s 
men in the field have not checked pipe 
line and refinery meters close enough, 
and that little or no effort has been made 
to check rail shipments of oil out of the 
district, or to examine the operation of 
oil trucks, Men working under Colonel 
Thompson are now making a minute 
check of rail shipments and runs to re- 
fineries, which should have been done 
months ago if proration was rigidly en- 
forced. 


As a result of this investigation and 
the introduction of a bill in the legis- 
lature this week, the present set up of 
the commission may be changed, three 
men being appointed to supercede them, 
the new organization to be known as a 
“Natural Resource Commission.” The 
governor would appoint these three men, 
according to the bill, each man to serve 
six years and receive $6,000 per year. 
Such an appointive body would relieve 
the commission of the heavy burden of 
oil and gas regulation, putting it up to 
the three appointed members to carry out 
this work in a satisfactory manner. 

This throws more politics in the way 
of the commission, and under present con- 
ditions such a bill may fail, many mem- 
bers of the house feeling it unwise to 
set up such an appointive board at this 
time. 





Talk of New Shut Down 

The three-judge Federal court decision 
may be withheld, as was done last Octo- 
ber 24 when a similar court voided the 
per well method of prorating Bast Texas. 
Another complete shut down of the field 
may have to be asked by the commission 
to keep many $f the operators from run- 
ning their wells wide open. With the 
posted price setting at 50 cents, and prob- 
ably falling far below that amount, in 
case of open flow, operators may be held 
down by low prices alone, and may be 
content to abide by the shut down as 
practically all were during the shut down 
the last half of December. 

Another case of dynamiting was re- 
ported during the week when a pipe line, 
property of the Butler-Calhoun Oil Co., 
was blown up and approximately 2,000 
bbls. of oil lost on the ground. This com- 
pany was one of the companies named at 
the Railroad Commission hearing on Jan- 
uary 12. It has holdings in Rusk County 
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Commission Is Tightening Control of East Texas; 
Legislature Discusses Appointive Body 


By L. E. BREDBERG 


and a tank farm at Overton, to which 
the line connects. 


Completions and Locations 

There were 53 completions reported in 
the field this week while 3 wildcat 
tests were abandoned as dry. Wood, Hen- 
derson and Van Zandt Counties each 
had a “duster.” There were 24 locations 
staked, and 4 wildeat locations report- 
ed, Angelina, Fannin, Henderson and 
Marion Counties having one location 
each. 

The Humble Oil & Refining Co. aban- 
doned a shallow test drilled to 709 feet 
on the Carter farm in the D. Ferguson 
Survey, Gregg County, when the well 
flowed only 70 bbls. from sand topped at 
660 feet. This well is in the area in 
which eight shallow wells have been 
drilled to the Carrizo water sand from 
which they are producing seepage oil, the 
oil coming up from the Woodbine sand 
in another well in which there is a split 
in the casing, which allows the oil to 
migrate upwards and out through the 
water sand. Two companies are produc- 
ing their shallow producers under perma- 
nent injunctions which restrain the Rail- 
road Commission from shutting them in. 

There were two other tests completed 
as dry on the edge of the field this week. 
Bodine and others abandoned their No. 1 
G. W. Cooper in the southwest corner 


of the Juan Ximinez Survey at a total 
depth of 3,642 feet. A drill stem test was 
made from 3,500-3,642 feet, showing only 
a slight quantity of gas in 25 minutes. 
Another dry hole for the Joiner area was 
Sun Oil Co.’s No. 1 J. P. Seale in the 
Juan Vargas Survey, on the extreme west 
side of the field in Smith County. It 
tested 2,500 feet of salt water at 3,752 
feet, which is total depth. 


Stanolind Oil & Gas Co. completed its 
No. 1 Bettie Coleman in the James 
Burke Survey, on the southeastern cor- 
ner of the field, south Rusk County, with 
an initial production of 30 bbls. on 1 hour 
and 25 minutes through three-quarters 
inch tubing choke. Total depth is 3,652 
feet. This marks a small extension for 
this part of the field. 


Hooper and others’ No. 1 Doctor Over- 
ton, approximately one-half mile south 
of production in Cherokee County, on 
the southwest edge of the field, logged 
sand from 3,653-56 feet and showed ap- 
proximately 456 feet of oil and mud in 
15 minutes on a drill stem test made from 
3,625-56 feet. Casing is to be set and 
another test made. It is in the Wesley 
Dykes Survey, and approximately 14 
miles north of a dry hole drilled by 
Clopton and others. 


Extreme South Test 
Another test drilled in this extreme 





Three Gas Wells in Schuyler and Steuben 
Counties, New York, in Last Week 


By STAFF CORRESPONDENT 


CORNING, N. Y., Jan. 28.—The Bel- 
mont Quadrangle Drilling Co. completed 
a 325,000-foot gasser in No. 1 Rumsey 
in Tyrone Township, Schuyler County, 
New York, at a total depth of 1,717 feet, 
top of the Oriskany sand at 1,705 feet. 
Another Tyrone Township completion 
was Carpenter and others’ No. 1 Carpen- 
ter, which is rated good for 3,104,000 
feet from Oriskany sand at 1,846-63 feet. 
The Pennsylvania Natural Gas Co.’s No. 
1 Slayton in Cameron Mills, Steuben 
County, New York, was reported to have 
shown 2,000,C0O feet of gas at a total 
depth of 1,375 feet. 

In Tioga County, Pennsylvania, the 
Elkland Oil & Gas Co. returned to 
No. 1 Van Dusen, temporarily aban- 
doned at 4,440 feet, and was bailing the 
hole this week. It is expected that spud- 
ding will commence on G, K. Rogers’ No. 
1 French. The York Penn Co.’s No. 1 
Preston, in Lawrence Township, is drill- 
ing at 2,750 feet. The Mellon-Pollack 
interests are drilling below 700 feet in 
No. 1 Preston, in Lawrence Township. 
Cowanesque Gas Co. has made a loca- 
tion for No. 1 J. N. Leonard in Lawrence 
Township. 

Over west in Potter County, the new- 
est of the Pennsylvania gas fields, Mor- 
row and others’ No. 1 W. B. Cole was 
drilling below 2,700 feet. The Allegany 
Gas Co.’s No. 1 on Emporium Lumber 
Co. land was drilling at 6,266 feet, and 
was reported to have hit the top of the 
lime. J. Brooke Reed’s No. 1 Champlin 
is held up by a fishing job at 4,865 feet. 
G. K. Rogers’ No. 1 Coyle was drilling 
below 650 feet. Updegraff continues to 
make a mystery of No. 1 EB. A. Coyle and 
it is not known how deep it is, but it is 
believed to be below 4,500 feet. The Pot- 
ter Development Co.’s No, 1 John Moran, 


in Oswayo Township, near the New York 
State line, found the top of the lime at 
4,282 feet and wag drilling at 4,335 feet. 
Hungiville and others’ No. 1 Sturtevant, 
in Hebron Township, was temporarily 
shut down at 1,250 feet. The Sylvania 
Corp.’s No, 1 Phelps, in Hebron Town- 
ship, found the lime at 4,551 feet and 
drilled to 4,656 feet and shut down. G. 
K. Rogers was building rig for No. 1 
Scutt. Potter Development Co. on the 
W. H. Allen land near Roulette was 
drilling close to 5,000 feet. The Tioga 
Natural Gas Co.’s No. 1, on land of the 
Emporium National Bank in Shippen 
Township, was nearly ready to start oper- 
ations. This is a 30,000-acre lease. 


Geneva Field 


In the Geneva Field in eastern On- 
tario County, New York, the Geneva Nat- 
ural Gas Co.’s No. 1 O’Connor in Phelps 
Township, was drilling below 2,365 feet. 
Wittmer and others are below 2,020 feet 
in No. 1 Lewis Weber near Greenwood. 
Geneva Natural Gas Co. was rigging up 
No. 1 Watterman, near Greenwood, in 
Phelps Township, The Penn Natural Gas 
Co. was drilling at 3,010 feet in No. 1 
Ford and at 630 feet in No. 1 Mills, the 
latter test being near the city of Water- 
loo. 


In Steuben County the test on the 
Wentz farm, being drilled by a party of 
Steuben capitalists, was drilling at 2,163 
feet after topping lime at 2,070 feet. S. 
Sovocol has started drilling on the Louis 
Sovocol land in Rathbone Township. 
Great Northern Gas Co. was getting 


ready to start operations on a 2-acre 
lease in Phelps Township. Tools are be- 
ing moved in on Kerr & Kaufman’s No. 1 
Stanley Woodruff. 
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southern part of the field, Farrell Dri}. 
ing Co.’s No. 1 Hammett, south offset to 
Wemack Oil Co.’s well, which came jp 
as a gasser and later started producing 
some oil, is estimated good for around 
20,000,000 feet of dry gas daily. Sand 
was topped at 3,640 feet, and bottom of 
the hole is 3,650 feet in shale, It is jp 
the W. Pettit Survey and makes a short 
extension to the south for the gas pro- 
ducing area. 


Wadley and Lyon’s No. 1 Duffy, in 
the Thomas Starr Survey, eastern Upshur 
County, approximately 3 miles north of 
the same operators’ No. 1 Jones, a mys- 
tery well which cored sand, shut down 
and then had the rig moved off to the 
Duffy location, cored hard dry sand from 
3,827-3,869 feet, then drilled to 3,871 feet 
before being shut down for orders. It 
apparently marks the limit of a possible 
producing trend northeast of the Long. 
view area. No saturated sand has been 
reported in this extension test, such as 
reported to have been cored in the two 
previous tests in which the casing was 
cemented and the holes temporarily aban- 
doned. 


Cranfill and Reynolds’ No. 1 Weather- 
by in the W. J. Walter Survey, a wildcat 
in Rusk County, is standing shut down 
at 4,028 feet and will be abandoned. It 
topped the Austin chalk at 4,004 feet. 
Elevation is 357 feet. 


Gardner Brothers’ No. 1 John Leonard 
in the P. Mason Survey, a short distance 
northwest of the Van Field, Van Zandt 
County, is drilling below 6,225 feet in 
shale. The Paluxy sand, a member of the 
Trinity series, was cored, but was dry, 
hard and white. 


Shell Petroleum Corp. and others are 
still trying to make a producer out of 
their No. 1 Phillips in the Swayze Sur. 
vey of Leon County. Five and three-six- 
teenths inch casing was set at 6,142 feet. 
Cement was drilled out from 6,030-6,142 
feet, but there were no showings of oil 
or gas made on a test at this depth. 
Total depth remains 6,157 feet. This last 
test is the second for the saturated 
streaks cored during the drilling to 6,157 
feet. A former test from these streaks 
was made after perforated casing was 
set, but made only a slight showing of 
oil and gas. The top streak was then 
tested, but it also failed to produce. Since 
this last test has proved a failure the 
owners may decide to abandon. 


Van Field—Van Zandt County 

The Pure Oil Co., developer of the 
large acreage in the Van Joint Account. 
Van Field, Van Zandt County, obtained 
a Federal Court injunction from Judge 
Randolph Bryant at Sherman, on Janu- 
ary 25 against the railroad commission. 
The company formerly asked the commis- 
sion for an increase of 10,000. bbls. per 
day in production from that field, but 
the commission refused to grant such an 
increased allowable. A hearing will be 
held by Judge Bryant on February 2. 

The commission endeavored to get the 
Pure Oil Co. to purchase the desired 
amount from producers in the Hast Texas 
Field, but the company stated that the 
East Texas oil did not meet requirements 
of contracts previously made with other 
companies, and also that more East Texas 
crude could not be refined in its Smiths 
Bluff refinery than they were running at 
the present time. 

The daily allowable of the Van Field 
has been 41,500 bbls. since January 1, 
and under this daily allowable the com- 
pany had almost depleted its stocks at 
the refinery. The increased allowable, it 
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says, will not cause waste in the field, 
and the added amount is necessary to 
fill the demand made on the company 
under standing contracts made with other 
companies. A substitute crude, it was 
pointed out to the commission, was not 
possible under the exisitng contracts. The 
company’s daily allowable will be in- 
ereased to around 38,000 bbls. under this 
injunction. 

Whether operators outside of the unit 
plock will file injunctions for an in- 
crease in allowable is not known, but to 

uce the field ratably the commission 
will have to grant extra allowable to 
those companies, or possibly face other 
suits. 

The company stated that this move 
was not an effort to break proration, 
put that ratable production would be 
continued. The field has over 360 wells 
at present, and the average sand thick- 
ness, is 250 feet. 


COMPLETIONS IN EAST TEXAS 


North Gregg County 


Atlantic Oil & Production Co.’s No, 13 
Duncan, top sand 3,639 feet, initial pro- 
duction 64 bbls. through tapered tubing, 
total depth 3,703 feet. C. H. Brown and 
others’ No. 1 Johnson, top sand 3,656 
feet, initial production 40 bbls. in one- 
quarter hour through open tubing, total 
depth 3,689 feet. Byrd-Frost Oil Co.’s 
No. 4 Reppond, location abandoned. A. P. 
Carr’s No. 2 G. W. Richey, top sand 
3,518 feet, initial production ’75 bbls. per 
hour through three-quarters inch tubing 
choke, total depth 3,562 feet. Dyck Oil 
Co.’s No. 6 J. M. Christian, location aban- 
doned. Gresham and Hunter Corp.’s No. 
2 T.&P. Railroad, top sand 3,605 feet, 
initial production 80 bbls. per hour 
through three-quarters inch tubing choke, 
total depth 3,621 feet. 


Humble Oil & Refining Co.’s No. 12-X 
A. Carter, top sand 660 feet, flowed 70 
bbls. then went dead, temporarily aban- 
doned, total depth 709 feet ; No. 18 W. R. 
Hughes, top sand 3,654 feet, initial pro- 
duction 83 bbls. per hour through three- 
quarters inch tubing choke, total depth 
3,679 feet; No. 18 W. R. Hughes, top 
sand 3,654 feet, initial production 83 bbls. 
per hour through three-quarters inch tub- 
ing choke, total depth 3,679 feet. Ray 
Drilling Co. and others’ No. 4 Tubbs, top 
sand 3,626 feet, initial production 40 
bbls. in 10 hours’ pumping, total depth 
3,635 feet. Rhoads Drilling Co.’s No. 1-D 
Christian, top sand 3,625 feet, initial 
production 38 bbls. in one-quarter hour 
through open tubing, total depth 3,660 
feet. Simms and Russ’ No. 11 J. J. Fle- 
wellen, top sand 3,630 feet, initial pro- 
duction 25 bbls. in one-quarter hour 
— open tubing, total depth 3,640 
eet. 


Sun Oil Co.’s No. 4 D. G. Sparks, top 
sand 3,630 feet, initial production 23 bbls. 
per hour through tapered tubing, total 
depth 3,660 feet. The Texas Company’s 
No. 14 T. W. Lee, top sand 3,553 feet, 
initial production 35 bbls. in one-quarter 
hour through open tubing, total depth 
3,563 feet; No. 7 Woods, top sand 3,564 
feet, initial production 31 bbls. in 18 
minutes through 1-inch tubing choke, 
total depth 3,595 feet. W. C. Turnbow’s 
No. 2 McKinley, location abandoned. 


South Gregg County 


Arkansas Drilling Co.’s No. 3 H. Ad- 
kins, top sand 3,623 feet, initial produc- 
tion 75 bbls. per hour through three- 
quarters inch tubing choke, total depth 
3,631 feet. Bass and Dillard’s No. 2-A 
8. Carr, top sand 3,469 feet, initial pro- 
duction 65 bbls. per hour through three- 
quarters inch tubing choke, total depth 
3,494 feet. D. F. Buffington’s No. 1 8. L. 
Dansby, top sand 3,734 feet, no gauge, 
total depth 3,734 feet. Elzy Drilling Co. 
and Morgan’s No. 2 McNeely, top sand 
3,736 feet, dry and abandoned, total depth 
3,738 feet. Gulf Production Co.’s No. 8 
T. C. Reeves, top sand 3,522 feet, in- 
itial production 77 bbls. per hour through 
three-quarters inch tubing choke, total 
depth 3,537 feet. 


Humble Oil & Refining Co.’s No. 11 
J. A. Knowles, top sand 3,559 feet, in- 





itial production 84 bbls. per hour through 
three-quarters inch tubing choke, total 
depth 3,625 feet. Magnolia Petroleum 


Co.’s No. 8 N. Radford, top sand 3,621 . 


feet, initial production 144 bbls. per hour 
through open tubing, total depth 3,631 
feet. Quad Corp.’s No. 4B F. Duncan, 
top sand 3,570 feet, initial production 80 
bbls. per hour through three-quarters inch 
tubing choke, total depth 3,580 feet. 


Rhoades Drilling Co.’s No. 3 Sabine 
River, top sand 3,470 feet, initial pro- 
duction 30 bbls. in one-half hour through 
open tubing, total depth 3,557 feet. Sin- 
clair Prairie Oil Co.’s No. 28-B A. A. 
King, top sand 3,485 feet, initial produc- 
tion 30 bbls. in 10 minutes through open 
tubing, total depth 3,515 feet; No. 29-B 
A. A. King, top sand 3,461 feet, initial 
production 25 bbls. in 10 minutes through 
open tubing, total depth 3,500 feet. Sun 
Oil Co.’s No. 19 M. T. Cole, top sand 
3,518 feet, initial production 46 bbls. per 
hour through tapered tubing, total depth 
3,550 feet; No. 1 A. G. Morton, top sand 
3,467 feet, initial production 50 bbls. per 
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hour through open tubing, total depth 3,- 
495 feet. 
North Rusk County 

Humble Oil & Refining Co.’s No. 27-B 
S. S. Laird, top sand 3,575 feet, initial 
production 69 bbls. per hour through 
three-quarters inch tubing choke, total 
depth 8,637 feet; No. 4 J. J. Pitner, top 
sand 3,685 feet, initial production 65 
bbls. per hour through open tubing, total 
depth 3,749 feet. McMahon’s No. 4 Wills, 
top sand 3,644 feet, initial production 20 
bbls. in one-half hour through open tub- 
ing, total depth 3,648 feet. 


South Rusk County 

Bodine and others’ No. 1 G. W. Cooper, 
drill stem test from 3,500-3,642 feet, 150 
feet of mud, slight show of gas in 25 
minutes, top Georgetown lime 3,636 feet, 
dry and abandoned, total depth 3,642 feet, 
Juan Ximenes Survey. Gulf Production 
Co.’s No. 7 W. L. Murphy, top sand 3,- 
692 feet, initial production 100 bbls. per 
hour through three-quarters inch tubing 
choke, total depth 3,709 feet. Humble Oil 


East Central Texas Wildcats 


Week Ending January 30 


ANDERSON COUNTY 


Company, well, farm name, section and block— 


Remarks: 


Barclay et al’s No. 1 J. C. Beard, 150 ft. out of most 


westerly NE cor. of 178-ac. lease, J. 


Tere eee eee eee ee eee eee ee ee ee 


Sur. 
Cc. R. Wilmuth et al’s No. 


edbcdéeoces 8.D. 
1 N. B. Watson, 


Trimmer 
1,518 ft. 
600 ft. 


from W line and 4,850 ft. from N of §S line of sur- 


vey in S% of 129-ac. tract, M. Main Sur. 


ose cccewe es T.b. 


1,638 ft. 


ANGELINA COUNTY 
Crosbie et al’s No. 1 John C. Davis, 150 ft. from N of 


center of tract and survey, John H. Graham 8ur. .. 


--8.D. 645 ft. 


W. J. Chandler’s No. 1 L. J. Dearman, 350 ft. from § 


and W lines of 20-ac. tract. J T. Peavy Sur. ..-... 
H. C. Jennings et al’s No. 1 Colmorgan, 150 ft. from 


--S.D. 1,680 ft. 


N line and 1,300 ft. from E line of 200-ac. tract, 4 


miles N of Lufkin, J. Messingill Sur. ..... 


oebcedvecese Location. 


BOWIE CUUNTY 
Roy Anderson’s No. 1 Dyk.a, 2 miles W of Texarkana, 


M. Dykes Sur. 


Coring 3,050 ft. 


Tom Bell et al’s No. 1 C.-M. Moss, 1,800 ft. from N 
line and 2,160 ft. from W line of 465-ac. tract and 


survey, O. D. Walton Sur. 


ccccccsccce 8.D. 1,800 ft. 


CHEROKEE COUNTY 


Barkley Tate et al’s No. 1 H. E. Neal, 


Hooper et al’s No. 


330 ft. from 
N and W lines of tract, J. M. Prosella Sur. 
1 Doctor Overton, 330 ft. 


ezecocrces Derrick. 
from N 


and E lines of tract and 330 ft. out of most east- 


erly NE cor. of survey, Wesley Dikes Sur. 


cor eecccee T.D. 3,656 ft. 


Ll. J. Hopcroft et al’s No. 1 J. R. Taylor, 2,600 ft. from 
E line and 2,000 ft. from 8 line of survey, G. M 


Doherty Sur. ... 
Loring Oil Co.'s No. 1 F. M. Swearingen, 
S and E hines of 68-ac. tract, 2,800 ft. 


Sc ewdeg yh. Aaueniiae: 
330 ft. from 
from W line 


and 330 ft. from S line of survey, 
Sur., 1 mile SW of Maydelle 
Mid-Tex Oil Co.’s No. 1 A. Pace (formerly Clopton), 288 
ft. from N line and 330 ft. from most northerly 
E line of 40-ac, lease, Wesley Dikes Sur. 


Oliver Lund 


eee e weer weee 


Wilson & Stubbs’ No. 1 L. Robert, 450 ft. from S and 
160 ft. from W line of lease, J. B. Wolfin Sur. ...... 
. DELTA COUNTY 
Commerce Oil Co.’s No. 1 Ablowich, 150 ft. from S line 
and 776 ft. from W line of H. D. Jewett 62-ac. 
tonet, TE. CRG Bir. ccc cccces - ccnsc0sd s0nbnnte seen 
ELLIS COUNTY 
pe ee Se rn ee 
Armstrong Bros.’ No, 1 John Lee Winn, 1,650 ft. from E 
and 150 ft. from S of Orland, Orlo Wheeler Sur. .... 
George Beasley’s No. 1 Francis Borck, 850 ft. from SW 
line and 350 ft. from 8S and E lines of tract and 
CURIE, BE. EO GB o.oo cr bccrveccecescésceses skeeeee 
Clark Brooks’ No. 1 Anderson, SE cor. of 3,900-ac. tract, 
10 miles SW of Waxachachie, E. C. Branch Sur. .... 
Paris Oil Co.'s No. 1 O. 8. Bain, 1,500 ft. from S line 
and 300 ft. from W line of 60-ac. lease, R. M. 
ET EE. opis adams <KiSH wena eo maesetee he ae 4 
Lauther Kenn et al’s No. 1 Steren, center of survey, 
3 miles SW of Ladonia, John Wills Sur. 
FRANKLIN COUNTY 
Whiteoak Oil Co.’s No. 1 O. C. Clanton, 750 ft. from 
S line of survey and 150 ft. from W line of survey, 
8. McCreary Sur. 


FREESTONE COUNTY 
Ctyde Creighton’s No. 1 Holley Bros., 854 ft. from W 
line and center of N and S lines of lease, A.B.M. 
Sur. 


GREGG COUNTY 
Bay Oil Corp.’s No. 5 J. M. Wheeler, 150 ft. due N of 
Pelphrey Bros.’ No. 1 Wheeler, D. Ferguson Sur. .... 
Burke Royalty Co.’s No. 1 Carr, center of 200-ac. tract 
GU DOU, Een. BEUUIENEE WE oc cccccccccesccccessacts 
Byrd-Frost Oil Co.’s No. 3 J. J. Reppond, 330 ft. from 
S and BE lines of 50-ac. lease, D. Sanches Sur. ...... 
A. P. Carr’s No. 3 Richey, 150 ft. from E line of lease 
and N offset to Marine’s No. 1 Richey, William 
Ce tants se cakes 00 240 shane ooo bbe ee abo 
Daniels & Sheppard’s No. 1 W. P. Crews, N offset to 
Boggett & Bayer’s No. 1 Herions of Jerico, J. W. 
Bradshaw Sur. 
J. B. Davant’s No. 2 R. H. Rowland, 300 ft. S and 
50 ft. W of Magnolia’s No. 2 R. H. Rowland, M. V. 
Winkle Sur. 
Joe Edgar et al’s No. 2 Stinchcomb, 79 ft. N and 36.4 
ft. W of most northerly SW cor. of Stanolind’s 
Mey WR Tis. Se GUS. vn Seven ctcccesscaseccucs 
&. & F. Oil Co.’s No. 2 M. Jackson, 330 ft. from 8S line 
and center of E and W lines of 16.66-ac. lease, G. 
Po, ST bas Sieben eotardachs +d aetbowetbas teneess 
Faith Oil Co.’s No. 4 J. C. Barrett, B. W. Witcher Sur. .. 
Lewis Godlin’s No. 1 E. L. Walker, 330 ft. N of road, 
330 ft. from E line of 80.2-ac. tract, M. Dillard Sur.... 
P. L. Hoffman's No. 3 Phillips, 330 ft. from W line 
— center of N and § lines of lease, D. Ferguson 
r. 


(Continued on Page 33) 


ee eT Ty Tee Teer Fishing for drill pipe; T.D. 4,961 ft. 


Waiting on cmt. to set; T.D. 3,- 
665 ft. 


Prepare to deepen; T.D. 3,600 ft. 


8.D. 3,813 ft. 
S.D. 300 ft. 


S.D. 1,436 ft. . 


8.D. 1,050 ft. 
S.D. 9865 ft. 


Drig. 350 ft. 
Derrick, 


S.D. 3,669 ft. 


Derrick. 
Waiting on cmt. to set 3,455 ft. 


Drig. 2,470 ft. 

Drig. 1,660 ft. 

Drig. 3,030 ft. 
Testing; T.D. 3,563 ft. 
Moving in. 

Derrick. 

Rig up and S.D. 


Derrick. 


Rig up. 
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& Refining Co.’s No. 10-B Blackwell, top 
sand 3,644 feet, initial production 37 bbls. 
in one-half hour through three-quarters 
inch tubing choke, total depth 3,659 feet ; 
No, 8B Ida Holt, top sand 3,710 feet, 
initial production 72 bbls. per hour 
through three-quarters inch tubing choke, 
total depth 3,746 feet; No. 5 BE. W. 
Naulls, top sand ‘3,586 feet, initial pro- 
duction 40 bbls. per hour through 2-inch 
tubing choke, total depth 3,695 feet; No. 
1-B Mary Smith, top sand 3,538 feet, ini- 
tial production 42 bbls. per hour through 
three-quarters inch tubing choke, total 
depth 3,758 feet; No. 9 A. L. Walker, 
top sand 3,651 feet, initial production 44 
bbls. in one-half hour through three-quar- 
ters inch tubing choke, total depth 3,- 
669 feet; No. 15 J. H. Wooley, top sand 
8,653 feet, initial production 44 bbls. in 
one-half hour through three-quarters inch 
tubing choke, total depth 3,673 feet; No. 
17 J. H. Wooley, top sand 3,671 feet, ini- 
tial production 42 bbls. in one-half hour 
through three-quarters inch tubing choke, 
total depth 3,691 feet. R. J. and M. H. 
MeMurray’s No. 5 A. D. Blackwell, top 
sand 3,667 feet, initial production 110 
bbls. per hour through 2-inch tubing 
choke, total depth 3,692 feet. J. E. Ma- 
bee’s No. 5 W. P. Brett, top sand 3,678 
feet, initial production 100 bbls. in 40 
minutes through 2%-inch open tubing, 
total depth 3,694 feet. 

Mid-Kansas Oil & Gas Co.’s No. 6 
Clay heirs, top sand 3,564 feet, initial pro- 
duction 40 bbls. per hour on 2-inch lead, 
total depth 3,668 feet; No. 49 M. M. 
Cross, top sand 3,614 feet, initial pro- 
duction, 64 bbls. per hour on 2-inch lead, 
total depth 3,662 feet; No. 9 Kangerga, 
top sand 3,660 feet, initial production 
98 bbls. per hour on 2-inch lead, total 
depth 3,665 feet. Stanolind Oil & Gas 
Co.’s No. 1 Bettie Coleman, top sand 
3,597 feet, initial production 30 bbls. in 
1 hour and 25 minutes through three- 
quarters inch tubing choke, total depth 
3,652 feet. Grady Vaughan’s No. 4 
Thrash, top sand 3,799 feet, initial pro- 
duction 160 bbls. per hour through 2%- 
inch open tubing, total depth 3,822 feet. 

Ward Oil Co.’s No. 14 Thrash, top 
sand 3,775 feet, initial production 85 
bbls. per hour through 2-inch tubing 
choke, total depth 3.800 feet. 


Smith County 

McCullough’s No. 2 Church, top sand 
3,823 feet, initial production 75 bbls. per 
hour through open 2-inch tubing choke, 
total depth 3,825 feet. Sun Oil Co.’s No. 
1 J. P. Seale, top sand 3,745 feet, drill 
stem test at 3,752 feet, 2,500 feet of salt 
water, abandoned, total depth 3,752 feet, 
Juan Vargus Survey. The Texas Com- 
pany’s No. 10-A Jarvis, top sand 3,611 
feet, initial production 60 bbls. per hour 
through open 2-inch tubing, total depth 
3,626 feet. Iowa-Payne Oil Co.’s No. 3 
Wilson, top sand 3,740 feet, initial pro- 
duction 200 bbls. per hour through 2-inch 
tubing, total depth 3,744 feet. 


Upshur County 

Humble Oil & Refining Co.’s No. 19 
J. K. Edwards, top sand 3,635 feet, in- 
itial production 57 bbls. per hour through 
three-quarters inch tubing choke, total 
depth 3,657 feet; No. 18 I. D. Smith, top 
sand 3,635 feet, initial production 62 
bbls. per hour through three-quarters inch 
tubing choke, total depth 3,660 feet; No. 
6 J. M. Smith, top sand 3,650 feet, in- 
itial production 62 bbls. per hour through 
three-quarters inch tubing choke, total 
depth 3,676 feet. 


WILDCAT COMPLETIONS 
Henderson County 
B. L. Green and others’ No. 1 M. H. 
Gussett, top Woodbine sand 3,267 feet, 
red beds 3,597-3,652 feet, dry and aban- 
doned, total depth 3,760 feet, L. D. Stover 
Survey. 
Van Zandt County 
Killum and Chisum’s No. 1 N. E. 
Clark, top Pecan Gap 1,650 feet, base 
1,850 feet, top Austin chalk 2,550 feet. 
base 2,850 feet, dry and abandoned, total 
depth 3,036 feet. 


Wood County 


Taleo Oil Co.’s No. 1 Ross, dry and 
abandoned, total depth 3,828 feet, F. L. 
Smith Survey. 
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FORT WORTH, Tex., Jan. 31.— 
Landreth Production Co.’s test in Section 
15, Block 43, Township 1n, T.&P. Sur- 
vey, northern Ector County, continues 
drilling in an effort to pick up greater 
saturation in the lime but so far has not 
registered an increase in oil below 4,320- 
29 feet. However, it is not showing any 
water, and is down to 4,500 feet. Pay 
in the test was topped at 4,305 feet. It 
swabbed 40 bbls. in 12 hours from this 
streak of saturated lime, but this would 
make only a small well even if put on the 
pump, and with such a depth, and drill- 
ing in this lime area being comparably 
costly, it is hoped that a much better 
well will be made than shown on the 
first swabbing test. 

Harrison, Turner and others shot their 
No. 1 Addis in Section 35, Block 43, 
Township 2s, T.&P. Survey, with 200 
quarts, from 3,873-3,927 feet, the well 
making 27 bbls. per hour for the first 
14 hours after the shot. Total depth of 
the hole is 4,050 feet. This well opened 
the third pool for the county about five 
weeks ago, but as drilling deeper appar- 
ently did not increase production a shot 
was resorted to. 


Croekett County 

Stanolind Oil & Gas Co. and others’ 
Ordovician test in Section 67, Block UV, 
G.C.&8.F. Survey, Crockett County, is 
standing shut down, but preparing to 
deepen from 7,735 feet where it swabbed 
dry on a test. 

Continental Oil Co.’s No. 1-A Todd, 
shallow test in Section 23, Block WX, 
northwest of the Stanolind test, is fish- 
ing for tools at 1,875 feet in lime. It 
missed the pay found in the same com- 
pany’s shallow test in Section 26. The 
Texas Pipe Line Co. ig connected to this 
well, which is producing from pay topped 
at 1,542 feet. Total depth is 1,545 feet. 

The Stanolind Oil & Gas Co. is drill- 
ing a shallow test in Section 28, Block 
WX, to the north of the deep test in 
order to validate leases on the 4,000-acre 
= block. It is drilling below 550 


Schleicher County 

Phillips Petroleum Co. and Wesner’s 
No. 1 Nicks in Section 77, Block LL, 
T.C.R.R. Survey, Schleicher County, is 
drilling below 5,940 feet, and BHastland 
Oil Co. and others’ No. 1 Tisdale in 
Block M, G.H.&8.A. Survey, same coun- 
ty, is fishing two strings of tools prepara- 
tory to drilling this interesting test 
deeper. 

Howard-Glasscock Area 

The Railroad Commission has divided 
the Lioward-Glasscock producing area into 
two sectiong as requested by operators 
some time ago. The division of the field 
is along the east line of Sections 132, 
133 and 160, Block 29, W.&N.W. Sur- 
vey, and divides the field into the east 
and west portions. 

On the west side “one-third of such 
remainder of the daily allowable of the 
west area shall be divided equally among 
all of the producing units and fractions 
of units in said area, but fractional units 
shall share ratably with full units. The 
other two-thirds of the remainder of the 
daily allowable production of the west 
area, after deducting all marginal well 
allowables, shall be distributed to the 
operators there in accordance to the ratio 
of the daily potential production of the 
w lls of each operator to the total daily 
¥ ‘ential production of all wells in the 
> st area.” 

Om the east side of the field, “each 
operator shall be entitled to produce daily 
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the results obtained by multiplying such 
remainder of the daily allowable produc- 
tion by a fraction whose numerator is 
the total daily potential production of all 
of his wells and whose denominator is 
the daily potential production of all the 
wells in said east area.” 

Each well in the area is to be given 
a marginal well allowance, whether it is 
a marginal well or not. The balance oi 
the top allowable is to be prorated on 
the basis of the ratio each side bears 
to the total potential of the field. 

This change was made after some of 
the operators who hold leases on the east 
side of the field alleged that under the 
old plan, most of the allowable above 
the marginal well limit was going to the 
wells on the west side of the field, as 
the potential is increasing on that side 
of the field, while on the east side it 
is declining. 

The new allowable is 14,000 bbls. The 
new order goes into effect February 1. 

There were nine completions in West 
Texas; four in Ward County, two in Up- 
ton County, one in Loving County, one 
in Jones County, and one, an Ordovician 
test, in Fisher County. 


WICHITA FALLS AND PANHANDLE 


Madden & Hunt’s No. 20 Richardsor, 
2,000 feet northeast of the Swastika Field 
in Archer County, is drilling to test the 
top of the Canyon series, and will go te 
2,300 feet, after failing to pick up pro- 
duction expected in the regular 1,200-foot 
sand in this area. The Gunsight lime 
was topped at 1,247-55 feet. Elevation 
is 1,196 feet. 

W. B. Hamilton and others’ No. 1 C. 
E. Graham wildcat, north of Anarene 
townsite in south central Archer Coun- 
ty, failed to make a Canyon producer and 
abandoned at total depth of 2,275 feet. 


Petroleum Producers and others also 
abandoned their Canyon series test on 
the Wilson farm in north Archer Coun- 
ty. Total depth is 2,365 feet. Elevation 
is 1,000 feet. Gunsight lime was topped 
at 1,438-40 feet. 

Jarrett Oil Corp.’s No. 1 Scaling was 
abandoned at a total depth of 3,502 feet, 
another interesting test for Archer Coun- 
ty. Dry sand was logged from 3,278-92 
feet. 

The Texas Company's No. 1 Morrison, 
in the T.E.&L. Survey No. 1,580, marks 
a 3,000-foot extension to the Darilek 
Pool in southern Archer County. It logged 
sandy shale from 1,326-36 feet, broken 
sand from 1,336-38 feet and oil sand from 
1,338-40 feet. It is estimated good for 
around 100 bbls. The pool is now 2,20 
feet in width from north to south. 

H. H. Adams and others of Fort 
Worth are drilling a 4,200-foot cable tool 
test in Section 349, G. W. Denton Sur- 
vey, offsetting a dry hole drilled to 3.- 
590 feet, and 4 miles northwest of the 
Hornbeck and others’ No. 1 Johnson pro- 
ducer in Section 146, G.H.&H. Survey, 
Callahan County. That well flowed 2 
bbls. of 52 gravity oil per day when 
first completed. It is now being worked 
over. Total depth is 4,192 feet after 
plugging back. The pay was topped at 
4,185 feet. 

The Texas Pipe Line Co. is removing 
21 miles of 4-inch line which formerly 
served the Blucher Pool in Cooke Coun- 
ty. The line connected the company’s 
Healdton, Okla., system, but has been 
idle for about eight months. 


Cottle County Abandonment 
Darby Petroleum Co. and Merry Broth- 
ers & Perrini have abandoned their in- 


teresting deep test on the 8S. M. Swenson 
ranch in Section 40, Block B, John H. 





Wildcat Operations in West Texas 


Week Ending Jauuary 30 
BREWSTER COUNTY 


Company, well, farm name, section and block— 


Brewster Oil Co.'s No. 1 fee, 2,640 ft. S and 2,598 ft. E 


of NW cor., Sec. 45, Blk. G-15, G.C.48.F. 


E. L. Chapman’s No. 1 Skinner, C SW SE Sec. 100, Bik. 


2, G.C.48.F. Sur. 
Joiner’s No. 1 McIntire, 853 ft. 
from E, Sec. 31, Bik. 352, W. 


from § and 2,390 ft. 
J. Mitchell Sur. 


Trans-Pecos Oil & Gas Co.’s No. 1 Jones, 930 ft. from N 


and 2,500 ft. from E of Sec, 13, 
8.F. Sur. 


Van McPhail’'s No. 1 McIntyre, SE cor. 


352, 7 miles south Alpine ...... ........ 


Beasley et al’s No. i Waring Zstate, 400 ft. from N and 


Remarks: 
GM wepe ce 8.D. 1,935 ft. 
000 G0a9eenes 8.D. 1,302 ft. 
cneses S.D. 500 ft. 

Bik, G-15, G.C.& 

er recoce-+s 8.D. 2,900 ft. 
Sec, 59, Bik, 

PP Seg: ES 8.D. 1,750 ft. 
CONCHO COUNTY 

cane ee «Me T.D. 2,586 ft.; pumping 5 bbis. oi! 


E, Sec. 163, T.&N.O. Sur, 


Simmons et al’s 


per day and some water. 


No. 1 Schultz, 150 ft. from W and 


center N and 8S of E half of J. Weber Sur., Abst. 154.8.D. 1,500 ft. 
CROCEETT COUNTY 


Chambers et al’s No. 1 Hoover, 1,650 ft. N and 330 ft. 


from E, Sec. 1, Bik. FF, B.&B. Sur. 


eee 


eeeerswerese 8.D. 2,100 ft. 


Continental Oil Co.’s No. 1 Todd, 660 tt. from 8 and E 
of Sec. 2 


3, Blk. WX, G.C.&8.F. 


eeeeee 


eoeeesecese: 8.D. 1,690 ft. 


Sur. 
Cn Oil Co.’s No. 1 Todd, 1,640 ft, from Z and 


660 ft. from B, Sec. 


Continental Oil Co.’s No. 1-B Todd, 
E, Sec. 31, Blk. WX 


26, Blk. WX, G.C.&8.F. 


eee ee eee eee ee ee eee 


Sur. ....Top pay 1.646 ft.; T.D. 1,548 ft.: 
pumped 22 bbis. oil on a 4-hr. 
pumping test. 


660 ft. from N and 
Ce ccesecrees Spudded. 


Doleman & Moore’s No, 1 Ferner, 2,135 ft. from one and 


1,486 ft. from E of Sec. 36, Bik. 2, L&G.N. 
Stanolind Oi] & Gas Co. et al’s No. 1 Todd, 
and 1,320 ft. from E. Sec. 67. 


from N 
G.C.&8.F. Sur. 


creed Spudded and &8 PD 
i506 ft. 
Bik. UV. 
T.D. 1,735 ft.; 
oil. 


testing; showing no 


Stanolind O. & G. Co.'s No. 2 Todd, 660 ft. from N and 
W, wx 


Sec. 28, Blk. 


Terre ree eee eee eee ee 


eee ceecons Location. 


The Texas Company's No. 1 B. KB. Ingham, 330 ft. from 


8 and 2,330 ft. from E line, Sec. 36%, L&G.N. any 


- T.D. 2,071 ft. 


J. D. Young Co.’s No. 1 Shannon, 330 ft. from N and W 


Sec, 36, Blk. 1, G.C.48.F. Sur. 


ee 


-Drig. 2,252 ft. 


CULBERSON COUNTY 


Harris & Haun’s No. 1 fee .........2c0eenes 


er tmecmee cece S.D. 2,67@ ft. 


Milton-Dorsey’s No. 1 Biggs, 4,181 ft. from N and 150 ft. 


from E, Sec. 2, Bik. 112, P.S.L. Sur. 


- Location. 


co 
J. M. Cooper et al’s No. 1 Cowden, — ft. from 8 and 
T.&P. 


W, Sec. 16, Bik. 43, Twp. 2s. 





wen eeens< Location. 


Sur. 
(Continued on Page 34) 
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Stevens Survey, Cottle County. Tota] 
depth is 4,740 feet in granite. Salt wa. 
ter was encountered at 4,719 feet, fij]- 
ing the hole with 800 feet of water. This 
test is on a large structure and has bee 
one of the most interesting in this section, 

Joe Murphy and others’ No. 1 FE. fF. 
Watkins test, in Section 13, Block M-21, 
1 mile northeast of the Borger Field, 
Hutchinson County, is drilling with 2,000 
feet of oil in the hole after topping the 
pay at 2,943-48 feet. It swabbed 21 bbls. 
of oil in two hours during the past week 
and is showing for an extension well to 
this pool. Blevation is 3,026 feet. 


COMPLETIONS IN WEST TEXAS 
DISTRICT 


Fisher County 
Cranfill & Reynolds’ No. 1 George, to- 
tal depth 6,494 feet, plugged back to 6- 
O78 feet, shot with 500 quarts 5,840- 
6,060 feet, oil show 3,087-3,105 feet and 
6,054-58 feet, dry and abandoned. 


Jones County 
Croft’s No. 2 Swann, top pay 2,508 
feet, initial production 51 bbls. swabbing, 
treated with acid which raised production 
from 10 to 51 bbls., total depth 2,547 
feet. 


Loving County 
Goldman-McKagne’s No. 1 Allen, top 
sand 885 feet, top pay 4,375 feet, initial 
production 30 bbls., shot with 200 quarts 
4,327-80 feet, total depth 4,380 feet. 


Upton County 

Texas Pacific Coal & Oil Co.’s No. 2- 
C Lane, top pay 2,230-40 feet, initial 
production 220 bblis., total depth 2,299 
feet. White and others’ No. 1 Lane, top 
salt 782 feet, total depth 2,355 feet, 
plugged back to 2,333 feet, shot with 100 
quarts 2,300-30 feet, initial production 
10 bbls. oil and water per day. 


Ward County 


Gulf Production Co.’s No. 25 O’Brien, 
top salt 1,400 feet, top pay 2,590 feet, 
initial production 189 bbis., total depth 
2,756 feet. Rixford-Fuglarr’s No. 1 Lan- 
don, top salt 830 feet, top pay 2,230 
feet, initial production 9 bbls., total 
depth 2,291 feet. Zock and others’ No. 1 
Brillhart, top salt 1,144 feet, top pay 2- 
469 feet, initial production 25 bbls., total 
depth 2,512 feet. R. F. Owens’ No. 1 
Lee, dry and abandoned, total depth 2, 
720 feet. 


COMPLETIONS IN PANHANDLE 
DISTRICT 


Collingsworth County 
Cochran Brothers’ No. 1 Atkinson, 
abandoned, total depth 300 feet. 


Gray County 
R. H. Locke’s No. 1 McKnight, 
tion abandoned. 


Hutchinson County 
H. Steckol’s No. 2 Whittenburg, top 
pay 3,000-05 feet and 3,010-30 feet, ini- 
tial production 200 bbls. on swab, total 
depth 3,035 feet. 


Moore County 
Shamrock Oil & Gas Co.’s No. 2 Brun- 
ley, top pay 3,470 feet, and 3,555 feet, 
shot with 297 quarts 3,470-3,555 feet, 
initial production 318 bbls. first 24 hours 
on swab, total depth 3,555 feet. 


Oldham County 


Amalgamated German-American 0! 
Co.’s No. 1 Nerton, abandoned location. 
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East Central Texas Wildcats 
(Continued from Page 31) 


No. 1 l D. Crim, 330 ft, from N line 
BM. Jonet of B and W lines of 10-ac. tract, M. 


v. wanes DEF. cccccccccccccees ceccesccesss+ Waiting on standard rig 3,650 ft. 
Lacy’s No. 2 fee, center of 1-20. “tract, M. 
Winkle Sur, +. -seeceececeeeseeeseneseasesscesesccee Location 
J Mu. Lapin’s No. 1 fee, 437 ft. 8 and "924 tt. B of NE 
*“cor. of Humble’s Knowles lease in 1.09-ac. tract, 
M. V. Winkle WR. . aniocls ChE des 502 545 t5% odd cece -Running tubing; T.D. 3,582 ft. 
Jack T. Life’s No. 1 B. Moore, “center “of "1. 78-ac. lease, 
D. Moore Sur. . Se th 0 chee cé cess ENO 
Lion Oil & Refining “Co's No. 2 Evans, ‘sg offset to Sin- 
clair Prairie’s No. 10 Williams, P. McAnnelly Sur. . . Derrick. 
Magpolis Petroleum Co.’s No. 3 J. H. Beavers, 318 
from N line and 272 ft. from E line of lease, 
. R. Raine Sur. ....-cccccececsesescceccssvess -+++Location. 
Magnolia Petroleum Co.'s No. 4 C. Jones, 330 ft. from 
N and W lines of lease, G. W. Hooper Sur. . -Location. 
ji. Massie et al’s No. 6 Molly Finn, 660 ft. N of "No. 4 
‘and center of E and w lines of lease, H. Edwards 7 
7. essesee oe ° erro) g up. 
. et al’s No. 2 “ o. Sheppard, “offset to. Showers 
& Moncrief’s No. 1 Sheppard, G. R. Rains Sur. ....Drig. 2,916 ft. 
J.C. Means’ No. 4 W. D. Luce, SW enapes ve oe Star’s 
No. 3-G, BE. L. Walker Sur. ......seeeeceeesecess -+-Rig up. 
Midfield Oil Co.’s No. 2 Sample, 300 te S of Bast 
Texas’ No. 1 Sample, W. P. Chisum Sur. ..........- Drig. 1,401 ft. 
Jew Miller's No. 1 Andrews, 235 ft. * and 188 ft. N 
of Shell’s J. A. Knowles’ No. 2, W. Hyde Sur. ....Spudded. 
Mullendore & Berry’s No. 2 Barnswell, Ni offset to No. 
1 Bramley, P. McAnnelly Sur. ......++--++eeseeess «-Drig. 2,300 ft. 
Co.’s No. 2 J. A. Knowles, 200 ft. 
N of No. 1, M. V. Winkle Sur. .......... .. Waiting on cmt. to set 3,456 ft. 
B. F. Phillips et al’s No. 1 Church Lot, center. of 5- 
ac. lease, D. Sanches Sur. .......---eses-seeesrececs Drig. 3,300 ft. 
Oil Co.’s No. 2 Ra 5 378 ft. from N line and 
ft. from W line of a W. Witcher Sur. ..Rig up. 


3 
Ray BR. Co.’s No. 56 L. H. Tubbs, - ft. from E 

line of lease, D. Sanches Sur. .......+++--++--s+ee8 --Coring 3,557 ft. 
Rowan et al’s No. 1 D. Beall, 8,910 tt. ‘3p of W line 

and 6,040 ft. S of N line of survey, M. V. Winkle 

Bur. anccevscccccevess 
Stroube & Stroube’s No. 3. z. "R. Bealle, 185 ft. “trom 

E line —- 705 iy S of No. 2, M. V. Winkle Sur. ....Waiting on cmt. to set. 


om On Ga t>. A. G. North, 318 ft. from W line 
sn ft. from No. 1, 8. Baggett Sur. ....Drig. 2,050 ft. 
L g et al’s No. 1 B. Robinson, 150 ft. 


from N and W lines of 68-ac. lease (old Atlantic & 


Pacific lease), 8S. S. Davis Sur. ..........++++++++++.-Swabbed dry; fishing for liner; 
T.D. 3,511 ft. 
Ww. C. Turnbow’s No. 2 McKinley, 125 ft. N and 420 
ft. E of NE cor. of —. Lee’s Harley _— D. 
Sanches Sur. ...... . Derrick. 
Universal Oil & Gas Co.'s ‘No. 2 ‘Adkins, "160 “tt ‘8 of 
No. 1, D. Daimwood Sur. .......+saceeeccsensceeees® .-8.D. 3,670 ft. 
Y Oll Co.’s No. 2 A. M. ‘Kinsel, “330 tt. ‘from E line 
and center of N and 8 lines of lease, H. Kirk Sur. ..Testing; T.D. 3,661 ft. 
HENDERSON COUNTY 
Brownsboro Oil Co.’s No. 1 J. T. Debman, center of 
N 40 acres of Debman 80-ac. tract, J. N. Salvin 
BOP. occ ve cs cccsSwemmsSessbersansscbccsdesscecessece Rig up. 
Dr. J. T. Kennon et al’s No. 1 Rowe & Baker, 1,320 ft. 
from N line and 160 ft. from W line of survey and 
tract, Josiah T. Childress Sur. .......-+seesseeeeeree 8.D. 920 ft 
H. H. Meyer’s No, 1 M. B. Olson, 2 miles” s of Browns- 
boro tract in NW cor. of survey, George Wilson 
Gar. .ccoscec. cccheasebe Soe ceePkeedbbnerdiccessetes 8.D. 3,748 ft 
HILL COUNTY 
T. J. Spikes’ No. 1 M. H. Davis, 160 ft. from S and E 
lines of 65-ac, tract, H. R. Alexander Sur. ......--. 8.D. 1,628 ft 
HOPKINS COUNTY 
Burgess and Sinson’s No. 1 First Natl. Bank, 470 ft. N 
and W of SE cor. D. Buie Sur., but located in the 
H.E.P.@P.R.R, Bur. .....-06+- see Tee owh che taine ot 8.D. 2,100 ft. 
HUNT COUNTY 
A. Kelsey et al’s No. 1 W. R. Berry, 450 ft. from 8 
line and 300 ft. from E line of 139-ac. tract, J. 
Roads Sur. ....+.+++ Ketebsoacens® ee - Location. 
KAUFMAN COUNTY 
Bisy-Bentley-Brewer et al’s No. 1 J. B. Hunter, 300 ft. 
from 8 line and 160 ft. from SE line of 5600-ac. 
tract, 4 miles 8 of Terrell, R. Sowell Sur. .......... Derrick. 
LAMAR COUNTY 
Doyle and Jondeau’s No. 1 Martin, 990 ft. from N 
line and 330 ft. from B line of tract, Joseph Deck 
BBP. wccccccccccs cammhes db oebecahsebethdeeeeces -«+-Rig up; T.D. 2.446 ft. 
N COUNTY 
Alladay et al’s No. 1 W. R. Thompson, 330 ft. from N 
line of survey and 330 ft. from EB wie of 98-ac. 
tract, N. M. Allen Sur. .......-- owbvenbcin sees 8.D. 2.170 ft. 
Shell-Penn & Black’s No. 1 W. M. Phillips er ee - Waiting on cmt. to set 6,142 ft 
LIMESTONE COUNTY 
Miller Drilling Co. and Joiner’s No. 1 J. A. Stephenson, 
400 ft. from 8S line ome 300 ft. from E line of lease, 
one-fourth mile SB of Kosse, arles Welch Sur. ....8.D. 3,140 ft. 
MORRIS COUNTY 
@rover Hart’s No. 1 Walcott and Lott, 250 ft. from 
N line and 830 ft. from E line of survey, 3 miles 
8 of Carson, B. A. Russell Sur. .............- ++++-- 8D. 1,896 ft. 
Joiner & Harris Drilling Co.’s No. 1 Clarton Brown, 
1,625 ft. N. of most epemcel SW cor. of survey, 
Willtnen Oe ene. BOR sons: cccctececcscnnis +eeeeee--8.D. 1,660 ft. 
Leonard’s (Tucker-Fullwood) No. i P. M. Staggers, 
450 ft. from N line and 150 ft. from E line of 
65-5-ac. tract, J. D. Nelson Sur. .......---..+--+--«- S.D. 3,679 ft. 
RED RIVER COUNTY 
Ajo Oil Co.'s No. 1 Nickels & Daniels, center of S 780 
acres of 1,808-ac. tract, 8 miles N of oe. Hugh 
B. Ghaw Bar. ...veccsccess «+ee++eeLocation. 
Concord Oil Co.’s No. 1 J. R. Daliahunty, 500. tt. from 
N of Isaac Moore Sur. and 200 ft. E of E line of 
Robert Glass Sur. ..... geccene: -aeecceccgecte BOSE Ft. 
L. G. Priest’s No. 1 R. W. ‘Peck, “900 ft. N and 600 
ft. 8 of southerly SE cor. of 220-ac. tract, A. Wag- 
ley Sur. C000 e OBS 06 ease Gesedecnscoceace>oveccee --8.D, 1.302 ft. 
B ‘ALL COUNTY 
ucanner Oil Co.'s No. 1 H. L. Lofiand, pe of 69-ac. 
tract im W. BL BRIBE GOP... . 2 o0c0 ce ceeccces ses -Set 10-in. cag. 120 ft. 
RUSE COUNTT 
G. 8. Anderson’s No. 5 Frederick, 300 ft. from S line 
of lease and midway between Nos. 2 and 3 and 
N offset to Lion’s No. 2 Jobe, Juan Ximenes Sur. .. Derrick. 
yard Drig. Co.'s No. 1 L&G.N.R.R., W. R. Cooke Sur... Running csg.; T.D. 3,650 ft. 
ig Indian Oil Co.’s No. 1 Joe Lee, 172 ft. from 8 
line and 990 ft. from W line of 24-ac. lease, Peter 
Tipps Sur. ......... Diwetbe ceks 6 tums.> 0 TSS - Swabbed through tubing showed 


TE some salt water; 8.D. 3,64¢ ft. 
Castle’s No. 1 R. H. Gary estate, 3,960 ft. from 
my line and 5,280 ft. from W line of survey, 10 miles 

c of Henderson, A. Latham Sur. .........-..-...+:: S.D. 3,812 ft.. 

= & Reynolds’ No. 1 W. J. Weatherby, 1,400 ft. 
— E line and 7,200 my from 8 line of survey, 

Par ade J. Walters Sur. POSS coos. -ccccee trig. 3,840 ft 
Tell Drilling Co.'s No. i w. Ww. Hammett, 330 ft. 
from N and E lines of 100-ac. lease, Walker Pettit 

ur. .Prepare to drill 
3,641 ft.; T.D. 3, 


PERN SRMREGEDUCEs neaw ee aeeseres Coss > 2400006004 % plug; top sand 
651 ft. 
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Fair & Thompson's No. 2 Bradford, 160 ft. from N and 
E lines of E 16.5-ac. lease, Juan Ximenes Sur. ....Rig up. 

Griffin & Barnes’ No. 1 fee, 12 ft. from S and W lines 
of 2-ac. tract, J. B. De Cadena Sur. ..........-++. 

Gulf Production Co.’s No. 2 W. A. Hindman, 270 ft. 8 
and 123 ft. E from NW cor. of lease, ee 

Gimme GOT. ..ccicccccdsccs coves eee 'eh «seeees+ Location. 
Harris and Russell’s No. 1 T. W. "Harris, 330 tt. from 

8 line and 660 ft. from W line of most southerly 

SW cor. of 160-ac. tract, 3 miles SW of Henderson, 

W. G. Davis Sur. ... Seccee cess - Derrick. 
Hathaway et al’s No. 1 Gray, p M. McLain. Sur, .......8.D. 3,905 ft. 
H. B. W. Ol Co.’s No. 2 Redwine, 150 ft. from BE line 

and center of a No. 1 eae zane Ximenes 

DOR. scdveescvess , «+++++.Derrick, 
magne Synd.’s No. 2 w. P. ” Brightwell, “NE ‘offset 

to East Texas’ No. 6 A. Livins, R. BE. Winn Sur. ....Drig. 3,386 ft. 
Hudson’s No. 1 Jeff Phillips, 160 ft. from N line of 

survey and 640 ft. from W line of 100-ac. tract, 

4 miles SE of Minden, Nepomucene Villarea Sur. ....8.D. 1,500 ft. 
Humble Oil & Refining Co.’s No. 6 J. Wooley, 330 ft. 

from S line and 261 ft. from W line of 100-ac. 

lease, T. J. Martin Sur. ....cccscscsecs-veceeccesees Drig. 1,320 ft. 
Humble Oil & Refining Co.’s No. 2 C. H. Hedge, 330 

= from N and W lines of nen J. Cc. 
Humble oti ‘s “Refining Co.'s No. 1 I. D. “qaylor, 330 

ft. from W line of lease and 8 offset to No. 1 

Hedge ..-..Derrick. 


Humble Oil & Refining Co.'s No. 2 M. A. Neal, 208 ft. 
from §S line and 108 ft. from W line of 17.67-ac. 
tract, J. Darley Sur. .. > 

Humble Oil & Refining Co." s No. 6 V. B. ‘Reid, 749 
ft. from N line and 985 ft. from W line of 100-ac. 
lease, T. J. Martin Sur. ....0..-ecccccseceseee:: 

lotex Oil Co.'s No. 3 Tom Beall, w ‘oftset to ‘Ward 
Oil Co.’s No. 3 Beall, P. W. Holmes Sur. .........++- Derrick. 

J. Jeagen’s No. 1 Needham, $30 ft. from N line of lease 
and 330 ft. from NB and 400 ft. from SE of survey, 

J. H. Chambers Bar, .....ccsccccccsscccscccsscsccees 8.D. 1,414 ft. 

Jenkins Bros.’ No. 1 Daisy “Bradford, 150 ‘tt ‘trom Ww 
line of 45-ac. tract, Juan Ximenes Sur. .......-...+- Rigging up standard tools; failed 

to flow when swabbed; top sand 
3,520 ft.; T.D. 3,606 ft. 


-Bet surface cag. 


PORE EE HEHE EEH HEHE EEE EES 


. Running cseg.; T.D. 3,661 ft 


.. Waiting on cmt. to set 3,710 ft. 


1 L. W. Prior, 330 ft. 
from E line of 53-ac. 


from 
lease. 


Jordan & Ramsey’s No. 
N line and 607 ft. 


Wie TERE GR. cncdccdncdecdccescecceg tcc sec ees Derrick 
Kimble & Acre’s No. 1 Frederick, 150 ft. from S line 

and center of E and W lines of 10-ac. lease, Juan 

Mimmemes BUT. 2.2 ccc. ccs cccccccccccscscccsccccccses Derrick 
Mid-Kansas Oil & Gas ‘Co, 8 "No. * Jim Lunsford, 78 ft. 

from N line and 898.4 ft. from most easterly B 

line of lease, J. B. De Cadena Sur. .......sseseeeees -Location. 
Olson Bros.’ No. 6 J. T. Brown, 200 ft. from N line 

and 700 ft. from W line of lease, M, J. Pru Sur. ....Derrick. 


Orr et al’s No. 1 J. C. Hale, 590 ft. E and 330 ft. 8 
of NW cor. of 60-ac. tract, M. V. Pena Sur. .......-. 8. D. 3,676 ft 
Overton Refining’s No. 2 Maxwell, 70 ft. 8 of J. E. 


Oliver’s No. 1 G. Pool, F. Cordova Sur. ..... -Drig. 2,917 ft 
Paulett et al’s No. 1 Ed Sparks, 350 ft. from E, “150 “tt. 

from 8 of survey, L. C. Riggs Sur. .........0--seee% S.D. 1,466 ft. 
Sandifer et al’s No. 1 L. J. Pinkston, 8 offset to Champ- 

lin and Bass’ No. 1 Pinkston, J. B. De Cadena 

BER. cevccecec Sel Ge decd bbe awe odbecdconc detects Dre, AI0O ft 
Ross Seward’s No. 1 ‘Burton, J. J. Y’Barbo Sur. .......-+- T.D. 3,387 f 
Sibling & Williams’ No. 2 Goforth, 407 ft. 8 of No. 2 

and center of E and W lines of lease, J. Lindley 

BUF. cdecccccacecevece Cecccecceeseweceenseesrcesssece wy - on cmt. to set; T.D. &,- 

49 ft. 


Smith and Sikes’ No. 2 W. H. Frederick, 150 ft. from 
8 and E lines of 10-ac. lease, Juan Ximenes Sur. .... ves on standard rig; T.D. 3,- 


Snyder et al’s No. 2 Stewart, 174 ft. NW of No. 1 
and 190 ft. SE of C. L. Archer’s No. 1 J. H. Stewart, 


John Womack Sur. ...... +eee+. Derrick 
Stanolind Oil & Gas Co.’s No. 2 "Bettie Coleman, “1,084 

ft. from 8 line and 3830 ft. from W line of lease, 

J. Burke Bur. 2... cccccccccccccccccccccscscesesesses Drig. 3,430 ft 
Sun Oil Co.’s No. 5 R. J. Hendon, “330 “tt. trom N and E 

lines of 120-ac, lease, Juan Ximenes Sur. ........+-. Drig. 2.850 ft 
Trico Oil Co.’s No. 1 D. Bradford, 200 ft. N of highway 

and 150 ft. W of most westerly creek, Juan Ximenes 

DU 8 no codecs Cocos ow ccns Se eeeh Spovssecscovoccesccese Derrick 


Sam K. Vierson’s No. 2 Andy Givens, S offset to West 
Florida's No. 1 Andy Givens, R. W. Smith Sur. 

«© A. Walker’s No. 1 Nealy Johnson, 330 ft. from N 
and E lines of 13-ac. tract, W. T. Tutt Sur. 

Ward Oil Co.’s No. 6 Giles, 150 ft. from E line and 
center of N and 8S line of 40-ac. lease, M. J. Pru 
a ° .+-..Set surface csg. 


..Waiting on cmt. to set 3,658 ff, 


SMIT 
Florence Oil Co.’s No. 1 Cole (old well drilled deeper), 
15 


0 ft. from 8 line of lease, J. Jordan Sur. ........ Location 
Humble Oil & Refining Co.’s No. 8 M. C. Thompson, 
330 ft. from 8 line and 1,176 ft. from W line of 
Semee, Inate Maeve GR. oi ckcschideciiac eed wibsicsi Drig. 2,876 ft 
Long Drilling Co.'s No. 3 G. A. Turner, D. W. Campbell 
| SET CLL LEE te CL Peer ee Derrick 
A. McCutcheon’s No. 2 Temple Store, 330 ft. from Ww 
line and midway between N and S lines of lease, 
DD. BAW BOE. 2 ccccccccccncescccedoccedub cbs tees eose Bldg. derrick. 


McRabie et al’s No. 1 C. P. Hamilton, 330 ft. from 

8 and E lines of 255-ac. tract, Jackson Rector Sur. ..Rig up and 8.D. 
Mundt et a.'s .o. 1 W. EB. Murray, 330 ft. from 8 and 

E lines of lease, 5 miles SE of Tyler, Marshall 

Wynn Sur. .... 
M. M. Rowan et al’n "No. 1 ‘Gibbons. Mtg. Co, 5,900 “t. 

from 8 line and 8,060 ft. from W line of survey ....Cleaning out hole; T.D. 3,616 ft. 
Sinclair Prairie Oil Co.’s No. 6 Patterson, 330 ft. from 

N and W lines of lease, J. Vargas Sur. .........+...- Temp. abnd.; T.D. 


..Fishing; T.D. 4,875 ft. 


3,758 ft. 


TITUS COUNTY 
Perry V. Cook’s No. 1 M. C. Rogers, center of SW of 
Moore Sur, .. eeeeesT.D. 4,212 ft. 


UPSHUR 

W. C. Bentley’s No. 1 Brawley heirs, 630 ft. E and 170 ' 
ft. N of NW cor. of Sun’s Hargraves lease, M. Mann 
a saint ate oes shaded ahaabe hose npn ks caranh soe vrenee Derrick. 

Clark ‘%& Cowden’'s No. 3 3. W. Frie, 330 ft. from most 
easterly E line and center of N and 8S lines of lease, 

D. Ferguson Sur. ........eeeesss0% oseeeee-Rigy up. 

H. W. Biliott et al’s No. 2 w. “H. Reid, 330 ft. from 
N line and E line of 24-ac, lease, M. Mann Sur. ....Drig. 2,140 ft. 

F. A. Fuller et al’s No. 1 Shattesworth, 330 ft. from 
8 and E lines of W 60 acres of — tract, James 
Dunn BGP. ....cccccccsccsoes ae 

Pat Hudson et al’s No. 1 D. F. “Smith, “330 tt “out of 
SE cor. of W 100 acres of the N 200 acres of the 
272-ac. lease, 3 miles EB and 1% miles N of Cran- 
fill & Reynolds’ No. 1 Rash, John Denson Sur. ...... 

Lynch and McQuiag’s No. 1 L. T. Mackey, 330 ft. from 
8 line of road and 230 ft. from E line of road, 
Sarah Harrell Sur. ...... Coewderccccvescecseuce 

George Pace et al’s No. 1 D. c. Shelton, N offset to 
Cc. L. Brown’s No. 1 D. C. Shelton, William King 


--Coring 3,712 ft. 


-Waiting orders 3,710 ft. 
-Swabbing; T.D. 3,713 ft. 


Sur. 

Taubel & Lyons’ No. 1 w. a ‘Dutty, ‘Ys0 tt. from N and 
E lines of NW 60-ac. tract, Starr Sur. ......... 
Travis & Weir's No. 1 L. P. League, 230 ft. from nN 

line and 330 ft. from W line of N 18 acres of L. P. e 


- Drig. 3,827 ft. 
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Wadley and Evans’ No. 1 W. 8. Jones, 330 ft. from * 

and E lines of 100-ac. lease, James M, Dunn Sur. ...T.D. 3,690 ft.; 8.D. 
yeti _s & Lyons’ No. 1 Hall, 150 ft. out of NW cor. 

of H. SB. Hall i4-ac. tract, William McKey Sur. ....Temp. abnd. 3,784 ft. 
Waggoner and McConnell’s No. 3 Williams, 330 ft. from 

E line and center of N and 8 lines of 22-ac, lease, 


McKinley & Williams Sur. .....- 6+ -csceecccneens .Drig. 2,085 ft. 
4. Z Werby’s No. 3 Read, 330 ft. from 8 line of lease. 

and 490 ft. W of No. 1 T. Hopkins Sur. .........--+ -+-Fishing; T.D. 2,871 ft. 

VAN ZANDT COUNTY 

Garton et al’s No. 1 C. L. Hubbard, 600 ft. out of NE 

cor. of Hubbard 226-ac. tract, 3% mae 8 of Canton, 

M. J. De Cadena Sur. ... ... bbosée «++ 8.D, 3,356 ft. 
Kelly 0. & Po. Co.'s No. 1 Lemsford, ‘center ‘ot Lems- 

ford tract, John Commer Sur. ... 1... --sccccceeceernes 8.D. 2,300 ft. 
Killum & Chisum’s No. 1 J. J. Goode, 1560 ft. from N 

line and 375 ft. from E line of lease, 5 miles SW , 

of Van, David Rose Sur. ... 6. .ccccccccnccncestvecees Derrick 
Lyman et al's No. 1 J. C. Stewart, 160 ft. from N line 

and 660 ft. from W line of 90-ac. tract, A. McPhail 

PE cartes decane rercecsaccestcosectedeemMeyesecaent T.D. 2.731 ft. 


Peden- Olson's No. 1 W. 8. Brannon, 205 ft. from N and 
160 ft. from W lines of 45-ac. tract, 2% miles N of 
John Goodman Sur. . ... 6c cccccccnccnnececvcee 

Pure Oil Co.'s No. 4 B. W. Russell, 150 ft. 8S of N line. 
and 225 ft. W of E line of 30-ac. tract, David Rose 
| | Meee reer rer eee eee Tree e eee eee eee eee eee ee Testing 

Pure Ol! Co.'s No. 56 L. A. Smith, 250 ft. 8 of N 
_ 260 ft. B of W line of lease in John Walling 


-Prepare to test 1,260 ft. 


2,966 ft. 


Su 
Pure oil Co.'s No. 6 I. D. Miller, 225 ft. B of W lines 
and 250 ft. S of N line of lease in John Walling 
Sur. 
A. C. Rowan’s No. 1 W. E. Price, 150 ft. trom N line 
and 150 ft. from W line of 28-ac. tract, John 
WE ERs. cccccceeteccceccen: bateeéosd © tasene cere 8,D. 2,942 ft. 
Roy Stumpff's No, 1 M. I. Riggs, 169 ft. from E line 
and 260 ft. from 8 line of tract No. 2 and 330 ft. 
from E line of lease, 4 miles NE of Van, William i 
DEE TNL, 6 0 0 0.6.0 ome cetin kth ch awne acess sce sc eneccece Rig up and 8&8.D. 
@. C. Teague et al’s No. 1 C. W. Morris, 1,000 ft. from 
N line and 300 ft. from EB line of 160-ac. tract, 
& miles SE of Ben Wheeler, C. L. Morrison Sur. ....Cleaning out; T.D. 38,097 ft. 
The Texas Company's No. 4 J. A. Bracken, 217 ft. W of 
B line and 260 ft. N of S line of lease, John Walling 
rte, cae sn 66s ¢ ob 6Cebete emnnsioe on0 Moe gabuks Location. 
Ven Oil Association's No. 1 Tankersiley, 200 ft. from E 
and 1,000 ft. from 8 of farm, L. Landers Sur. ....... T.D. 2,850 ft. 
‘Cc. O, Weir's No. 1 W. B. Tunnell, 150 ft. from N and W ! 
limes of lease, A. H. Wiley Sur. ..... «1... cwccecees- T.D. 3,003 ft. 
WOOD COUNTY 
‘De Canther’s No. 1 N. L. McLain, 360 ft. from N line 
and 642 ft. from EB line of tract, Sam Brooks Sur..... 
@ull & Short’s No. 1 T. H. Peterson, 600 ft. from 8 
line and 200 ft. from B line of 320-ac. tract and 
survey, 4 miles E of Mineola, W. B. McNutt Sur. .... 
Wood County Dev. Co.'s No. 1 Davis, approximately 180 
ft. from 8 line of 160-ac. tract and 2% miles 8 of 
Kartes in Sarah McDonald Sur. .......6.cccccccnvnes Drig. 4.384 ft. 


Rewer ee secescccces -escesebaheepecsics is come oD Location. 


8.D. 3,846 ft. 


-8.D. 2,850 ft. 





Wildcat Operations in‘ West Texas 
(Continued from Page 32) 
tl. C. Harrison et al's No. 1 Addis, 330 ft. from N and 


1,320 ft, from W, Sec. 35, Bik. 43, Twp. 2s, T.&P. Sur..T.D. 4,050 ft. 
Landreth Prod. Co.'s Holt, C ed of SE Sec. 15, Bik. 43, 


Twp. Im, T.SP. Bur. ...cccsesrccccccevessses é »Drig. 4,450 ft.; swabbed 65 bbls. 
in 2 days. 

Stanolind O. & G. Co.'s No. 1 Cowden, 330 ft. from 8 and 

1,320 ft. aes w, ous, 26, Bik. 43, Twp. 2s, T.&P. 

Be whoecccseccereccoteSse Se sos cccecerccecoccenescs Spudded. 

Thomas et ‘al's No. 1 Edwards, 330 ft. trom 8, 2,310 ft. 

from E, Sec, 38, Bik. 43, Twp. 3s, T.&P. Sur. .. -.-8.D. 1,960 ft. 
a. F. Wurtz’ No. 1 E. A. Ibbetson et al, 330 ft. from N 

and EB lines of NW Sec. 16, Bik. 46, Twp. 3s, G. M. 

Ps ERs. 000 hs tiicene cB Sb bes cr cec +s cccesbed eine’ 8.D. 3.605 ft. 

EL PASO COUNTY 

Tri-State Oil Co.'s No. 1 Bobadella, 1,326 ft. from 8 and 

E lines Sur. 264, S.F. No. 7.247 .........00c0.seeeeee S.D. 3,190 ft. 

FISHER COUNTY 

O’Donnell’s No. 1 Pardue, 330 ft. from 8 and © lines of 

N half of SW Sec. 202, B.B.B.4C. Sur. .............. Drig. 466 ft. 
Southern Ol) Co.'s No. 1 Beavers, 330 ft. from. W and 

660 ft. from 8 of 8S half of SW Sec. 193, B.B.B.&C. 

SNL to bah Ho O00 00 UO0 + O8db00.0 ene) 64506666 cd ete done ses Spudded and S.D. 
Southern ou Co.’ s No. 1 ry 990 ft. from 8 and E 

Sec, 202, Bik. B, B.B.&C. Bur. ... ccc ccc ccscnccnweees T.D. 3,105 ft.; T.P. 3,106 ft.; 


showed water. 
GARZA COUNTY 
Southern Ol) Corp.’s No. 1 Boren, 990 ft. N, 660 ft. EB, 


36, Bik. 6, H.@G.N. Sur. ......-cceeccecsecsseees Machine. 
GLASSCOCK COUNTY 
Lawson's No. 2-B Edwards, 330 ft. from 8 and W, Sec. 
16, Bik. 83, Twp. 26, T.@P. Bur. ......-ccecceccccseces Drig. 1,978 ft. 
 doagy & Dev. Co.'s No. 1 Edwards, 330 ft. S and E, 
Sec. 17, Blk. 33, Twp. 2a, T.&P. Sur. ...... +++++Drig. 1,882 ft. 
Phillips Pet. Co.’s No. 2 Baker, 338 ft. from N and 2 305. 
ee Se MOO, ORs SN SS «on ocd clned) s dddln ottae TP. 2,114 ft.; T.D. 2,124 ft.: 
swabbed 50 bbis. per hr.; to run 
tubing. 
HOWARD COUNTY 
P.H.E. Oil Co.'s No. 1 Dodge, 330 ft. from N and E, 
Sec. 16, Bik. 31, Twp. 1s, T.&P. Sur. ........0--ce000. Drig. 2,303 ft. 


Harrison et al’s No. 3 Denman, 2,310 ft. from N and 

330 ft. from EB. Sec. 10, Bik. 30 . .. 1... sec ce ewe seene T.D. 2,858 ft.; putting on pump. 
Myers et al'’s No. 1 Denman, 2,305 ft. from 8 and 2,320 

ft. from B, Sec. 14, Bik. 30, Twp. 1s, T.&>. Sur. «.....T.D. 1,560 ft. 
Mid-Continent Oil & Gas Co.'s No. 1 Denman, 990. ft. 

from 8 and 330 ft. from E, Sec. 10, Bik, 30, Twp. 1s, 


_.  GP Re ryrrrrryre cc ere re -T.D. 2,813 ft; putting on pump. 
Gimclair Prairie Oil Co.'s No. 4 Dodge, 960 ft. from s 
and 330 ft. from W, Sec. 11, Bik. 30, hens 2s, 
TET, 256000000060 de-eweetbdonoes cos +++ ++Drig. 2,085 ft. 
Sinclair Prairie Oil Co.'s No. 5 Dodge, 2 ‘310 ‘tt. ‘from N 
and 330 ft. from W, Sec. 11, Blk. 30, Twp. 1s, 
nh MiGs whi. san enue ¢athtin MM pana ntotin nc posts bald ie Location. 
peer ety Oll Corp.’s No. 1 Williams, 430 ft. from N and 
30 ft. from W of 8 123 acres of W haif Sec. 43, 
om. Se, Tam im, PAPi Ber... «2 -sasesdoad- ésecne «++» Spudded, 
HUDSPETH COUNTY 
Patillo-Welsh's No. 1 Briggs ........-.-s0-seseeeccstere §.D. 1.135 ft.; may plug. 
IRION COUNTY 
Bristow et al’s No. 2 Nutt, 2,550 ft. N, 1,000 ft. W, 
Bec. 6, Gonzales County School Lands Sur. ..«++++..+8,D. 435 ft. 
Straughn et al's No, 1 Kaiser, 1,930 ft. from N and 
aicle o eeeme'pis S.D. 810 ft. 


1,390 ft. from W, Sec. 69, H. Cooper Sur. 
JONES COUNTY 
Abers et al's No. 1 Burton, 160 ft. from 8S and 175 ft. 
from E of 43.4-ac. tract in G. Martinez Sur. +-S.D. 1,005 ft.; temp. abnd. 
Condor Pet. Co.'s No. 1 Holt, 1,900 ft. from 8 and 
1,800 ft. from W, Sec. 4, Bik, 20, T.&P. Sur. ........ 
Dyer’s No. 1 Odom, 200 ft. from 8 and 170 ft. from W 
of N 320 acres, G. Zumwalt Sur. ....... ie 
Jehuson's No. 1 Huddleston, 166 ft. from $ and W “ot 
N half of N half of Sec. 39, Blk. 18, T.&P. Sur. 


- Location. 
. Rig. 


-+es-T.D. 2,290 ft.; trying to mud 8-in. 
cag. 
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Smart & Reynold’s No. 1 Reynolds, 2,500 ft. from N 


and 150 ft. from W, Sec. 2, W. T. Scott Sur. No. 3.. 


-T.D. 1,468 ft.; underreamed §¢-jy 
cag. ‘ 


c. 8. ee | et al’s No. 1 _ 200 ft. from N and W 
Sec. 


E. Miller Sur. No. 2 ...--csnecsccescesceceses S.D, 2,030 ft. 
Southern “oul Co."s No. 1 Swann, “Looo tte ‘trom ‘ge ‘and 
900 ft. from 8. of I. Miley Sur. .......---cceeeeeesee Drig. 1,062 ft. 
Young et al’s No. 1 Harrell, 150 ft. from. 8 and E of N 
half of Sec. 8, O.A.L. Sur, 2.02. ee cece ccc ences eeeeee Location. 
LOVING COUNTY 
A. & M. Pet. Corp.’s No. 1 Wheat, 2,310 ft. SW, 990 
ft. SE, Sec. 71, Blk. 1, W.AN.W. Sur. ......+-5--+0+- Cellar. 
Eppenauer Drig. Co.'s No. 1-A Victor, 330 ft. from sw 
and 338 ft. from SE of NW of N wns Sec. 4, 
Ti, B, W.G.W. BEE. ncn cs cc ccc ews ccs venstecccece - Material on ground. 
Goldman et al’s No. 2 Allen, 330 ft. from Nw, 2,310 ft. 
from SW, Sec. 90, Bik. 1, W.&N.W. Sur. ......--++-++ Shut down. 


Goldman et al’s No. 1 Reagan-McElvain, 330 ft. from 
NE, 2,310 ft. from NW, Sec. 84, Bik. 1, W.&N.W. Sur..Shut down. 

Lewis & Slagel’s No. 1 Johnson, 330 ft. from N and 
1,650 ft. from W, Sec. 6, Bik. 56, Twp. 1, T.&P. Sur... 

Martin et al’s No. 1 Wheat, 990 ft. from SW and SE, 
Sec 


Drig. 2,305 ft. 


. 83, Bik. 1, W.GN.W. Bur. ...cccccccerceccecseces 8.D. 4,007 ft. 
Miller et al’s No. 1 Ferguson, 990 ft. from NE of 
Gee. G6, Bi BO ncccncec+:s ccencceneeses? sepenes -Spudded and 8.D. 
Thomas’ No. 1 Wheat, 2,310 ft. from NW, 990 ft. from 
NE, Sec. 83, Bik. 1, W.@&N.W. Sur. ....0..-+eeeeceees T.D. 4,050 ft.; straightening crook. 
ed hole. 
PECOS COUNTY 
Bennett et al’s No. 1 Powell, 330 ft. from SW and SE, 
Sec. 76, Bik. 10, H.GG.R. Ber. 2s ck ddd caddocb cee Location. 
Cardinal Oil Co.’s No. 3-G Tippett, 660 ft. from 8S and 
330 ft. from E of No. 2 Tippett, Sec. 61, Blk. 194, 
G.CGELP. BUR. 2. cbc cb vncobesds coveses -secccsceccrese T.D. 302 ft 
Cardinal Oil Co.'s No. 16 E. Tippett, 5,200 ft. from 8 
and 150 ft. from W of E half of W half Sec. 40, 
Wik. 194, GCABF. Beri oo occ dccwededecsseserccese +s 8.D. 466 ft 
Cooper et al’s No. 1 Pe —_— ft. N and W, Sec. 15, 
Bik. C-4, G.C.&8.F. coke: ct eidle Mebde.cecdhSt eed’ S.D, 802 ft. 
Corvette Oil Corp.'s feo. “ H. "Monroe, “1.040 ft. from 
E line and 160 ft. from N line of Sec. 39, G.C.&8,F. 
Bur.. TAR. 196 2 crc cccccceda ss sccsvccccceccssccescess Location 
Massey’s No. 1 Iowa Realty Trust, 150 ft. from NE and 
1,483 ft. from NW, Sec. 21, Bik. 10, H.&G.N. Sur. ....8.D. 425 ft 
Messinger et al’s No. 1 Jones, 1,200 ft. from NW, 1,290 
ft. from SW, Sec. 5; Bik. 9, H.&G.N. Sur. ...... +++++S.D. 1,000 ft 
Stanolind Oil & Gas Co. et al’s No. 2 Tippett, 5,300 ft. 
from 8 and 150 ft. from E of W half of W half, 
BOC, 40 covscdeccccccvenvosbecccescccuteccdcseeewecsios T.P. 531 ft.; drig. 587 ft. 
Winfield et “al’s No. 1 Eaton, “L170 ft. from "NE and 
2,490 ft. from SE, Sec. 35, Blk, 3, H.&T.C. Sur, ......8.D. 940 ft. 
PRESIDIO COUNTY 
Sadler et al’s No. 1 Bledsoe, 2,640 ft. from N and W 
Sec. 15, Blk. 354, G.C.@S.F. Sur. ......ceeeceeseecnees S.D. 328 ft. 
REAGAN == 
Big Lake Oil Co.'s No. 1-C University .. waeccceeM A 9,562. ft: 
Big Lake Oil Co.’s No. 8-C University, 710 “tt. * trom 8 
and 2,410 ft. from E, Sec. 12, Blk. 2 ......-.+0+- «+e-Drig. 7,622 ft. 
Big Lake Oil Co.’s No. 9-C University, 2,410 ft. from N 
and 766 ft. from E, Sec. 12, Bik. 2 .........-.eeeeeee Drig. 4,258 ft. 
Big Lake Oil Co.'s No. 181 University, 1.700 ft. from. bes 
and 2,000 ft. from W, Sec. 10, Bik. 2 ......... +eee+-S.D, 2,800 ft. 
Continental Oil Co.'s No. 6-B University, 165 ft. from | 
and 1,980 ft. from W, Sec, 36, Bik. 9 ...........-- -Drig. 7,075 ft 
Continental Oil Co.’s No. 7-B University, 1,900 ft. from. 
N and 650 ft. from W, Sec. 36, Blk. 9 .........+.- . Drig. 2,400 ft. 
Continental Oil Co.’s No. 8-B University, 1,200 ft. from 
8 and 1,776 ft. from W, Sec. 36, Blk. 9 ........+.-.+- Drig. 2,325 ft. 
J. P. Williams et al’s No. 1 Scott, 1,660 ft. from N and 
330 ft. from W, Sec. 179, Blk. 1, T.@P. Sur. ......... rig. 440 ft. 
REEVES COUNTY 
Cordova Union Oil Co. et al’s No. 1 Wright, 1,330 ft. 
from S and W, Sec, 58, Cassell’s Sur. ............ -+.Drig. 2,826 ft. 
MecDorman et al’s No. 1 Ray Roberts et al, 2,310 ft. 
from 8S and E lines of Sec. 22, Bik. 59. P.S.L. Sur....S.D. 2.025 ft. 
RUNNELS COUNTY 
Dutton et al’s No. 1 Dean, 6,475 ft. from NE and 1,048 
ft. from NW in J. Heil Sur. No. 519 ............+055 8.0. 3,417-20 ft.; 3.D. 38,600 ft. 
John Castor’s No. 1 Hall, 330 ft. from S and W, Sec. 
SE, Te ME -o ed nn cc ccgs «sabe dddes cbhcbod eis bis Spudded. 
SCHLEICHER ‘COUNTY 
Eastland Oil Co.’s No. 1 Joe Tisdale, C Sec. 29, Blk. M, 
GBB A, Gh. ccs ccccccccccccldavences cbdee taek ch T.D. 5,410 ft. 
Wesner et al’s No. 1 Nicks, 2,310 ft. from N and 2,302 
ft. from E of Sec. 77, Bik. LL, T.C. Sur. ............ Drig. 5,915 ft. 
George Wilson's No. 1 Page, Sec. 40, Bik. L, 1.290 ft. 
from N, 1,570 ft. from W, G.H.&S.A. Sur. ........... S.D. 5,053 ft. 
SCURRY COUNTY 
G. E. Dickman et al’s No. 1 F. C. Davis, 1,000 ft. N and 
1,770 ft. W of SE cor. of Sec. 275, Bik. 2, H.&T.C. 
Si PRERE LUTTE ETE TLE PTE eee Lk eet 8.D. 6,100 ft. 
W. 8. Guthrie's No. 1 Clarkson, 1, 320 ft. from 8 and W, 
Sec. 243, Bik. 97, H.A@T.C, Sur, 2.06... .05.  deccescees T.D. 1,885 ft.; running 8" -in. csg. 
Heinzleman et al’s No. 1 Hood, 436 ft. from N and 489 
ft. from E, Sec. 87, Bik. 3, H.&T.C, Sur. ........-++- T.D. 1,050 ft.; running 8%-in. csg 


Scurry County Oil Exchange's No. 1 Earnest, bey ft. 
from N and W, Sec. 68, Bik. 3, H.&G.N. Sur. .. 
Seifert & Dibble’s No. 1 T. M. Blackburn, 2,310 ‘tt. from 

N and 2,310 ft. from W line of Sec. 153, Blk. 97, 
TEBE. GOR. cs cwccccccccccccccccdes ss tevsces Vet otee 8.D. 4,992 ft. 
STERLING COUNTY 
Fullick & Johnson’s No. 1 Davis, 990 ft. from 8S and 
660 ft. from E, Sec. 7, Bik. 12, S.P. Sur. ............ Rigging up. 
TAYLOR “COUNTY 
Urban’s No. 1 Blair, 1,500 ft. from S and 150 ft. from 
W of NE 198 varas Guadalupe County School Lands, 


Spudded and 8.D. 


EOE BE cvnwe cece ond ss cedevewecacec cs Fhos ckeseocascess Fishing 2,326 ft.; show oil and gas 
2,315-21 ft. 
TERRELL COUNTY 
Big Bend Oil Co.’s No, 1 Bassett, C NW Sec. 155, Blk. 
i en: Ci Kawih, ooesebccesesbaneetanbar aap oie eae S.D. 2,269 ft. 
Briggs & McPhee'’s No. 1 Kerr, 1,800 ft. E and 790 ft. 
8 of NW cor. Sec. 18, Bik. 6-D, M.K.&T. Sur. .......S3.D. 800 ft. 
Keck Pecos Trust Co.'s No. 1 Hamilton, C Sec. 6, 
GeerSetowe By. BEF. .ccccccacscccssccsccccsccccess --8.D. 3,150 ft. 
Miller Bros.’ No. 1 Allison & Burke, C NW Sec. 10, 
Oe. BT OF rn aera -S.D. 120 ft. 


Mid-Kansas Oil & Gas Co.’s No. 1 Goode. 2,152 ft. trom 


E and 330 ft. from 8S, Sec. 26, Bik. 161, G.C.&@8.F. Sur..s.D. 6,120 ft. 
Jones et al’s No. 1 Pankenham, C SE NW Sec. 43, 

Bik. B-2, C.C.S.D.@R.G.N.G. Sur. .... 2.2.00 eecenees D. 2.645 ft. 
Sides et al’s No. 1 Phelps, 2,157 ft. from N and 2,482 tt. 

from W, Sec. 5, G. W. Hurley Sur. ... $.D. 3,525 ft. 

TOM GREEN COUNTY ee 

Belding & Dutton’s No. 1 Norsworthy, 1,640 ft. from 8 

and 687 ft. from E of John McNeese Sur. ........... 8.D. 760 ft.; 8.0. and gas 725 ft. 
Hancock et al’s No. 1 Reed, 330 ft. N and 1,670 ft. W 

of SW cor. of C. Schoner Sur. but in Mason & Perry 

ED in nendawatieeenene ees seb oe cess rmeneee Location. 
Mintex Oil Co.'s No. 1 Campbell Est., wry ft. from 8S and 

630 ft. from W of Sec. 180, Dist. No. 11, S.P. Sur. ....S.D, 1,994 ft. 
Pratt & Hancock’s No. 2 Lewis, 100 ft. N and 330 ft. 

E ef most northerly SW cor. of Joshua S. Grant 

Sur. No. 2 ........ be. 66006 600009 ¢eninen & chamanebartr S.D. 200 ft. 

UPTON COUNTY 

Clark-Cooper’s No. 1 Lane, 2,310 ft. from N and 990 ft. 

from E, Sec, 36, Bik. 1, M-K-T Sur. ........--s+e0+:: &.D. 2,270 ft.; pumped 60 bbis. in 

1 hr.; to repair equipment. 

Gulf Prod. Co.’s No. 102 McElroy, 1,220 ft. from 8 and 

W, Sec. 189, Bik. F, C.C.8.D.4R.G.N.G. Sur. .......... Drig. 850 ft. 
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Riddle: 


: WHAT HAS SIX SLIPS 


AND 





BSS a pro PRD Bega 
2a sal gere Ris 


ss “Better Be Safe Than Sorry” 
The GUIBERSON CORPORATION 
Box 1106, Dallas, Texas 


California Branch: 1304 Security Title Ins. Bldg., Los Angeles 
504 Wright Bidg., First and Locust Sts. 
ulsa Newark, 0. 








NEVER HAS A SLIP? 


Answer: 


THE LATEST 
GUIBERSON 
DUPLEX 
CATCHER 


And that means that there’s no riddle at all 
about the performance of Guiberson’s latest 






superior product. Multiple slips, actuated by 
a common means, engage entire circumference 
of casing, bearing greater weight without dis- 
tortion to casing. Enclosed. spring insures 
smoother, quicker action. As always, the Gui- 
berson Catcher stops a string of falling tubing 
within three inches, regardless of mud and 
paraffin and without the need of fluid in the 
hole. The Latest Duplex is desiqned especially 
for the safety of tubing in deep wells, thereby 
insuring greater safety in any depth well. 


Fully Patented 


SETTER BE SAFE 














36 THE OIL AND 






VAL VERDE COUNTY 
Coach et ai’s No. 1 J. P. Yous, 1,300 ft. from the N 
lime and E line of Sec. $1, Bik. 1, L&G.N. Sur. ......-8.D. 406 ft. 
O. O. Owens’ No. 1 Mills, Sec. 128, Bik. 1, L&G.N. Sur., 
QR BSG GES onc sc ccccseecccucssesveceetes oe+ceeeesBD. 6,780 ft. 
WARD COUNTY 
Abell Bros.’ No. 2 Sloan, 990 ft. from NE and NW, 
Sec. 24, Bik. 6, H.&T.C. Bur. ....... cbeeeaceuer 


. «Drig. 249 ft. 
Bros.’ No. 1 Hayziett, 1,650 ft. from NW end 





1,820 ft. from BW, Sec. 3, Bik. 6, H.&T.C. Bur. ....+-S.D. 2,537 ft.; to plug. 
Atlantic Oi) Prod. Co.’s No, 1 University, 330 ft. 8 and 
BB, Bee. 8, BIR. 16 2. ceccccvesccccccccesesecess «++e+Pishing 2.448 ft. 
Atlantic Oj] Prod. Co.'s No, 1 Blank-Camp, 1,320 ft. 
from NW and SW Sec. 14, Bik. 34, H.&T.C. Sur. ...-.Drig. 2,610 ft. 
Atlantic Oil Prod. Co.'s No. 1 Jones, 330 ft. from SW 
and 1,660 ft. from 8B, my 26, Bik. B-39, P.8.L, Ser. . -8.D. 2.067 ft. 
Barnedall Oil Co.’s No. 6 Henry, 1,660 ft. from NE and 
330 ft. from SE, Ay 28, Bik. B-29, P.S.L. Sur. ......Drig. 915 ft. 
Bentley et al’s No. 1 Carson, 1,650 ft. from NE and SE 
Sec. 26, Bik. 6, H.&@T.C. Sur. ......- 6cdbeceesstasnee ++Drig. 2,242 ft.; flowed 35 bbis. in 
24 hrs. while drilling. 
Bradford's No. 1 Carson, 1,650 ft. from SE and 990 ft 
from NE Sec. 26 ....+se0++sess eeneseeesssDrig. 980 ft. 
Bradford's No. 1 Beatty, 1,650 tt. from NW and 330 ft. 
from SW, Sec. 3, Bik. 84, H.&T.C. Sur, ......++-+++++s+Material on ground. 
Bundy et al’s No. 1 Bennett, 2,310 ft. from NW and 
SW Sec. 16, Bik. 34, H.&T.C, Sur. 1,800 ft. fluid in 


oceccevonéones +++ T.D. 2,608 ft.; 
hole. 


Bastiand Oil Co. et al’s No. 1 Grimes, 445 ft. from NE 
and 1,320 ft. from SE Sec. 14, Bik. 34, H.&T.C. Sur... 


and Of! Co,’s No. 2 Grimes, 495 ft. from NB and 
440 ft. from SE, Sec. 14, Bik. 34, H.AT.C. Bur. ...--.-Location. 
Bastiand Oil Co.'s No. 3 Weiss, 964 ft. from NW and 
284 ft. fram NB of Sec. 4, Blk. 84 .....++++ seeeees+8.D. 2,886 ft.; est, 160 bbis. of oil 


per day 
from SE of Sec. 17, Bik. 14, H.&T.C. Sur. ... ++-+e TD. 2,740 ft. 
uer Drig. Co.'s No. 1 University, 380 ft. from N 
and 440 ft. from EB of 8 half of Bik. 16 ..... Ee TT aegragaas on ground. 
Gerber O. & G. Co.'s No. 1 Stubbs, 330 ft. from 8, % 
ft. from W, Sec. 9, Bik. 3, B.&B. Sur. ........-. : L 
H. V. Greer’s No, 1 Carr, 160 ft. from NW and 610 tt 


-T.D. 2,480 ft.; flowing 17 bbis. per 


Bppenauer’s No. 1 Purcell, 365 ft. from SW and 1,650 ft. 


from SW, Sec. 12, Bik. 6, H.&T.C. Sur. os -8.D. 2,223 ft. 
Gulf Prod. Co.'s No. 14 Hutchings, 330 ft. from N and 
W of Goo. & BIR. © .ccccccssscccccvcccccccccccesses T.D. 2,739 ft.; 1,700 ft. water in 


hole 24 hrs. after shot. 
Gulf Prod. Co.'s No. 15 Hutchings, 1,932 ft. from 8 and 


990 ft. from W, Sec, 5, Blk. F .....ceeeesces aesece +++8.D. 2.741 ft.; flowed 167 bbis. in 
24 hrs. 
Gulf Prod. Co.'s No. 23 O’Brien, $30 ft. from N and 
990 ft. from E Sec. 18, Bik, F ... cecce ec seneess ++--Shut in 2,773 ft.; running tubing. 
Gulf Prod. Ny No. 26 res mae? tt. N, 330 ft. EB 
Bec. 16, Blk. F ........ eseeeseceses. Dlg. 2,345 ft. 


Kregle et al’s No. 1 Bieasler, *ploea tt. “from SE, 330 ft. 
from NE, Sec. 46, Bik. 34, H.&@T.C. Bur. ....-. 000s 8.D. 2,000 pd esas back to 1,- 


452 ft; 
Magnolia Pet. Co.'s No. 1 Brillhart, 2,310 ft. from NW 


and SW, Sec. 13, Bik. 34, H.&T.C. Bur. ....... Sewed >> Fishing 1,836 ft.; to skid rig. 
Maxwell's No. 1 'W and SW, Sec. 
26, Bik. 34, HLAT.C. Bur. ........++-- cocccccccoce DEE. 2,600 tt.; T.P. 2,450 £8. 


George McCamey’s No. 1 Carey, 2,310 ft. from NW and 

330 ft. from NB, Sec. 6, Bik. 6, H.&T.C. Sur. ..... 1... Location. 
Penn Oi! Co.’s No. 1 Hardage-Wilson, 380 ft, from NB 

and SE Sec. 11, Bik. 34, H.&T.C. Sur. 

Bros,’ No. 2 Hall-Roberts, 1,470 tt. from NE an 

2,200 ft. from NW, Sec. 14, Bik. 34, H.&T.C, Sur. wee Rigging up. 
Rector Oil Co.'s No. 1 Monroe, 660 ft. from NE and 8E, 

Sec. 62, Bik. 88, H.AT.C. Bur, .... 2.66 cee ccseeeees Fishing 4,160 ft 
Rowan & Nichols’ No. 1 Street, 990 ft. from SE and 

330 tt, from ag Sec. 17, Bik. 34, H.&T.C. Sur, ...... Delg. 528 ft. 
Skelly Oil Co.'s No. 1 Brillhart, 2,310 ft. from NW and 

NE, Sec. -. TD. 2,605 ft.; 
12 hrs. 


-- Fishing 2,466 ft. 


18, Bik. 34, HLAT.C. Sur. ........+----. es flowed 90. Dbis. in 
Southern Ol] Co.'s No. 1 Sloan, 1,650 ft. from NE and 
330 ft. from NW, Sec. 24, Bik. 6, H.&T.C. Sur. ......Drig. 1,170 ft. 
Stanolind Oil & Gas Co.'s No. 1 Whitlock, 495 ft. NE, 
2,200 ft. SE, Sec. 14, Bik. 34, H.AT.C. Sur. ..........T-D. 2,516 ft.; 100 ft. of] and 90 ft. 
water in 16 hrs, 
Sturm et al’s No. 4 Jones, 2,310 ft. from SW and 990 ft. 
from SE Sec. 26, Bik. B-29, P.S.L. Sur. ........ 
T. P. Coal & Oil Co.'s No. 7 James, 1,320 ft. from sw 
and 6B, Sec, 6, Bik. 34, H.&T.C. Sur. .......... sess. Drig, 2,162 ft. 
Thompson's No. 1 Johnson, 2,310 ft. from SW ‘and 330 
ft. from NW, Sec. 9, Bik. 34, H.&T.C. Sur. 
WINKLER COUNTY 
No. 1 State vacancy, 330 ft. B and 


»-To test 2,546 ft 


-«Drig. 2,280 ft. 


Colonial Ol! Co.'s 


103 ft. N of NW cor. Sec. 2, Bik. 77, P.S.l. Sur. .....Drig. 455 ft. 
Richardson et al's No. 1-B Scarborough, 990 ft. from 8 
and 1,980 ft. from HB, Sec. 18, Bik. 74, P.8.L. Sur. ....S.D. 2,560 ft.; 6%-in. csg. cmtd. 


Richardson et al’s No. 2 Scarborough, 1,980 ft. from N 
and 660 ft. from E. Sec. 1, Bik. 77, P.S.L. Sur. ....... 8.D. 2,830 ft.; est. 150 bbis. per 
ay. 





Wildcat Operations in Texas Panhandle 
Week Ending January 30 


CARSON COUNTY 

Company, well, farm name, section and block— 
Gulf Prod. Co.'s No. 6 Cooper, 330 ft. from N and W 
SW, Sec. 4, Bik. 9, L&@G.N. Sur. ...........6- eeee+esBD, 8,075 ft.; T.P. 8,085 ft.; to 


Co.'s No, 1 Kirby, petra ft. N and W, 
ge Bik. 3, L&aG.Nn. sseeceee.Drig. 1,850 ft. 
Sinclair Prairie Oil Co.'s No. 1 Cooper, 'g30 ‘te from 8 
oe * Bik. 9, L&@G.N. Bur. ......-ceceeeccee T.D. 3,115 ft; C.O. 
Interstate L. Co.'s No. 1 | EE. 1,333 ft. N, 
2,676 ft. B of er Sec. 97, Blk. 6, L&aG.N 2 deed 
Pet, Co.'s No. 3 Cooper, 330 ft. N, 310 ft. B 8B, 
Sec. 6, Bik. 9, L&G.N. Gur. .....ccccccececesercesss-Collar, 
CHILDRESS COUNTY 
Robertson's No. 1 Biddy, center 8S 26% acres of N, 
Laughlin Sur. Bik. _ ee a 
iGsSwoR 


ater ot al's No. 1 Hickman, center Ni, Bee. (i Bike 
16, H.4G.N. Bur. . deeoes . -&.D. 2,276 ft. 
Kates et al's No. 1 Bell, | tt. ‘from N, ‘2.310 tt. trom 
W. Sec, 21, Bik. 102, H.&G.N., ey SR cee 2,703 ft. 


Darby Pet. Co. et al’s No. 1 Puersil, 330 ft. from N, ’ 
1,320 ft. from EB, Sec. 40, Bik. B, John H. Stevens 
JET OXLT Ts LLL pe Pee Te eee «seeeee-Bishing 4,734 ft. 
SBAF SMITH ‘COUNTY 
Western Union Ol] Co.'s No. 1 perio Cc NW, Sec. 


Remarks: 


-. Drig. 1,160 ft. 


teeter 


18-3n-2e ..... Codec caseccccesccesisncedbesecs sseeeeeB.D. 1,240 ft. 

¥ counrr 

Back & Barber’s No. 1 Back, 660 = oe 8, 330 ft. 
from W, Sec. 140, Bik. 25, H.&G.N. Sur. ...... -S.D. 2,428 ft. 


ee et al’s No. 1 Melton, 330 ft. from NE FE half 
B, Sec. 95, Bik. B-2, H.&G.N. Sur. 


sececeeescceeeesMD, 3,075 ft.; T.P. 8,018 ft.; 46 
bbis.; to make 5-day test. 


et al’s No. 1 Catlin. 330 ft. 8 and E of E 80 


of 158-ac. tract, Sec. 57, Bik. 3, L&G.N. Sur. ..... ...U.R. 6-in. esg. 2,800 ft. 
Co."s No, 1-B Melton, 330 ft. from N and 
EB of SW, Sec. 95, Bik. B-2, H.4G.N. Sur............ -8.D. 1,815 ft. 


GAS JOURNAL 


February 2, 193; 


Bell O. & G. Co.'s No, 2 Tedesco Webb, 330 ft. S and W, 

Sec. 61, Bik. 26. H.&G.N. Sur. ceecknns yeaa 
Boyes et al’s No. 1 Colebank- Morse, ‘330 it. NE, Sec. 

65, Bik. 26, H.A@G.N. Sur. ......-ccccccecccccescceessDFig. 2,556 ft. 
Gordan Burch’s No. 1 Laugham, 990 ft; 8S, 330 ft. & 

Sec. 1, W% NE, Sec, 1, Bik. B-2, H.4G.N, Sur. ......Drig. 2,250 ft. 
Cantone Oil Co.’s No, 2 p heang 830 ft. from N, 330 ft. 

from E line, Bik. 9-A, Sec, 15, H.&G.N. Sur. pero gs ee 
Christy's No. 1 rors mg ft. from N and E, Sec. 1 

Bik, A-9, H.&G.N paceccegeccecther 1,960 ft. 
Sam Danner’s No. 1 cobb, "330 70, 8 and W Np, Sec. 1656, 

Blk. 3, L&G.N a aa 
Dolomite Prod. Sere Me No. i Sailor, 330 tt N and B, Sec. 

ay Br 3, L&G.N. Sur. ........ cag 1,780 ft. 

& G. Co.’s # No. 1 Stubbs, 330 tt. from 8. 9 

am fron Ww. Sec. 9, Blk. 3, B&B. r. i... 26 

Gray og Prod, Co.'s No. 1 Huselby, 330 ft. from 
W. E% NW, Sec. 55, Bik: 25, R&G.N. Sur. 

Guit 0 oll Corp.'s No. 2 Catlin, 330 ft. S and W NW cor. 
SW, Sec, 40, but in Sec. 67, Bik. 3, L&aG.N. Sur. ooece eels 8,043 ft; T.D. 3,166 ft; 


2,500 ft. 


550 ft. 


8 
een a Drig. 2,260 ft. 


Sw 
85 bbis. in 4% hrs. after = 
Mazda-Shell Pet. Cor's No. 3 Combs-Worley, 330 ft. 
and W NE. Sec. 35. Bik. 3, L&G.N. Sur. ,.8.D, to test; T.D. 3,041 ft 
Mazda-Shell’s No. ry vena 990 ft. from N 
Hne 330 ft. Sp E line, Sec. 36, Bik. 3, L&aG.N. Sur... Rig. 
id-Kansas O. & G. Co.’s No. 1 Gethings, 330 ft. 5, 
1,650 ft. w 8% 8%, Sec. 13, Blk. A-19, H.&G.N. Sur...5.D. to test; T.D. 2,788 ft 
Ochiltree et al’s No. 1 Hughey, 360 ft. S, 330 ft. EB B 
half SB, Sec. 129, Blk. 3, L&G.N. Sur. ...........-..Drig. 2,880 ft. 
Parton & No. 2 Morse, 330.ft. from W, ‘elt ft. 
from N, W% SW, Sec. 5, Bik. 26, H.&G.N. .8.D. 2,685 ft; to shoot. 


Parton Holt’s No. 3 Morse, 660 ft. from N and E ot E 
half SW, Sec. 6, Bik. 26, H.&G.N. Sur. + oo Ghgnigg > + ee 2,582 ft.; flowed & bbla per 
ay. 


Peterson & Holt’s No. 1 Gething, 330 ft. from S and 
W of N% SE Sec. 13, Blk. 9-A, H.&G.N. Sur. ....... 
Phillips Pet. Co.'s No. 1 Davidson, 330 - N and W, 
Sec. 86, Bik. B-2, H.&G.N. Sur. seevseeeeDrig. 2,226 ft. 
ee No. 1 Brown, 290 ft. from. x, 260 tt. from 
E of NW, Sec, 128, Bik. 3, L&G.N. Sur. .............T-D. 3,268 ft; T.P. 3,215 ft; 


running rods and tubing 
Quicksand Oil Co.’s No. 2 Chapman, 165 ft. N, 775 ft. 
ane ce NW, Sec. 68 Bik. 26, 
H.&G.N. Sur. bah eee soeses+seses BD, 2,620 ft. 
Saunders et al’s No, 3 ‘Sullivan, 822, tt. from W, 231 ft. 
from NE, 160 ft. 8S, 264 ac. of N%, Sec. 136, Bik. 
8, LGG.M. BOP. .ccccwecss 


Cellar. 


Tee eee eee ee eee eee ee 


-- Will plug back to 3,275 ‘t. and 
shoot. 


Sinclair Prairie Oil Co.’s No. 1-E Combs-Worley, 330 
ft. from 8 and E, Sec. 34, Blk. 3, I.@G.N. Sur. ..... 
Skelly Oil ~ No, 1 C. Thut, 330 ft. from S line, 330 
ft. from W line, ph By H.&G.N. Sur., Blk. 1.... Location. 
1 Gething, ty ft. from 8S and W 
EE eh ta cag. 340 ft. 


Skelly eS Co.'s No. 3-A South oun 330 ft. 
1,060 ft. B, Sec. 88, Blk. B-2, H.&G.N. Sur. ..........Drig. 2,035 ft. 
Tedesco-Bell O. & G. Co.’s No. 4 Morse, 990 ft. N and 
Texoma Nat. Gar Co,’s No. 1-G Abersoid, 2,632 ft. N, 
Sur. ..Set 8-in. cag. at 2,462 ft. 
E 


o ceseeeebesceees See Skee ft; 
ning tubing. 


- Location. 


T.P. 3,118 ft; run 


ft. 

Tripplehorn Bros.’ No. 1 Lovett, 330 ft. from N and W, 

Sec, 57, Bik. B-2, H.@G.N. Sur. ............+-.+--: 

bay A Co.’s No. 2 Morse, $30 ft. from ‘ss ana E of 

N half NW, Sec. 67, Bik. 25, A.&G.N. Sur. ...........T.D. 2,675 ft.; plugged back to 
2,285 ft.; to set ceg. 


.- Rig. 
..T.D. 3,154 ft; will test. 


HEMPHILL COUNTY 
Hoover’s No. 1 Hodver, 350 ft. from N, 1,200 ft. from E, 


G. B Tee Ge esa vcda 6 oc Puwbe db ob tedb ccssccdeact: 8,480@ ft. 
HUTCHINSON COUNTY 
Alexander’s No. 1 Cockrell, 330 ft. N and E of E 80 of 
8 160, Sec, 3, Blk. M-2, T.C. Sur. ....... jeehdaeeccneers 1680 ft. 


Baso’s No. 1 Moore, 330 ft. from 8, 330 ft. from B, in 
80 ac. NW, Sec. 21, Bik. M-21, T.C.R.R. Sur. ......T.D. 3,080 ft.; 
era O. & R. Co.’s No. 1 Johnson, 330 ft. N and 
SE, Sec. 34, Bik. Y, A.&B. Sur. ON ie  e h eira and 8.D. 
Deal 6 & G. Co.’s No. 2 Sanford, 330 ft. N and EB o 
N 80 ac., 8 160 ac., Sec. 81, Bik. 46, H.&T.C, Sur... ..8.D. 450 ft. 
Huber Pet. Co.'s No. 1 Moyer-Johnson, 990 bo from 
N, 330 ft. from E half SW, Sec. 34, Bik. Y, A.&B. 
Our, .icienes cosecces SD, 3,918 ft. 
Huber Pet. Co.'s No. 1 Works, 1,342 tt from 8 ana 1,813 
ft. from EB, Sec. 7, Bik. Y.3, T.T. Sur.... teseseeee. UR. 10-in. csg. 
Liner Drig. Co."s No. 1-D Johnson, 330 ft. from N and 
E, Sec, 6, Bik. 1, B.&B. Sur. peasavetevaom mses ft. 
Joe Pe No. 1 Watkins, 440 tt. trom N ‘and Ww of 
N half, See. 18, Bik. M-21 ............0-ccececeee++eTeP. 2,928-60 ft; 1,400 
hole; T.D. 2,964 ft 


rp Oil Co.'s .-¥ 5 Smith, 660 ft. from N and W, 
Sec. 14, Bik. Y, M.&C. Sur. isu we BS down. 
Stasciind O. & G. Co.'s No, 4-A Ware, 330 tt, 8 and W 
NE, Sec, 124, Blk. 4, L&G.N. Bur, ......0-cccececeee- TP, $,068-3,104 ft. and 3,140-45 ft 


est. 6 or 16 bbis 


1,800 ft 


ft. ofl ir 


1,400 ft. ofl in hole: TD. 3- 
149 ft. 
H, Steckol’s No. 1 J. A. Whittenburg enenetn, 430 
ft. from 8 fine, 990 ft. from W line, Sec. 37, T.C.R. 
i dh wiGhvlins atnietieMhn hehe An demes on nen on Ginanie s -Bidg. rig. 


Texilvania Oi) Co.'s "No. 1 Haile, 330 ft. 8, 280 tt. w, 
Sec. 16, Bik. 1, E.L.R.R. Sur. .. 


Hee ee eee ene eeewere 


-Drig. 1,500 ft, 


Okla. Public Service Co.'s No. 1 C. W. Jones, NE SW. 
Sec. 100, H.&@T.C. Sur. ...... anliatt cates Ge neddcocec: 


COUNTY 
Canadian River Gas Co.’s No. 2-A Perkins, 3,260 ft. 8 
of most northerly NE cor, 200 ft. W of B line, Sec. 
64, Bik. 47, H.&T.C. Sur. ... eeeceee-+-eee+Drig. 750 ft. 
Dogie Ofl Co.’s No. 1 Greenwald, “330 tt. "trom N and 
w, om, eS eS OF 2 le eee oe 
k Oil & Gas Co.'s No. 1 Burnett, 660 ft. tt, ‘trom 

S, 330 ft. trem W, Sec. 359, Bik. 44, H.&T.C. Sur. 


+T.D. 5,003 ft. 


-+Drig. 2,390 ft. 
--8.D, 3,796 ft. 


‘ MOTLEY 
Matador Ol! Corp.'s No. 1 Owens, C NE, Sec. 10, Bik. 


G, B.&B. Sur. .......... 


TY 
Chambers et 44 No, : Herring, CNL, Sec. 20, Bik. 8, 
G.C.&8.F. aeeteesece -+-Fishing 4,000 ft. 


RO: TS 
Chicken Creek Oil Co.’s No. 1 Ledrick, 330 ft. N and 


W, Sec. 55, Blk. C, G.@M. Sur. .......+.+.++--++00++-U.R. 6-in. cag. 4,950 ft. 
WH R COUNTY 


Peter eee ews se rs neceeesseeees SD. 530 ft, 


BELE 
Delaney et al’s No. 1 Sitter, 330 ft. from 8 and W of 
W half OM, Gece. 88, Bike, $4 20. ccccennceccccvcccccces S.D. 2,333 ft. 
7 & Robinson's No. 1 Sitter, 2,310 ft. from s and 
E, E%,. Sec, 33, Bik. 24, H.&4G.N. Sur. 


Oe eee eeneee 


--T.D. 2,760 ft.; S.D. for pipe line 


Helena Q. & G. Co, et al's No. 1 Belew, C NE SW. re 
int tetee why scan sins ote Made dks diane bib an ax sseeee--. Rigo up. 
Osborne 4 al’s No. 2 Sloss & Admire, “330 ft. from N 
lime and a's ft. from E line of NE Sec. 47, H.&T. 
Cc, Sur., Bl «Cites Be cae een 64640068 > Cos ange ceeds Rig up. 


B. M. Rhodes’ No, 1 Noel, 230 ft, 8 and B NE, Sec. 
Bik, 24, H.4G.N. Sur. 


Sur. Pee ee eee ee eee ee eee eee. 


++eeeeeee Material on ground. 
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Oklahoma City Given Higher Allowable During 


February Because of Increase 


Developments in Oklahoma during the 
week ending January 28 include the post- 
ponement of poten- 
tial tests on wells 
in the Oklahoma 
City Field until 
February 15. An- 
other hearing on 
the matter of po- 
tentials will be 
held by the Cor- 
poration Commis- 
sion on February 
10. The validity of 
the use of troops 
in the Oklahoma 
City Field by Gov- 
ernor Murray is 
expected to be decidefl by the State Su- 
preme Court some day this week. The 
market demand for crude oil from Okla- 
homa shows an increase for the month 
of February, the first increase since last 
summer. 


The Lucien Consolidated Community’s 
No. 1 Jerome, C SW SW Section 8-20- 
2w, Noble County, the second well -com- 
pleted on the 2,160-acre unitized block, 
flowed 870 bbls. on Saturday, January 
2, and 832 bbls. on Sunday, and 560 
bbls. Monday, the gauges ending at 7 
am. on each of the days named, It had 
the Wilcox sand at 5,174 feet and was 
drilled to a total depth of 5,306 feet, 
where it was making 3 bailers of water 
an hour. The water made its appearance 
at 5,287 feet. The well is now shut down 
and it will probably be plugged back. 

Two and one-half miles south of the 
discovery well, the Stanolind Oil & Gas 
Co. and Amerada Petroleum Corp.'s No. 
i Kolb, C NE NW Section 33-20-2w, 
found the Wilcox sand at 5,075 feet and 
green shale at 5,032-37 feet and the sec- 
ond Wilcox sand at 5,083 feet, with the 
total depth now 5,107 feet. It flowed 640 
bbls. on January 29, and 620 bbls. on 
January 30. It will probably be drilled 
deeper. 








Demand Increases 


The crude oil demand from Oklahoma 
shows an increase of 20,226 bbls. daily 
for February over January, increasing the 
allowable to 406,229 bbls. per day in Feb- 
ruary. The crude oil purchasers indicated 
their market requirements at a hearing 
before the Corporation Commission Jan- 
wary 27. Most of this increase was given 
to the Oklahoma City Field. 

The Oklahoma City Field was increased 
19,132 bbls. to a total of 94,465 bbls. 
daily. The largest increase in nominations 
was made by the Phillips Petroleum Co., 
10,000 bbls. per day increase over the 
previous month, making its total nomina- 
tions 15,000 bbls. daily. The Wirt Frank- 
lin Petroleum Corp. joined the list of pur- 
chasers in the Oklahoma City Field and 
nominated 4,000 bbls. daily. The Indian 
Territory Illuminating Oil Co. increased 
its nominations from 4,000 bbls. to 9,000 
bbls. daily. Several of the other pur- 
chasers also increased their nominations. 

Outside of the Oklahoma City Field 
the West Holdenville Field in Hughes 
County was the only other area in «he 
State to show an increase, its outlet was 
imereased from 500 bbls. to 1,500 bbls. 
daily, and this field may now be reclassi- 
fied as a Class “C” field. 

Tests made by the proration depart- 
ment in the Oklahoma City Field during 
the last month show 103 wells in that 
field, outside of the Arbuckle lime zone, 
are making in excess of 10 per cent wa- 


By W. A. SPINNEY 


Staff Correspondent, Oklahoma Fields 


ter. Three of these wells are in the Wil- 
cox sand area and the balance in the 
Simpson area. Those in the Wilcox sand 
area averaged 12 per cent water and 
those in the Simpson sand area averaged 
49 per cent water. 

There have been 1,015 wells completed 
in the Oklahoma City Field according 
to the proration department, of which 
956 wells were oil wells and 59 gas wells. 
Of this number 1,000 wells in the field 
are now producing oil. . 

The total adjusted potential of the 
field as of January 15, was given at 4,- 
590,913 bbls. in 24 hours, with a total 
of 862 wells that have been given a 
potential test. This potential is divided 
as follows: 





Zones— Wells Potentials 
Wilcox sand sao. 438 3,938,044 
lt. 6 a srr wks | ee 649,568 
Fault Line ; oe . 6 3,300 

pO ee Pets - 862 4,590,913 


The wells in the Arbuckle lime zone 
do not have any rating as to potential 
and are permitted to flow to capacity. 
During the last 23 days they averaged 
around 8.6 bbls. per day per well. There 
are 15 wells in the Wilcox sand zone and 
17 wells in the Simpson sand zone which 
have no potential rating and 62 wells in 
the lime zone. 


Allocating the Potential 
Allocating the potential production in 
the Oklahoma City Field in order to per- 
mit the division of the allowable the 
proration department has classified the 
producers as to potential in each zone, 
as follows: 


Wilcox sand potential— Wells Ttl. pot. 
Less than 500 bbls. ........ 24 6,403 
500 to 1,000 bbis. ........ 12 9,075 
1,000 to 1,500 bbls. .. oot, ae 12,765 
1,500 to 2,000 bbls. cewe 8 13,370 
2,000 bbls. or more . .. 381 3,892,774 
Total . . 435 3,934,390 


Simpson sand— 


Less than 500 bbls. ....... 77 19,927 
500 to 1,000 bbls. ........ 82 61,594 
1,000 to 1,500 bbls. .... . 64 67,940 
1,500 to 2,000 bbls. ........ 27 43,007 
2,000 bbis. or more ........ 79 277,571 
ee eee ee 319 470,014 


Fault line zone— 
Less than 500 bbls. ....... 3 811 
600 to 1,000 bbls. ........ 1 506 
1,500 to 2,000 bbis. 1,983 


5 3,300 


Underproduced Oil 

Wells that are underproduced in the 
Oklahoma City Field have been granted 
permission by the Corporation Commis- 
sion to make up approximately 100,000 
bbls. of oil before April 1. Some of these 
wells had been unable to make their al- 
lowables under the water exemptions 
prior to November 1 of last year. 

Under the old orders of the commis- 
sion, wells making 3 per cent or more 
water were allowed to produce an addi- 
tional 100 bbls. of oil a day, besides 
their percentage allowable. On many of 
these wells the underproduction continued 
to increase, while some were able to 
make up the difference. On about a dozen 
of these wells the owners voluntarily 
surrendered the underage oil. 

The case was opened on a petition of 
Wirt Franklin Petroleum Corp., which 
stated that there was a market for this 
oil and that the wells, under the higher 
allowable, would be permitted to make up 
this amount of oil. 

If the wells are unable to produce 
their underproduction plus their allow- 
able up to April 1, the underproduction 
will be stricken. The three corporation 
commissioners concurred in the ruling. 

Phillips Petroleum Co.’s No. 2 Roden, 
NW cor. SW NW Section 2-11-3w, the 
thousandth well completed in the Okla- 
homa City Field, flowed 827 bbls. of oil 
and 600 bbls. of sand fh one hour and 
five minutes. The gas gauged 136,000,000 





Wildcat Operations in Oklahoma 


Northern Oklahoma ; 
ATOKA COUNTY 


Company, farm and location— Remarks: 
Independent Oil Co.’s No. 1 D. James, C NE NB Sec. 
BB-B-15 occ. cccccecccrscccersesenccesesettesesseseese Est. 15 bbls. 371-90 and 394-426 ft. 
Barton's No. 4 Miller, SE NW SE SW Sec. 26-1-14....... S.D. 605 ft. 
Hicks’ No. 2 Morris, SE NE NW SB Sec. 6-1-15 ........ Drig. sand 1765-262 ft., estimated 
2 bbis. 
George’s No. 1 Reddin, SW NE SW Sec. 19-1-16 ........8.D. 640 ft. 
BECKHAM COUNTY 
Pattel Royalty’s No. 1 Goose Tree, SW SE SW SE Sec. 
MEP, 60.0 «no h6+nep-ueee concets eves téceconsedeed Sée Fishing 1,960 ft. 
Mid-Texas Co.’s No. 1 Sidell, NE cor. SW SW Sec. 
BUGGY. - ove nsccesaqeccccnspectaccecéebseven céevoce S.D. 2,550 ft. 
White et al’s No. 1 Green, SW cor. Sec. 34-10-24w....... S.D. 3.575 ft. 
BLAINE COUNTY 
Watonga Petroleum Co.’s No. 1 Masters, SW NW NW, 
OE be a0 6 pie we oe cnn oc.e tebvatheceet cone S8.D. 1,206 ft. 
CADDO COUNTY 
Denver P. & R. Co.’s No. 1 Noe, NW SW SW Sec. 34- 
BOEDW cendvedscdccddscccuds cccse decvcceccesus ed -++.Drig. 3,130 ft. 
Abernathy & Brown's No. 2 Houston, Sec. 24-6-l3w .....S.D. 1,116 ft. 
COAL COUNTY 
Dodd & Burton’s No. 1 Grigsby, NW SE NE Sec. 35-1-8..8.D. 1,100 ft. 
Funk & Russell’s No. 1 Miller, SE NE Sec. 10-2-8 ....... 8.D. 2,750 ft. 
COMANCHE COUNTY 
G. W. Stogner’s No. 1 Doebel, C SW SW Sec. 3-3-9w.....S.D. 1,450 ft. 
CREEK COUNTY 
Oo. O. Owen's No. 1 fee, NW cor. Sec. 23-15-7 ..........- U.R. 3,078 ft. 


CUSTER COUNTY 
Miley Pet. Co.’s No. 1 Caldwell, NE Sec. 12-14-l4w....... Location. 
ELLIS COUNTY 


Algers Pet. Co.’s No. 1 Roper, C SH NW Sec. 21-20-24w.. 


-8.D. 50 ft. 


GRADY COUNTY 


English Drig. 
3 w 


Co.’s No. 1 Heenan-Coe, NE SB NE Sec. 
Saaaasase se; 8.0. 3,255-87 ft; S.D. 3,604 ft. 


GARFIELD COUNTY 


Continental Oil Co.’s No. 
Sec. 7-24-4w 
B..L. Love et al’s 


1 Thompson, 


NW sw sw 
Sos tcadtos . Location. 
No. 1 White, SE cor. NW Sec. 9-24-6w..S.D. 6,860 ft. 


GREER COUNTY 


French's No. 1 Murphy, SW NW Sec. 23-7-2 


AW... scores 8.D. 1,645 ft 


HASKELL nee 


Ault et al’s No. 1 Hall, NW SW SW See. 14-9-19 .... 


Ault et al’s No. 1 Hall, SE NW Sec. 25-19-9 


-8.D. 2,000 ft. 


eeeeesssees S.D. 200 ft. 


(Continued on Page 48) 


Oil Demand 


feet a day. This is also the hundredth 
well completed in the field by the com- 
pany. The oil and gas were found in 
the Wilcox sand at 6,246-6,328 feet. Sand 
damaged the connections and the well 
was shut in and another test will be 
made later in the week. 


More Demand and Outlets 


During the week the Continental Oil 
Co. increased its pipe line shipments 
from the Oklahoma City Field and is 
now taking 100 per cent of the allow- 
able from all leases to which it is con- 
nected. It is also believed an attempt 
will be made to clean up all of the under- 
production and under-run oil on these 
leases. 


In the West Holdenville Field in 
Hughes County, the Stanolind Crude Oil 
Purchasing Co. will increase its nomina- 
tions on February 1, from 500 to 1,500 
bbls. daily. A petition to transfer this 
field to Class “CO” rating so that the in- 
crease can be allowed, will be made at 
the next proration hearing. 

Two gas pipe lines will soon be serv- 
ing the West Holdenville Field in Hughes 
County in a few weeks. The Empire Oil 
& Refining Co. is completing a 6-inch 
pipe line from the townsite of Holden- 
ville to tie into its network in the Great- 
er Seminole area, and it is expected to be 
tested shortly. 

The Phillips Petroleum Co. has com- 
pleted a survey for a 10-inch pipe line 
to connect with the West Holdenville 
Field with its gasoline plant southeast of 
Wewoka. 

Mid-Continent Petroleum Corp. is com- 
pleting the construction work on a 4- 
inch pipe line which will run oil from 
the West Holdenville Field to the north 
Wewoka area. 


A Promising Location 


The location for Continental Oil Co. 
and others’ No. 1 in the NW cor. SW 
SW Section 7-24-4w, Garfield County, is 
being forced by short term leases. If this 
wildcat is productive the necessity of 
drilling a number of other wells is cer- 
tain. The well is being drilled on the 
Hunter structure, a half mile east of the 
townsite of Hunter. It will be drilled 
to the Wilcox sand. Acreage close to 
the Hunter block is owned by the Con- 
tinental Oil Co., Westyde Oil Co., The 
Texas Company, Stanolind Oil & Gas Co. 
and Amerada Petroleum Corp. Other com- 
panies owning acreage in the adjoining 
territory are Sinclair Prairie Oil Co., 
Twin State Oil Co., Mid-Kansas Oil & 
Gas Co., Champlin Refining Co. and 
Gypsy Oil Co. 

The Hunter structure was discovered 
by the use of core drill and was later 
worked by geophysical instruments. It 
is on the trend north and south with 
other important producing fields in the 
State. The Oklahoma City Field is on 
the south end of this trend but does not 
extend over into Range 4w. The trend 
north includes the structure in Township 
15-4w, and going on north is the one- 
well pool of the Eason Oil Co. in Sec- 
tion 34-17-4w; the Lovell-Marshall Pools 
in Townships 18-4w and 19-4w; the Gar- 
ber Pool, which lies in Townships 22-3w 
and 22-4w; and across the Oklahoma 
State line is the State Line Pool, which 
has wells in both Oklahoma and Kansas 
in Range 4w. 


In Southern Fields 


In the Tatums Pool, in Carter Coun- 
ty, two new locations were announced. 
(Continued on Page 70) 
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Crude Demand in Kansas Increases, Resulting in 
Higher Production Average in the State 


By W. A. SPINNEY 


Staff Correspondent, Kansas Fields 


Kansas reported a substantial increase 
in the market demand for crude during 
the week ending January 28, which re- 
sulted in an increase in the daily aver- 
age production of the State. This in- 
erease, estimated at 2,300 bbls. a day, 
brought the total daily average produc- 
tion to 93,250 bbls. for the seven days. 
Oil companies are still hunting for new 
pools in the western part of the State, 
by the use of geophysical instruments, 
and a wide survey is under way at the 
present time. The Kansas Public Service 
Commission issued several decisions and 
orders during the week on petitions that 
have been pending for some time. The 
Mabee Pool, in the southern part of Mc- 
Vherson and northern Harvey Counties, 
is becoming an important Hunton lime 
producing area and its limits are as yet 
undefined. 

The Derby Oil Co.’s No. 3 Hamm, in 
Section 33-21-3w, found the top of the 
Tlunton lime at 3,455 feet and is cement- 
ing the casing at that depth. It is log- 
ging about 20 feet higher than the Lario 
Oil & Gas Co.’s well, the east offset, 
which is expected to be a good sized 
producer. 


Two Hunton Lime Pools 


The Mabee Pool, located in McPherson 
and Harvey Counties is fast becoming an 
important producing area in Kansas. The 
oil is found in Hunton lime. The pool is 
now about a mile east and west and it 
was extended a mile and a half south last 
week, 

The Hunton lime has been found to be 
productive only in two areas in the State. 
The first well to find this horizon was 
Frank Hollow and others’ No. 1 Church 
Acre, SW cor. NW Section 20-22-3w, 
Harvey County, a mile east of the Reno 
County line. The well led to about a 
dozen others being drilled in that pool, 
covering an area of about 60 acres. 


John Mabee, Inc., and Shell Petroleum 
Corp.'s No. 1 Nickel, NE cor. SW Sec- 
tion 33-21-3w, in the southern part of 
MePherson County, was drilled to protect 
a short term lease. This well found the 
Hiunton lime after the shallower forma- 
tions were found dry. Since this well was 
completed, about eight others have been 
completed in this pool, extending the pro- 
duction south into Harvey County. 

The Mabee Pool will no doubt be devel- 
oped at a rapid rate owing to a number 
of short term leases in the area. The 
Mabee Pool has been developed in such 
a manner that the wells are scattered 
which has resulted in a large number of 
what are believed to be proven locations. 

About a quarter mile south of the No. 1 
Wall, the Midwest Refining Co. drilled 
a well that had a showing of oil in the 
Hunton lime but not enough to make a 
commercial well, and it was abandoned. 


New Test in McPherson 


A wildcat location was announced 
northeast of the- townsite of McPherson. 
The test is W. BE. Reeves and others’ No. 
1 Swenson, SW cor. NE Section 13-19- 
Sw, McPherson County. No operations 
have been started at this location but it 
is believed that material will be moved 
and developments started in a short time. 
The location is a half mile south of the 
McPherson Oil & Gas Co.’s No. 1 Chind- 
berg, a chat gas well, and a half mile 
north of F. Whan and others’ No. 1 
Dixon, a chat oil and gas well. 

Atlantic Ojl Producing Co. has pur- 
chased the Solar Oil Co.’s interest in a 
block of 2,400 acres of leases centering 
around Section 10-19-10w, Rice County. 


A well was drilled to the Siliceous lime 
in Section 10-19-10w, but its output was 
small and it was plugged. 

Another wildeat test has been an- 
nounced for Saline County, the Lario 
Oil & Gas Co.’s No. 1 Fulton, SW cor. 
W half NW Section 14-16-2w. Cable 
tools will be used to drill this test and it 
is expected it will be spudded some time 
during the week. 

Production in the south end of the 
Ritz-Canton-Decker Pool, in McPherson 
County, was extended one location east 
during the week. The well was the Mid- 
Kansas Oil & Gas Co.’s No. 1 Tinsley, 
NW cor. SW SE Section 6-20-lw, esti- 
mated at 1,000 bbls. a day. No produc- 
tion tests of this well have been made. 
The oil was found in the Viola lime at 
3,395-3,425 feet. It rose 1,600 feet in the 
hole in a few minutes. A battery of tanks 
is being erected preparatory to making a 
swabbing test, after which the well will 
be placed on the pump. 

Keys Brothers and others’ No, 1 Mun, 
SW cor. SE Section 21-19-lw, on the 
Canton townsite, in McPherson County. 
on the extreme east edge of the Ritz- 
Canton-Decker Field, found water in the 
Viola lime at 3,480-3,510 feet. It was 
belieyed to be logging low on other pro- 
ducers in the vicinity. It may be aban- 
doned at the depth named. It is the first 
failure in the Viola lime on the Canton 
townsite. A short distance south and 
west, Reid and others’ have a producing 
well from the chat formation, it being a 
producer on the townsite. 

The cellar and pond are being com- 
pleted for the drilling of a test well by 
Helmerich & Payne and others’ No. 1 
Russell, SE cor. NE Section 23-19-2w. 


Cable tools will be used to drill this test 
and if it makes commercial producer it 
will extend production a quarter of a 
mile to the west and force the drilling of 
three offsets. . 

The central western part of Kansas is 
being tested for additional oil pools by 
the use of geophysical instruments. A 
number of crews are at work in Reno. 
Ellsworth, Stafford, Barton and Harvey 
Counties. There is also considerable leas- 
ing in progress in the central western 
part of the State. There is also some 
surrendering of leases around dry holes 
that have been drilled. 

Acreage has recently been leased by 
some of the major oil companies in Sedg- 
wick, Reno, Kingman, Rice, Harvey and 
Pratt Counties. The acreage in Sedgwick 
County is located in Sections 19, 20, 21, 
29 and 30-25-2. The Reno County leases 
were located in Sections 5 and 7-26-4w 
and Sections 30, 31, 32-25-4w, and in 
Townships 26-8w, 25-9w, 26-6w, 25-6w. 
Those in Kingman County were located 
in Townships 27-5w, 27-6w, 28-5w, 28-6w, 
27-5w. In all the other counties the acre- 
age was scattered. 


New Locations in Stafford 

The Stanolind Oil & Gas Co.’s No. 1 
Figgers, NE cor. Section 1-23-12w, and 
the Atlantic Oil Producing Co.’s No. 1 
Gates, NW cor. SE Section 27-21-13w, 
both in Stafford County, are new loca- 
tions, indicating that the area along the 
Barton-Ellsworth Arch is still being 
tested. 


Commission Orders 


The Kansas Public Service Commission 
released a number of orders during the 





Wildcat Operations in Kansas 


(Descriptions are East unless marked otherwise) 
BARTON COUNTY 


Company, farm and location— 


Remarks: 


Vickers Petroleum Co.’s No. 1 Kerr, NW SE Sec. 15- 


16-l2w 
sinclair Prairie 





Oll Co. No. 1 Turgeon, 


Cc NE NW 










OG, DaBoRD . 0 cove ctcec cc0e chee ebeaneteec eas T.D. 3,479 ft; abd.; wtr. 
Rankin’s No. 1 Sooey, C SW NE Sec. 34-18-12w..... S.D. 160 ft. 
Doherty et al’s No. 1 Roesier, SW NE Sec. 11-18-llw ....8.D. 1,976 ft. 
Skelton Oil Co.'s No. 1 Ott, C SE SE Sec. 16-19-l4w..... Set Pe y" ow -46 ft.; show oll; 
Ss. 3,60 


BUTLER COUNTY 


Reeser’s No. 1 Hull, NW SE Sec. 8-26-9 


eccesecess- Spudding. 


DICKINSON COUNTY 


Severs’ No. 1 Livingood (O.W.D.D.), SE NW Sec. 


13-13-21.8.D. 4,900 ft. 


ELLIS COUNTY 
Phillips Pet. Co.'s No. 1 Unknown, C SW Sec. 33-11-17w.. Location. 
ELLSWORTH COUNTY 
Sinclair Prairie and Olson's No. 1 Brack, C SW SW Sec. 


EE onc cacaradeaenas > (sade Cis diieth mee od Drig. 2,040 ft. 
Mid-Kansas Oil & Gas Co.'s No. 1 Kanak, NE 8W Sec. 
SSPE bx 0 0 0 0 Cnebhe 660Gb. 606080n6e eh eubeoesse -Drig. 3,119 ft. 
Henry et al’s No. 1 Arnsman, C SW SW Sec. 10-15-Iw. -Rig. 
Buckford’s No. 1 Burke, C NE SW Sec. 14-14-9w......... S.D. 50 ft. 


Gurley Bros. and Barnsdal!’s No. 1 Union Pacific, NW 
8 


W Sec. 17-14-Tw 


R. Gear et al’s No. 1 Kroboth, SE NW Sec. 


Causeetecees Abd. 3,601 ft. 
12-15-10w.. 


. Fishing 3,050 ft. 


FRANKLIN COUNTY 


Judd et al’s 


No. 1 Unknown, C SW NW Sec. 16-16-18 ... 


-Abd. 1,210 ft. 


GRAHAM COUNTY 
Schieimeyer et al’s No. 1 Smith, a Sec. 24-8-25w...... Drig. 3,976 ft. 
ARVEY COUNTY 


Phillips Pet. Co.'s No. 1 Weebe, NE ot NE Sec. 30-23-2. 


-Rig burned 2,710 ft. 


MARION COUNTY 


Farrell et al’s No. 1 Williamson, C 


NW SE Sec, 21-19-4..Drig. 2,361 ft. 


Vernon et al’s No. 1 Schmidt, C SW NW Sec. 36-19-1..... Drig. 3,298 ft. 
McPHERSON COUNTY 
Lario O. & G. Co.’s No. 1 Wilke, C SE NE Sec. 34-20-4w. Orig. 1,833 ft. 


Whan et al's 
Snyder et al’s 
Sidwell et al’s 


No. 1 Nelson, NW SE Section 18-19-2w..... Location. 
No. 1 Carlson, SE cor. Sec. 4-19-3w....... 8.D. 2,858 ft. 
No. 1 Nichols, NE NW NW Sec. 28-17-lw..8.D. 1,205 ft. 


MORTON COUNTY 


Sydraulic Oli Co.'s No. 1 State Land, NW SE Sec. 22, 
BOeEOEE co cmrwccercvenercceadetcescoeccocerereeseesees T.D. 3,640 ft.; 


OO eeeeee Eee eC Cee ee eee ee eee eee eee 


temp. abd. 


NESS COUNTY 
Sinclair Prairie Oil & Gas Co.'s No. 1, C SW SW Sec. 


16-19-21w 


eee eee eee e Te eee ee ee eee eee ee eee 


pine coepain ae Drig. 4,645 ft. 


NORTON COUNTY 


Richards et al’s No. 1 Colby, Sec. 17-4-2l1w 


OSAGE COUNTY 
Briggs & Smith’s No. 1 Wood, SE NW Sec. 21-14-15.. 


--8.O. 2,190-2,200 ft.; temp. abnd. 


PRATT COUNTY 


Ninnescah O. 
Sec. 28-27T-llw 


& @. Co.'s No. 1 Hardesty, SW SE SE 
Ps ae eee Drig. 3,523 ft. 
(Continued on Page 49) 





week on various matters that have bee, 
pending before this body for some time. 

The commission ordered that effectiy, 
January 20, 1933, the minimum allowabj), 
on the Mississippi lime well in the Rit, 
Canton-Decker Field in McPherson Coy, 
ty, shall be restored to 100 bbls. a day. 
and that equitable distribution of the jp. 
ereased market demand shall be made s 
as, nearly as possible, to equalize pro. 
duction percentages to wells entitled ty 
increased allowable, in order to more 
nearly establish ratable taking, preven; 
waste to the production of crude oil, 

The commission also ordered “in the 
matter of overages, accumulated under 
the special temporary allowables, effec- 
tive January 1, 1933, the difference jp 
percentages actually being run by these 
offset wells and the wells given specia| 
allowables shall be applied for such ; 
period of time as may be necessary to 
equalize all overages accumulated during 
the period of special allowables. The «a 
cumulated overages shall be made up as 
above ordered, if possible, and any r 
maining overages shall remain charge 
against the lease and shall be made w 
from subsequent production on the leases 
at a minimum rate of 25 per cent of the 
lease potential.” 

The commission ordered in the matter 
of the application of G. P. Dickey. for 
adjustment of the shortage on his No. | 
Decker well, located in SE cor., Sectio 
35-19-2w, that this application for per- 
mission to produce the 89,000 bbls. short 
age from the well be denied. 

The commission ordered that G. P. 
Dickey’s No. 4 Decker, in Section 35- 
19-2w, be allowed to make up only that 
part of the shortage which was accumv- 
lated during the first 30 days of the 
initial shut-in period and amounting to 
24,936 bbls. In the interest of conserva- 
tion thig shortage shall be made up at 
the rate of not to exceed 100 bbls. daily. 

In the matter of the application of 
Slick, Pryor & Lockhart, Inc., for abroga- 
tion of the 50-bbl. minimum allowable in 
the Voshell Pool, McPherson County, the 
commission ordered that effective Jan- 
uary 15, 1933, the minimum allowable oi 
the deep sand wells of the Voshell Poo! 
be reduced from 50 bbls. to 25 bbls. per 
day in order to more accurately re-estab- 
lish the fair and ratable taking from 
these wells as is intended on the per 
centage allowable based on nominations 
of purchasers, 


Butier County 
Duncan and others’ No. 1 Rutz, CNL 
SW SE Section 34-27-5, was completed 
for 30 bbls. from 2,697-2,711 feet. 


Ellsworth County 
Henry and others’ No. 1 Arensman, © 
SW SW Section 10-15-7w, is a location 
abandoned. Mid-Kansas Oil & Gas Co.'s 
No. 1 Kanak, NE cor. SW Section 15- 
16-7w, was abandoned at 3,305 feet. 


Dickinson County 


Severs and others’ No. 1 Livingood. 
SE cor. NW Section 13-13-2, was aba» 


doned at 4,900 feet. 


Harvey County 
McBride, Inc.’s No, 4 Friessen, CW! 
SW NW SW Section 20-22-3w, is a ris 
Olsen Oil Co. and others’ No. 2 Krel- 
biel, C NW SW Section 19-23-3w, was 
completed for 120 bbls. from 3,287-3,375 
feet. 
Greenwood County 
Knight and others’ No. 1 Moser, NE 
cor, SW SW Section 33-22-12, is a lc- 
cation. Simmons and others’ No. 1 
(Continued on Page 45) 
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California Fields Diminishing Excess Production; 


Huntington Beach Now a Stumbling Block 


By L. P. STOCKMAN 


LOS ANGELES, Calif., Jan. 28.— 
Crude oil production in California, re- 
flecting aggressive 
efforts to reduce 
state production to 
the established al- 
lowable and thus 
prevent drastic 
price reductions, 
showed a substan- 
tial drop during 
the past week but 
is still about 15,- 
000 bbls. in excess 
of the daily quota 
of 441,000 bbls. 
Umpire Pemberton 
is concentrating his 
attention on Huntington Beach and hopes 
to bring this field into line within a few 
days. If this is accomplished, state pro- 
duction will reach a lower level early in 
February, although it is doubtful whether 
the ultimate objective will be reached. It 
is believed, however, that marketers will 
be able to stagger along until early sum- 
mer when conditions should be improved 
if erude production is immediately re- 
duced to within striking distance of the 
allowable. Decreased consumption and 
lower prices for refined oils makes it 
obligatory for marketers either to cut the 
price of crude or purchase less oil at 
present prices. 

Consistent declines in gasoline prices 
have reduced the differential between 
erude and refined prices to such an ex- 
tent that marketers have been unable to 
maintain cash resources. Gasoline prices 
showed a further weakening in Northern 
California during the past week. In the 
Sacramento Valley all grades of motor 
fuel were reduced 114 cents due to highly 
competitive conditions. While commenting 
on gasoline prices and consumption it 
might not be amiss to call attention to 
the consistent decline in California vehicle 
registrations. Preliminary figures indicate 
that 1933 registrations are running 3 per 
cent below 1932, which was about 7 per 
cent below 1931. In other words, the 
number of old cars scrapped since 1931 
has greatly exceeded current sales of new 
models. The new multiple high compres- 
sion cylinders have not compensated for 
the decrease in active automotive units, 
although this equipment has undoubtedly 
been an important factor. 


Legislative Action 


Tentative plans have been made to in- 
troduce a new oil production control bill 
in the California legislature shortly but 
the sponsors are having a little difficulty 
in getting the necessary support. The 
measure is similar to the Sharkey bill 
introduced in the last session, which pre- 
cipitated a bitter battle in the Senate and 
Assembly in 1931 and was later voided 
at the polls. The bill, even more stringent 
than the defeated Sharkey bill, is mod- 
eled on the recommendations of the oil 
states advisory committee, to which Gov- 
ernor Rolph appointed W. H. Cooley of 
Bakersfield, as California representative. 
Major companies appear to be sitting 
back hoping some one will be able to 
formulate a workable plan. 


Huntington Beach 

The reduction in excess production ef- 
fected within the past 10 days reflects 
the sympathetic understanding of many 
Producers and should stimulate further 
concerted efforts by the curtailment com- 
mittee to reduce the remaining excess. 
It is imperative that immediate action be 
taken to revive curtailment work in the 
Huntington Beach Field where a general 
breakdown has occurred in the town lot 
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area adjoining the ocean front. This sec- 
tion has been running wide open for sev- 
eral weeks. Huntington Beach is respon- 
sible for more than half of the total ex- 
cess production of all Los Angeles Basin 
Fields combined and constitutes approxi- 
mately 40 per cent of the total excess pro- 
duction of the entire state. Huntington 
Beach has averaged a little more than 
26,000 bbls. per day since the first of 
the year and a few days ago was pro- 
ducing 29,100 bblis., or approximately 
16,000 bbls. in excess of the field’s allot- 
ment of 19,000 bbls. per day. The deflec- 
tion in the town lot area of Huntington 
Beach started late in 1932, but did not 
reach the critical stage until the Stand- 
ard Oil Co. was finally forced to resume 
production in a number of wells which 
had been standing shut in for some time. 
Before undertaking steps to prevent its 
properties from being drained, the Stand- 
ard served notice that it could not coun- 
tenance such flagrant violation of cur- 
tailment, particularly in view of the fact 
that many of the company’s wells are 
located in the town lot area interspersed 
with other wells which were running wide 
open. Huntington Beach is the first field 
in which the Standard has engaged in 
town lot development which became neces- 
sary because of the ownership of a num- 
ber of lots acquired by the company when 
it purchased the holdings of the Hunting- 
ton Beach Co. several years ago. 


Curtailment Necessary 


The seriousness of the situation at 
Huntington Beach lies in the fact that 
it threatens to precipitate a condition 
which may cause a general breakdown in 
curtailment. When ratifying the proposal 
to reduce production to the established 
maximum, the Kettleman North Dome 
Association stipulated it would do so pro- 
vided that Los Angeles Basin Fields com- 
plied in a like manner. Kettleman Hills 
production was almost 2,000 bbls. below 
its alloted quota a few days ago, but the 
maintenance of effective curtailment in 
the Kettleman North Dome Field is con- 
tingent upon strict adherence to the cur- 
tailment program by Los Angeles Basin 
fields. Kettleman operators cut back pro- 
duction to show good faith. It is reliably 
reported that unless Los Angeles Basin 
fields are brought into line Kettleman 
Hills operators will petition the curtail- 
ment committee for an increased allow- 
able. Kettleman Hills is capable of pro- 
ducing in excess of 265,000 bbls. per day 
and has an allowable daily quota of 
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55,000 bbls. The allowable production of 
this field is a pegged figure, unlike other 
fields where the allowable is predicated 
on the potential daily production. Kettle- 
man North Dome therefore shows a 
higher degree of curtailment than any 
other field. 


Difficult Problem 

Umpire Pemberton is facing a difficult 
problem in reviving curtailment in the 
Huntington Beach town lot area but be- 
lieves operators will recognize the ad- 
visability of getting back into line to 
maintain prices. The Standard Oil Co. 
has already signified its wish to get back 
on a curtailment basis as soon as possi- 
ble and informed the umpire that it re- 
luctantly resumed production on January 
4 to prevent drainage of its properties. 
Several other operators have also signi- 
fied their desire to pinch back production 
but have been unable to do so due to 
the action of their neighbors. The situa- 
tion in the Huntington Beach town lot 
area has been complicated by the comple- 
tion of two fairly good wells. The Wil- 
shire Oil Co. started the ball rolling a 
few weeks ago by recompleting No. 5 
Huntington after redrilling the hole to 
4,367 feet and finishing a 451-bbl. pump- 
er. During the current week, the Vicaroo 
Oil Co. completed its No. 1 flowing 791 
bbls. of clean 25.7 gravity oil and 3,800,- 
000 feet of gas per day. This well, origi- 
nally started by K. G. Pulliam and subse- 
quently acquired by Stevely-Gooden, was 
taken over by the Vicaroo Oil Co. as an 
incompleted drilling project at 3,850 feet. 
The Vicaroo, being unable to recover the 
junk lost in the hole, started to sidetrack 
it. Field men are of the opinion that 
herein lies the secret of the Vicaroo’s suc- 
cess as the fish acted as a whipstock and 
tended to cause the hole to deviate from 
the vertical. The exact location of the 
bottom of the hole is somewhat in doubt 
but, based on the substantial production 
developed, it is probable the deviation 
from the vertical has been toward the 
ocean front, as the drainage factor is not 
as high in this area due to the smaller 
number of wells drilled per acre. Oper- 
ators holding adjacent acreage are ,de- 
bating the advisability of instituting re- 
medial litigation. Completion of the Wil- 
shire Oil Co.’s No. 5 Huntington and the 
Vicaroo Oil Co.’s No. 1 has focused the 
attention of independent operators on the 
town lot area with the result that sev- 
eral deals are under way involving both 
drilling sites and former producing wells 
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Kerosene seme eRe ree. ° Wigs eo FARE. 
Foreign exports— 
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Diesel and gas oil 34,569 4,938 
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which had been idle for several months. 
The area is not exactly hot, but the next 
several months may witness a revival of 
work on a relatively small scale. The 
Wilshire Oil Co. has just spudded in No. 
6-A and is building rig for reconditioning 
work on No. 1. The Southern California 
Drilling Co. has No. 1 Severns in the oil 
sand at 4,350 feet and should finish it 
within 15 days. 


Dominguez 


Two wells are expected to be completed 
in the Dominguez Field of Los Angeles 
Basin within two weeks as Nos. 17 and 
19 on the Hellman property of the Union 
Oil Co. are rotating in the oil sand. The 
Union is erecting rig for No. 30 Callen- 
der and No, 20 Hellman. The Shell, which 
has ceased development work for the 
present, has started abandonment work 
on No. 33 Reyes. The Republic Petroleum 
has started plugging back No. 2 Shell- 
Childs and will perforate the casing in 
an effort to develop commercial produc- 
tion in the first Callender- zone. In the 
West Coyote Field of Los Angeles Basin, 
the Standard completed No. 112 Murphy- 
Coyote flowing 1,160 bbls. of 29.8 grav- 
ity oil per day from 6,425 feet. The oil 
from this well, which was drilled to 6,580 
feet but plugged back to 6,425 feet and 
finished with a 65-inch liner carrying 
880 feet of perforated, is still cutting ap- 
proximately 10 per cent but may clean 
up after being on production a few days. 
It appears possible, however, that the 
plug is a little defective as this zone is 
uniformly free from water. The Standard 
has one other well under way in this 
field but is building rig for No. 53 Emery, 
which. probably will be spudded in within 
15 days. In the Rosecrans Field, the 
Barnsdall Oil Co. is drilling out cement 
in No. 5-A Rosecrans, a deep test in 
the Rosecrans Field, to determine the po- 
tential possibilities of a deep zone en- 
countered in No. 2 Trust, an edge well. 
A minute check indicates the probability 
that the Barnsdall will succeed in devel- 
oping commercial production in No. 5-A 
Rosecrans if sufficient formation is taken 
in. Two new wells are getting under way 
in the Richfield district and while com- 
pletions in this area will probably be rela- 
tively small, the work being started is 
nevertheless interesting because this field 
has been relatively inactive for several 
years. The Texas Company has not yet 
completed rebuilding the rig over No. 1 
Steiner preparatory to redrilling and 
deepening. This well is an offset to No. 
2 Davenport of the Forward Petroleum 
Co., completed a month or so ago. The 
Forward Petroleum is rigging up rotary 
equipment in No. 3 Davenport and Otis 
Hoyt is finishing a new rig for No. 15 to 
be drilled a little south and west of 
Buena Vista and Eureka Streets. 


Long Beach 

Two wells were put on production in 
the Long Beach Field and while develop- 
ment work is relatively limited, we may 
anticipate the completion of wells at 
rather infrequent intervals during the 
next several months. The best well fin- 
ished during the week was No. 4 Barnes 
of the Bush Oil Co., which was bottomed 
at 4,819 feet and finished with a 4%-inch 
liner carrying 325 feet of perforated. This 
well came in as a gas well but is flow- 
ing 340 bbls. of relatively clean 26.8 
gravity oil per day. No. 10 Signal of the 
Woods-Callahan Oil Co., completed at 
5,054 feet and finished with a 4%-inch 
liner including 180 feet of perforated, was 
brought in pumping 286 bbls. of 27.3 
gravity oil per day. The Shell Oil Co. 
has started rig construction for a new 
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well to be drilled on the Alamitos lease 
in the Long Beach Field and, while under 
ordinary conditions the starting of a new 
well would not be of extraordinary im- 
portance, it is rather interesting in this 
ease because the Shell finished the first 
commercial producer in the Long Beach 
Field on the Alamitos lease. The discov- 
ery well, No. 1 Alamitos, finished in 
June, 1921, was brought in pumping 250 
bbls. per day from the upper zone. Since 
discovery, the Long Beach Field up to 
the close of 1932 had produced 477,379,- 
860 bbls. of crude. 

Factors which two years ago opposed 
passage of an ordinance permitting drill- 
ing operations in the Santa Monica area 
are lining up again in an effort to repeal 
the zoning ordinance which permitted 
leasing and exploration work. The Santa 
Monica city council has before it for 
consideration a resolution submitted by 
the city planning commission for repeal 
of the oil zoning ordinance and restora- 
tion of the affected area to the original 
status of residential, business and indus- 
trial property. C. C. Doran, Ocean Park 
business man and developer, who forecast 
irreparable damage to property values 
when the zoning issue was fought out 
two years ago, has re-entered the fight 
on the side of repeal with charges, that 
with the exception of two wells drilled 
in the zoned area, in which investors lost 
approximately $150,000, all the agitation 
for oil development in Ocean Park had 
been inspired by persons who sought oil 
leases for speculative purposes. W. F. 
Bowman and a group of property own- 
ers who are seeking to retain oil zoning 
in the hope of going ahead with drilling 
operations are opposing the petition. Dur- 
ing the past year a number of leases have 
been acquired in the Santa Monica area 
but development work has been retarded 
due to unsettled conditions. One of the 
areas looks rather promising from a geo- 
logical standpoint and is ideally suited 
for a deep test before the lid is clamped 
down, as it embraces about five acres 
which have not yet been subdivided for 
residential purposes. 


Lost Hills-Belridge 


The Associated Oil Co. has landed and 
cemented a string of 22-inch casing in 
No. 1 Williamson, a deep test in the Lost 
Hills Field of Kern County at 1,994 feet 
and will probably resume drilling opera- 
tions within a few days. Another string 
of pipe will be landed and cemented be- 
low the high head water encountered in 
this field, after which very little trouble 
is anticipated from a mechanical stand- 
point. The Temblor is expected to be en- 
countered at approximately 5,000 feet but 
this project, being drilled jointly with 
the Richfield Oil Co., will be carried 
down to the 11,000-foot level if the Tem- 
blor is found unproductive. In the Bel- 
ridge Field, the Ohio Oil Co. is rotating 
in No. 1 Bloemer at 8,250 feet and, while 
this outpost has been showing up excep- 
tionally well, it ig the intention to open 
an additional amount of formation before 
eonducting a production test. This well 
is running somewhat deeper than the 
Belridge Oil Co.’s zone discovery well 
but is believed to be drilling in the 
Eocene. In the Buttonwillow gas field of 
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Kern County the Milham Exploration Co. 
has completed No. 14-31 doing 12,750,000 
feet of gas per day through a fifty-six- 
sixty-fourths inch bean from 2,519 feet, 
the hole having been completed with a 
65-inch liner including 185 feet of per- 
forated. The crew has been shifted to No. 
8 Whitaker in Section 8-28-23 and prepa- 
rations are being made to start making 
hole within a few days. In the Mount 
Poso Field the Shell Oil Co. has spudded 
in No. 6 Security and is drilling a little 
below 700 feet. The crew on this well 
recently completed No. 6 Vedder doing 
760 bbls. of clean 16.6 gravity oil per 
day. No. 6 Vedder, by the way, was origi- 
nally finished at 1,675 feet a few weeks 
ago but failed to come up to expectations 
and was subsequently deepened and re- 
completed at 1,825 feet. Four new wells 
are being started in the Mount Poso 
Field, one of which, the Pacific Coast 
Division Oil Co.’s No. 1, should begin 
making hole within a few days. The other 
three potential drilling projects are No. 
3 Dominion of the Federal Petroleum Co., 
No. 2 of the California Western Oil Co. 
and No. 1 of the Cal-May Oil Co. In the 
Round Mountain Field the California 
Western Oil Co. has completed No. 11 
pumping 346 bbls. of 16.1 gravity oil per 
day from 1,648 feet, the hole having been 
finished with an 8%4-inch perforated liner 
landed on bottom. The Coffee Petroleum 
Co.’s No. 3 Poso, finished at 1,638 feet, 
is pumping 202 bbls. of 15.9 gravity oil 
per day from 1,638 feet. The Chanslor- 
Canfield Midway Oil Co. is building rig 
for No. 6 to be drilled in Section 6-28-29 
and the Petroleum Securities has material 
on ground for No. 4 Coffee, in Section 
1-28-28. 
Kettleman Hills 


The North Kettleman Oil & Gas Co. 
has landed and cemented 9,638 feet of 
7-inch easing at No, 1 Lillis-Welsh, an 
outpost, and will probably conduct a pre- 
liminary production test within 10 days. 
This well was started on the theory that 
commercial production might be devel- 
oped outside the blue line designated by 
engineers as the extent of the possible 
productive acreage in the North Dome. 
The blue and the red lines inclosing the 
productive and potentially productive 
acreage at Kettleman Hills have been 
proved approximately correct. The blue 
line is expected to be contracted on April 
1, 1933, in conformity with the by-laws 
of the Kettleman North Dome Associa- 
tion, but this contraction does not detract 
from the work done by the engineering 
corps, as this factor was more or tess of 
a mythical nature in view of the limited 
amount of development work undertaken 
previous to the survey. Drilling opera- 
tions in the meantime have indicated the 
advisability of restricting the participat- 
ing acreage, particularly in certain re- 
stricted areas. If any operator suceeds 
in developing commercial production out- 
side the selected area he will receive 
twice the cost of drilling expenses and be 
further entitled to participate in future 
activities of the Kettleman North Dome 
Association. The Standard has not yet re- 
covered the 34-inch drill pipe lost several 
months ago in No. 6-29-V in the Middle 
Dome, but may possibly do so in the near 
future. The company has partially recov- 
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ered from the complicated fishing job 
which developed in this well last year 
and expects to proceed with work shortly. 
The North Kettleman Oil & Gas Co.’s 


portant wells under way in the North 
Dome. Operators are more or less inclined 
to define the limits of production in the 
North Dome on the basis of Temblor pro- 
duction but present opinions may ulti- 
mately be changed if a new deep zone 
comparable to that at North Belridge 
should be found productive in the North 
Dome. To test the theory of commercial 
production below the present productive 
Temblor, the Kettleman Hills North Dome 
Royalty Syndicate is rigging up rotary 
equipment on the 30-acre Barbour lease 
in Section 36-21-17. Ample finances and 
heavy equipment have been provided for 
an 11,000-foot hole if necessary. The loca- 
tion for No. 1 Barbour is approximately 
one-half a mile northeast of the Associ- 
ated’s Whepley lease and a little north- 
west of the North American’s No. 1 Blau- 
velt, which failed to develop commercial 
production in the Temblor and was aban- 
doned. 
Elwood 

The Barnsdall and Rio Grande com- 
pleted a new well in the Elwood Field of 
Santa Barbara County when No. 8 on 
State tideland permit No. 88 was brought 
in on a compressor doing 415 bbls, of 
clean 35.5 gravity oil per day from 3,305 
feet, the hole having previously been 
plugged back from 3,505 feet. Develop- 
ment work in this field is practically at 
a standstill due to the co-operation of 
operators in maintaining curtailment and 
refraining from deep zone exploitation 
until conditions improve. In the Ventura 
Avenue Field the Associated Oil Co. has 
three wells rotating in the oil sand and 
will probably list one for completion in 
the near future. The General Petroleum 
is rotating in No. 15-A Barnard, a pro- 
jected deep test at 5,315 feet, but this 
well is not expected to be given a pro- 
duction test for 60 days as the company 
still has approximately 4,000 feet of hole 
to make before reaching the tentative 
completion depth. In the Rincon Field 
of Ventura County, the Indian Petroleum 
Co. has been delayed in making a produc- 
tion test on No. 1 Shudde, located on 
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state tideland permit No. 82, due to th 
necessity of erecting adequate storage fa- 
cilities and laying a flow line from thi, 
tideland project to the shore line. Ty, 
1,500-bbl. tanks have just been complete 
and upon construction of the submarin. 
pipe line from the well head to the stor. 
age tanks the company will proceed t, 
conduct a flow test. Barly in the we, 
the company conducted a three-hour tey 
on this well, finished at 2,115 feet, ang 
this flow test indicated the probable cop. 
pletion of a 500-bbl. well. The actual igj. 
tial daily production will not be definite. 
ly determined until the submarine pipe 
line to the end of the General Petroleum’s 
Ferguson pier is completed and the 9jj 
actually gauged in the flow tanks. In the 
Bardsdale district of Ventura County, the 
Wilshire Annex: Oil Co. is held up with 
mechanical trouble in its wildcat in Seo 
tion 20-4-21 but an early recovery is ap. 
ticipated. The Wilshire has taken over 
the Bardsdale Crude Oil Co.’s No. 9 ip 
Section 12-3-20, and this hole will be car. 
ried down in an effort to develop deeper 
production, The Hancock Oil Co. hag also 
become interested in Ventura County and 
has acquired deep drilling rights on the 
Hadley property in Section 13-4-19. The 
Hancock’s new lease is east of a parcel 
on which H. A. Bardeen recently devel. 
oped deeper production. In the San Mig. 
uelito Field of Ventura County, the Con. 
tinental Oil Co. and Chanslor-Canfield 
Midway Oil Co. are expected to begin 
drilling new wells during the next few 
weeks. 





OIL, PROMOTER SENTENCED 

CHATHAM, Ontario, Jan. 28.—Boyd 
Hammond, California oil man, was last 
week convicted by Judge EB. P. McNeill 
at Calgary on a charge of defrauding 
Regal Petroleums, Ltd., of $30,000. The 
charge arose out of the promotion of 
Keystone Gasoline, Ltd., for the purpose 
of erecting a plant at Calgary to extract 
gasoline from residual gas; Regal Petro 
leums, Ltd., having, it was alleged, paid 
Hammond the $30,000 in part payment 
for 100,000 shares of stock. Judge Mc 
Neill sentenced Hammond to one year’s 
imprisonment and $5,000 fine, with a 
further term of six months in default 
of payment. 





Company, well and location— 8s. T. R. Depth Status—- 
Hines Pet., No. 1 Ocean Park, Los Angeles Co. .. 8- 2-15 7,414 suspended 
Taylor Oil Co., No. 1 Culver, Los Angeles Co. .. ; 12- 2-15 6,238 suspended 
Paim Ridge Oil Co., No. 1 Paims, Los Angeles Co. - 2+ 2-16 3,401 suspended 
Williams Oj) Co., No. 1 Moneta, Los Angeles Co. . 28- 3-14 rig suspended 
Pan Tex Oil Co., No. 1 Lawndale, Los Angeles Co. ...... 20- 3-14 rig rigging up 
Baldwi, Oil Co., No. 9 Inglewood, Los Angeles Co 7- 2-14 5,863 suspended 
Kupfer, A. M., No. 1 Inglewood, Los Angeles Co. .. . 1T- 2-14 4,090 cleaning out 
Stephens, J. J.. No. 1 Athens, Los Angeles Co. P -» 19- 3-13 4,635 cleaning out 
Pacific Oli inv. Co., No. 1 Wilmington, Los Angeles Co... 28- 4-13 3,014 suspended 
Wilmington Oil Co., No. 1 Wilmington, Los qepey: Co... 28+ 4-13 830 cemented 
Jones, W. L., No. i Lynwood, Los Angeles Co. ... ..» Bl- 2-12 4480 suspended 
Hutcheson & Andrus, No. 1 Ei Monte, Los Angeles Co. . Al- 1-41 1,397 suspended 
Sanbar Pet., No. 1 Saugus, Los Angeles Co. . . 86+ 6-16 1,061 hd. sd. drilling 
Smith, J. A., No. 1 Saugus, Los Angeles Co. oé . 32+ 6-17 3,615 suspended 

Alexander, w. L.. No, 1 Newhall, Los Angeles Co. . ie 8-16 601 suspended 
Garliepp, F. J., No. 1 Newhall, Los Angeles Co. -. 14 3-16 117 sd. sh. drilling 
Ball, W. T., No. 1 Newhall, Los Angeles Co. .. --.« B4- 3-16 3,582 suspended 
Big Four Ou Co., No. 1 Newhall, Los Angeles Co. . B2- 4-16 612 ed. sh. drilling 
Marble. Willard, No. 1 Van Nuys. Los Angeles Co . 6- 2-16 1598 suspended 
Nuoll Co., No. 1 Newport, Orange Co. ........... seaeee 296 6-10 2,463 ad. sh. drilling 
Mineral Exploration, No. 1 Capistrano, Orange Co. . . B- 8-7 4,283 suspended 
Orangethorpe Pet., No. 1 Brea, Orange Co. --e-+ 82+ 3-10 4,560 suspended 
Spindletop Oil Co., No. 1 Salton Sea, Riverside Co. .. ... 26- 7-10 3,590 suspended 
Keeley, H. J., No, 1 Corona, Riverside Co. ... cosnes, Sa © rig suspended 

N. L, No. 1 Sagebrush, Riverside Co. .......... 8- 4- 6 1,157 suspended 
Colan Dev. Co., No. 1 Redlands, San Bernardino Co. .... 26- 1-2 2,392 suspended 
Great American Pet., No. 1 Chino, San Bernardino Co. .. 18- 2- 8 1,608 suspended 
Mazon Oli Co., No. 1 Salton Sea, Imperial Co. ; 1-17-15 680 suspended 
Woods, D. H., No. 1 Salton Sea, Imperial Co. ........... 7-11-16 774 suspended 








IMPORTANT NORTHERN CALIFORNIA WILDCATS 

Company, well and location— 8s. T. R. Depth Status 
Standard, No. 1 Santa Rosa Island, Santa Barbara Co. ..unsurveyed 6,146 fishing 
Meganos Oil Co., No. 1 Lompoc, Santa Barbara Co. .. . 28- 8-34 pecker material 
Smith, E. W., No. 1 Purisima, Santa Barbara Co. ....... 18- 7-34 1,471 suspende:! 
Duell, O. S., No. 1 Naples, Santa Barbara Co. .......... T- 4-29 5,132 suspended 
Equity Ol] Co., No. 1 Coal Oil Point, Santa Barbara Co... 24- 4-29 3,750 suspende:! 
Bolsa Chica, No. 1 Coal Oil Point, Santa Barbara Co... 26- 4-29 4,089 suspended 
Cuyama Oil Co., No. 1 Cuyama, Santa Barbara Co. .... 12-10-27 2,162 suspended 
Woodrow Pet., No. 1 Rincon, Ventura Co. ............... 4- 3-24 6,371 to set pipe 
Indian Pet., No. 1 Rimcon, Ventura Co. ..............4«. tideland 2,115 building P.L 
Commander Oil Co., No. 1 Fillmore, Ventura Co. ....... 13- 4-19 2,254 suspended 
Hancock Oil Co., No. 1 Fillmore, Ventura Co. ..... -«e« 18+ 4-19 1,231 sd. sh. drilling 
Honolulu Consolidated, No. 1 Miguelito, Ventura Co. ..... 28- 3-24 4,368 sd. sh. drilling 
Continental, No. 2 Miguelito, Ventura Co. ssuee. 38+ 3-24 ¥o% building road 
C.C.M.O., No. 3-A Miguelito, Ventura Co. ..... ... 28- 3-24 ve materia! 
Macrate, A. N., No. 1 Ojai, Ventura Co. ........ -, 2T- 4-23 1,301 sd. sh. drilling 
Wilshire Oil Co., No. 1 Sulphur Mountain, Ventura Co. -. 20- 4-21 1,502 fishing 
Mosher, J. W., No. 1 Santa Paula, Ventura Co. ......... 22- 4-21 816 cemented 
Superior Oil Co., No. 1 Timber Canyon, Ventura Co. ...... 13- 4-21 4,175 100 bbls. dy 
Hardison & Temple, No. 1 Timber Canyon, Ventura Co. .. 22- 4-21 248 suspended 
Petro Producing Co., No. 1 Timber Canyon, Ventura Co... 18- 4-20 2,482 suspended 
Wilshire Oil Co., No. 1 Bardsdale, Ventura Co. .. .. . 12- 3-20 939 will deepen 
International ou Developers, No. 1 Conejo, Ventura Co. .. 88- 2-20 2,565 hd. sd. drilling 
Anderson, C. L., No. 1 Santa Susana, Ventura Co. ....... 36- 3-18 223 = sd. sh. drilling 
Milham Exploration, No. 22 Buttonwillow, Kern Co. . 81-27-23 2,619 12,750 M ft. gas 
Milham Exploration, No. 23 Buttonwillow, Kern Co 8-28-23 rig rigging up 
Purman, T. H., No. 1 Gould Hills, Kern Co. .. -- 22-29-21 5,399 will test 
Purman, T. H., No. 2 Gould Hills, Kern Co. . 27-29-21 210 sd. sh. drilling 
General Pet., No. 1 Belridge, Kern Co. .. ‘ -.. 80-28-21 8,260 suspended 
Cumberland Oil Co., No. 2 Devil’s Den, Kern Co. . 17-26-18 3,270 suspende: 
Hollaway, A. &., No. 1 Devil's Den, Kern Co. - 11-25-18 1,638 br. sh. drilling 
Hanna, Tom, No. 1 Devil's Den, Kern Co. .............-. 26-25-18 3,516 suspende: 
Pyramid Hills Oil Co., No. 1 Devil’s Den, Kern Co. ..... 24-25-18 2,681 ed. sh. drilling 
Fowler, F., No. 1 Blackwell Corner, Kern Co. .. ....... 16-26-19 3,170 suspended 
Associated, No. 1 Lost Hills, Kern Co. ....... .... 2-26-20 1,994 cemented 
Seminole Oil Co., No. 1 Los Hills, Kern Co. .. 29-26-21 eéee materia! 
Kingsburg Exp!. Co., No. 1 Kingsburg, Fresno Co 30-16-23 2,970 Buspende 
Bergman, Harry, No. 1 Kingsburg, Fresno Co. ...... 12-12-11 391 suspended 
Graham & Loftus, No. 1 Raisin City, Fresno Co . 20-15-18 2,913 sd. sh. drilling 
Emerich Oil Co., No. 1 Mendota, Fresno Co. .. ........ 35-13-13 ela material 
Kent & McDonald, No. 1 Carrizo Plains, 8S. Luis Obispo Co. 3-32-22 3,815 suspended 
Emerich Oil Co., No. 1 Carrizo Plains, 8. Luis Obisco Co.. 22-32-22 1,841 suspende:! 
Indian Dome Oil Co., No. 1 Edna, San Luis Obispo Co. . 26-31-12 8,352 suspended 
Paso Robles Oil Co. No. 1 Edna, San Luis Obispo Co. .... 27-27-11 4,191 suspende:! 
Shell, No. 1 San Miguel, San Luis Obispo Co. weve 4-25-12 4,488 sd. sh. drilling 
Pacific Inland, well No. 1, Monterey Co. ..... 19-23-15 2,441 suspended 
Thomas Pet., No. 1 Parkfield, Monterey Co. 31-22-14 1,011 ad. sh. drilling 
Guess, BE. B., No. 1 Corcoran, Kings Co. . 7-21-21 6,197 suspende:! 
Dudley Dome Oll Co., No. 1 Dudley Ridge, Kings Co 9-23-20 3,012 suspended 
Knudsen & Schmidt, No. 1 Reef Ridge, Kings Co. ........ 36-23-17 6,140 ad. sh, drilling 
Kettleman Ridge Oil Co., No. 1 Avenal, Kings Co. ..... 10-23-16 rig cable tools 
Magee & Stone, No. 1 Alpaugh, Kings Co. «++ 84-24-22 6,060 suspended 
Ducor Pet. Co., No. 1 Ducor, Tulare Co. .. 14-24-27 2,200 suspende: 
Inland Valley oul Co., No. 1 Visalia, Tulare Co. 24-17-24 2,092 suspende:! 
Ellis & Sanford, No. 1 Tulare Lake, Tulare Co 20-24-23 1,490 suspended 
Napa Oil Co., No. 1 Griffith, Napa Co. .... T- 8- 3 3,273 suspende:! 
Oakdale Oil Co., No. 1 Oakdale, Stanislaus Co. 5- 2-10 4,813 suspended 
Rushing Oil Co., No. 1 Waterford, Stanislaus Co. ....... 20- 3-13 2.653 sd. sh. drilling 
Pacific Northern Oil Co., No. 1 Guinda, Yolo County .... 23-12- 3 9,045 suspended 
Buttes Ollfields Co., No. 1 Marysville, Sutter Co. . 35-16- 1 2,568 sd. sh. drilliré 
Tehama Pet, Co., well No, 1, Tehama Co, cetecccceeese 4988-16 1,601 hd. od. drilling 
Orland Synd., No. 1 Orland, Tehama Co, ................ 31-28- 3 3,400 suspended 
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North Government Wells Field Is Extended to 
West by Edwin M. Jones’ No. 1 Luptak 


By B. D. STEVENSON 


Staff Correspondent, Southwest Texas Fields 


SAN ANTONIO, Tex., Jan. 30.—Ed- 
win M. Jones’ No. 1 Luptak, west of 
production in -the 
North Government 
Wells Field in Du- 
val County and due 
to be completed, 
showed 750 pounds 
on a drill stem test 
and was estimated 
a big gas well. 
This western ex- 
tension of the field 
and the Amerada 
Petroleum Corp.’s 
wildcat in Frio, 
likely at any min- 
ute to tep the Ed- 
wards lime, were principal features of 
the week. Interesting developments from 
Starr County were expected. 

The Jones test in North Government 
Wells Field is 480 feet west and the 
same distance north of the Central Pro- 
ducers’ No. 5 Tuck Johnson, completed 
a week ago in sand at 2,286-95 feet for 
15 bbls. hourly. The Jones test had sand 
at 2,252-80 feet and while it tested gas 
on drill stem test, the last 10 feet of the 
sand showed signs of oil. Casing was set 
at 2,270 feet just below the gas and it 
may come in an oil well. At any rate it 
is a key well and helps to indicate possi- 
bilities of the field on the west side. 

Violet Oil Co.’s (Buckner & Graham) 
No. 1 M. Webb, a quarter of a mile due 
north of it, also showed gas in sand at 
2,236-70 feet and has set casing. It is 
a little farther west than the other well, 
being 330 feet from south and east lines 
of the northeast quarter of Survey 41, 
and the Jones test is 150 feet from the 
_ and east lines of NE SE Survey 
No. 41. 


Most Watched Area in Field 


Owing to the activity a little farther 
north and west where William B. Stew- 
art is starting two tests on Magnolia acre- 
age, this area just west of production is 
the most watched of any in the field. 


There is a possibility that the Byrd 
No. 4 Wright in Survey No. 101 on the 
east side of the field may yet make a 
well. It is at 2,332 feet and was reported 
not looking so good. They have been 
working with it for weeks and now hope 
to make a well. It is the farthest east 
s any production in the field by 660 
eet. 

Highland Oil Co. completed its No. 6 
Lundvall, S half NE Survey No. 42, 
which pushes the north end a little 
farther to the northeast, the well being 
one of the best in the field. Also Reynosa 
Oil Corp. brought in its No. 3 Hahl, 330 
feet from north and west lines of the 
N half NE Survey No. 42, it and a west 
offset to it completed the week before 
being 330 feet, regulation distance, from 
the north line of that survey; and the 
lease on Survey No. 360, the next tract 
to the north, is owned by Humble, so if 
the field extends farther to the north 
Humble will do the drilling. 

The widest point in the field is from 
the Violet Oil Co.’s No. 1 M. Webb on 
the northwest in Survey No. 41 to the 
Byrd Oil Corp.’s No. 4 Wright on the 
southeast in Survey No. 101, a distance 
of approximately 7,500 feet, and the 
Sreatest length of the field from north- 
fast to southwest is from the Reynosa 
Oil Corp.’s No. 3 Hahl on the north, just 
completed, to the Magnolia Petroleum 
Co.’s No. 4-A Hahl on the southwest in 
Survey No. 45, a distance of 15,500 feet. 

©. J. Webster Oil & Gas Co.’3 No. 1-A 
McCrory, in Caldwell County, a crevice 
well completed in the chalk at 2,080-86 





feet several months ago, and approximate- 
ly 2 miles from any production, was 
treated recently with muriatic acid. It 
is the first well along the Balcones to 
get such a treatment. It was given 120 
gallons of acid mixed with 240 gallons 
of water poured into the well between 
the casing and tubing, after the tubing 
had been filled with oil and closed at the 
top to prevent the acid from coming back 
up into the tubing. 

It was given the acid treatment Janu- 
ary 16, the acid being forced back into 
the crevice in the chalk and allowed to 
stand till 7 a. m. the morning of January 
18 when the pumps were started. It had 
been a 25-bbl. well and the next few days 
made the following record: 39 bbls., 46 
bbls., 50 bbls., 50 bbls., 55 bbls. It is 
believed that at 55 bbls. it measures the 
capacity of the pump rather than the 
well and this is to be changed to give 
the well another chance. However, it 
more than doubled production. It is 
claimed, too, that the treatment with only 
120 gallons of the acid was too light a 
treatment. 

Along the Balcones Fault there are 
several small oil wells completed in the 
Austin chalk. There have been experi- 
ments at shooting the chalk but without 
marked success. The feeling has pre- 
vailed among oil men that nothing much 
was to be expected of the chalk. It may 
be that this acid treatment will open up 
something new along the Balcones Fault. 


The company proposes to make further 
experiments with the No. 1-A McCrory 
and may decide to give it additional acid. 
Thus far it has not been discovered that 
the acid introduced into the well has been 
brought out, as is the ease elsewhere 
where acid is used and this matter is 
puzzling the company. 


Starr County Activity 


Goodwin & Yantis the past week start- 
ed to bail the No. 1 Seabury, a half mile 
or more north of production in the Los 
Olmos Pool in Starr County and in a 
sand at 900 to 934 feet, whereas the Los 
Olmos production is from sand at around 
450 feet. The bailing had not continued 
long enough at last reports to indicate 
the character of the well but it was re- 
ported to be some kind of a well, open- 
ing a new pool. 

The Jeffries-Lambeth Drilling Co.’s No. 
1 Starr County Cattle Co., 10 miles north- 
east of Rio Grande City, which got a 
good showing of gas before Christmas and 
got casing set soon after New Year is 
waiting to drill in. It has been delayed 
owing to shortage of water, which also 
resulted in delaying setting of casing. 
Water must be hauled a long distance, 
but it was expected to drill in and test 
late in the week. It was expected to be 
a gas well as it did not show any oil on 
the drill stem test. 

The other test in that county that has 
been getting attention is the B.&B. Oil 





Wildcat Operations in Southwest Texas 


Week Ending January 28 
ARANSAS COUNTY 


Company, farm and location— 
F. EB. Kestler’s No. 1 McCampbell, 


150 ft. 
and E lines of Lot 1, Bik. 58, McCampbell ranch .. 


Remarks: 
from N 


--T.D. 3.200 ft; drig. 


ATASCOSA COUNTY 


Jacob, Buzzini & Pickett’s No. 


1 Roundtree, 


330 ft. 


from NE and SE lines of W% of J. Pointevant Sur.1.Set surface csg. 
BANDERA COUNTY 
Van Winkle’s No. 1 R. B. Watson, 600 ft. N of cen. of 


SB line of Sec. 71 ..wcwcccccssccscsscceses 


0 6 dbane dle .-T.D. 400 ft; standing 


B. A. Parkford’s No. 1 Duke, 200 ft. from §S line, 150 


ft. from W line of Sec. 7, G.C.&8.F. Sur. 


BASTROP COUNTY 
Champion's No. 1 Rivers, center W% of 800-ac. tract 


im OQaberme BOP. occoccssccceccsscccsecece 
J. E. Emanuel’s No. 1 H. Klemm, 817 ft. from W line, 
300 ft. from S line of tract in R. S. Teal Sur. .... 


Humble O. & R. Co.’s No. 1 Annie Hassler, 750 ft. from 


W line, 330 ft. from S line of lease in Samuel 


Wolfenberger BUT. 2... -ccoccscccccecscscces 


oceepeseceee Location, 

cctboneeeaes T.D. 1,250 ft; drig. e 
+-T.D. 263 ft; S.D. 

Ceeeescecess T.D. 63 ft; set surface csg 


Marts & Beavens’ No. 1 Roy Rivers, 860 varas from 
SE lines, 54 varas from NE lines of Mrs. Lucy 


Rivers’ 682-ac. Elizabeth Standifer Sur. 24 ........ T.D. 


1,830 ft; in Serpentine 


Properties Trading Co.’s No. 1 Henry Freitag, 400 ft. 


from SE line, 1,800 ft. from NE line of P. 
DOP. cigd cb cde cctvweecndeccedoercetsenseces 


olde ec adecce T.D. 


Conley 
2,234 ft; S.D. 


Nelson Pruitt’s No. 1 C. Lentz, 330 ft. from NE line, 
2,050 ft. from SE line of 400-ac. tract in J. B. 


EMmeOe WH. sc ccc ccs h ec bbc ce eesedesccbocce 


H. Robertson’s No. 1 Schmidt, 25 ft. from N line, 850 


ft. from W line of D. H. Dyer Sur. ..... 


Teas and Gant’s No. 1 Mikulec, 330 ft. to NW and SW 


lines of tract in Wm. Barton Sur. ...... 


BEE COUNTY 
Nichols & Bruner’s No. 1 Grover Heldenfels in John 
Bryan Sur., 891 ft. from S line, 1,950 ft. from E 


Me CC GORE 6 occ cc cvccccccrccccstcsceces 


W. C. Pool’s No. 1 J. C. Wood, 160 ft. N along B line 
of H.&G.N. Sur. from NE cor. of Mary O’Connor 


lease, thence 460 ft. B at right angles 


BELL COUNTY 
James Scoggins’ No. 2 Warrick, 1,000 ft. to NW line, 


2.400 ft. to NE line of 335-ac. tract in Ingram Sur, 


evesessevete T.D. 2,501 ft; waiting on csg 
oOs'c oe pewoees T.D. 185 ft; S.D. 
cosesecescce T.D. 1,340 ft; S.D. 
Seevceseesce T.D. 4,173 ft; reaming to test 
eSecececocces Rigged up. 

T.D. 1,481 ft; fishing 


BEXAR COUNTY 


Cc. L. Albertsgon’s No. 1 Hoch, Jett Sur. ...... 
Amsden-Ingersoll-Miller’s No. 1 Strumberg, 


Pr? Siete Set surface csg. 
460 ft. to 


W line, 1,020 ft. to N line of tract, 12 miles SW 


C6 Gate BRB. 6.2 bs + Gamidicdwiie st envsecdeo 


. 1,135 ft; waiting for pump. 


Motes-Campbell’s No. 1 Pruitt, 550 ft. NE of Trussell’s 
No. 1 Pruitt, 54 varas from E line of tract in 


Samuel McCollough Sur, ........se.-e05. 


eteweedssecs Rigging up. 


Robert C. Hill's No, 1 Schell, 1,300 ft. from N line, 
1,100 ft. from W line of lé1l-ac. tract in Sec. 234, 


Perretaux Sur. 


ee eeseceece T.D. 836 ft; 


abd. 


Rollin V. Hill, Sr.‘s No. 1 Max Boeck, 1,700 ft. from N 
line, 2,700 ft. from E line of tract in J. R. Shep- 


NOFA BOP... cece ctodssedecececcedépisoesie 


eereoscocces T.D. 406 ft; 


setting csg 


oO. IL. Ray’s No. 1 Thos. Dillon, 3,500 feet from NW 
line, 1,750 ft. from most southerly SW line of de 


Luna grant in southern part of county 


Rigging up. 


H. G@. Venable’s No. 2 F. Dulling, 1,500 ft. W of center of 


EB lime Of tract ..ccccccosssoseccesecceses 


a 0MéA + Mateos Location. 


(Continued on Page 52) 


Co.’s No. 1 Kelsey Bass, 6 miles south- 
east of the Rio Grande City Pool, with 
a big showing of gas at 4,526 feet. It 
will set casing and test but has reaming 
to do first. 


Amerada’s Wildcat 

Amerada Petroleum Corp.’s No.1 Halff 
& Oppenheimer, which was expected to 
top the Edwards lime early the past 
week, was delayed taking time to ream 
down. The test is a wildcat in Frio 
County on the Amerada big block of 
80,000 acres. Late last week it started 
making new hole and last depth was at 
6,295 feet, and in the Georgetown, the 
upper part of the Georgetown showing 
some oil but the lower part showing none. 


Goliad County 


Sam Vanderweiss’ No. 1 Kaufman in 
Goliad County failed to make a well in 
the Pettus sand at 4,310 feet and is drill 
ing ahead to the Yegua or Cockfield ani 
last depth reported was 4,440 feet. It is 
about a half mile east of the Zoch pro 
ducer on the Kaufman which came in «a 
little below 4,200 feet. 

In the Tuleta Pool the Conservative Oil 
Co.’s No. 1 Coutts has been abandoneil 
in the Yegua and this leaves the field 
without any activity at the present time. 
The No. 1 Coutts, a little east and north 
of the Dirks Brothers’ No. 1 fee, which 
came in a good oil well in the Yegua sani 
200 feet below the Pettus sand but later 
making a large percentage of water. 
showed for a good gas well in the Pettus 
sand. It was thought for a time it might 
be completed by plugging back, but was 
abandoned during the past week. 

There has been talk of several other 
locations to be drilled but for the present 
the field seems somewhat circumscribed. 


Laurel Pool 


Limits to the Laurel Pool in Webb 
County were set somewhat when the Re- 
ward Oil Co.’s No. 1 Cal-Tex Royalty 
Co. proved dry. The sand was lower than 
in the Dyck Oil Co.’s No. 1 Garcia and 
Villareal, which came in for around 2,000 
bbls. daily. The No. 1 Cal-Tex is a mile 
south of the No. 1 Garcia & Villareal. 
It had a sand at 2,333-41 and another at 
2,349-79 feet and the No. 1 Garcia & 
Villareal had total depth of 2,215 feet. 

O. W. Killam drilled a half mile south 
east of the Dyck well and got a dry hole. 
Three miles northeast the Smidon Oil Co 
after plugging back from around 3,080 
feet to 1,835 feet completed a 20,000,000 
foot gas well, the No. 1 Vela, and le 
eated a half mile or so west of produc 
tion in the Carolina-Texas Field. 

Oil in the Laurel Pool is high gravity 
and that in the few oil wells in the Caro 
lina-Texas gas field is high gravity and 
the principal production in the fields of 
the Laredo district to the south is low 
gravity. The Schott Field, next south of 
Laurel, is producing mainly at around 
1,650 feet, but several high gravity wells 
were drilled there producing at around 
1,900 feet. Oil in the fields in Duval 
County is higher gravity. 

Operators are in hopes that some ad- 
ditional pools of high gravity will be 
found on the flanks of the Carolina-Texas 
gas field. 

Owing to high gas pressure which it 
has been fighting for some weeks, the 
Gulf Port Oil Co. has abandoned at 3,434 
feet its No. 2 Humphreys in the Saxet 
Field and is skidding the rig to a new 
location nearby. 

The new location is a south offset to 
the Gibson Oil Co.’s No. 1 Rand Morgan, 
which came in at 4,861 feet flowing more 
than 400 bbls. daily on choke. 
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evelopments Stir Increasing Activity in 


North Louisiana and South Arkansas Fields 


By D. H. BANCROFT 


Staff Correspondent, Louisiana-Arkansas 


SHREVEPORT, La., Jan. 30. — Sev- 
eral things happened during the week 
just ended to spur 
the slowly but 
steadily increasing 
activity in North 
Louisiana and 
South Arkansas. 
To begin with there 
was the completion 
of the second com- 
mercial well in 
Miller County flow- 
ing 200 bbls. Then 
there was a 7-foot 
core from R. E. L. 
Silvey's wildeat 5 
miles northwest of 
Minden in Webster Parish that showed 
a little oil, and encouraging developments 
in a Bienville Parish wildeat. A 1,000 
bbl. producer in Zwolle accounted for 
most of the new production, all of which 
was from this Sabine Parish pool, and a 
well in the Converse area of Sabine set 
casing to test a show of oil between the 
two producers in this prospective new 


pool. 





NORTH LOUISIANA 


The Silvey well, No. 1 Drake estate, 
in the center NE NW Section 14-19-10, 
7 miles east of Bellevue and 14 miles 
south of Cotton Valley, cut 7 feet of 
sandy lime at 2,869-75 feet that had a 
good color and odor and showed oil on 
ether test. There is some difference of 
opinion as to whether it is in the Blos- 
som, though the depth is about where 
the Blossom should be found in that lo- 
eality. At any rate, casing is to be set 
for a test some time during the next two 
weeks. The Bienville Parish well is Pat 
Marr’s No. 1 Caldwell, SW NE Section 
23-16-5, about 4 miles northeast of Lib- 
erty Hill in the east central portion of 
the parish. It checked about 100 feet 
high on the Nacatoch on correlation with 
a previons well 1%, miles away, where- 
as the owners expected it to check only 
40 feet high. Total depth at last report 
was 1,700 feet. With the Silvey well it 
was the center of interest in wildcat 
activities outside the Converse area dur- 
ing the week. 

In the latter district, Evans Brothers’ 
No. 1 Cranford, SE SE Section 20-9-13, 
1% miles east of the discovery well (mis- 
takenly reported last week as being be 
tween the Foster and Langbridge Oil Co. 
wiideats, 9 miles east, that were suc- 
cessfully completed as small producers 
last year) had a show of oil and gas at 
1,507 feet and cemented 8-inch casing on 
top of the marl at 1,502 feet for a test. 
Gibson & Johnson’s No. 2 Frost-Johnson 
Lumber Co. NW NE Section 15-09-13, 
2 miles northeast of the discovery well, 
completed two weeks ago as a 360-bbl. 
producer from 1,901 feet after acid treat- 
ment, fell to 120 bbls. when tubing col- 
lapsed, stopped flowing and is being 
standardized. 

Nine wells in Zwolle are under, or ar- 
ranging for, acid treatment while four 
others tried it without response. Only one 
new location was made in Zwolle this 
week, an unusually low figure for this 
most active area in the whole territory, 
A. N. Landis having derrick up for No. 1 
Louisiana Long Leaf Lumber Co., NE 
SE Section 29-8-10. Meanwhile there were 
six completions, one a dry hole, four 
abandoned locations and one 200-bbl. 
producer. H. H. Alvord’s No. 1 Sabine 
State Bank, NW NW Section 288-11, 
was dry at 2,600 feet. Abandoned loca- 
tions were: Capitol-Crescent Oi) Co.'s No. 
1 Sabine State Bank, SE SW Section 
27-13; Coates Petroleum Co.'s No. 3 


Stille, SW SW Section 25-813; T. H. 
Phillips and others’ No. 1 Haley, NW 
SE Section 6-7-12; and I. N. Pharis, 
trustee’s No. 1 Cutrer, NW SE Section 
13-7-11. The lone producer was C. H. 
Tuttle's No. 3 Byrd, NW NW Section 
7-7-10, flowing 200 bbls. clean oil through 
one-eighth inch choke after acid treat- 
ment at 2,727 feet. One other completion 
in Louisiana was Potter & Tracewell’s 
No. 1 Dowling Brothers, NE NE Sec- 
tion 31-14-14 DeSoto Parish, 5 miles 
northwest of Grand Cane. It was an old 
well abandoned at 1,354 feet in March, 
1931, and drilled to 3,075 feet by the 
new owners where it was abandoned after 
two drill stem tests of a likely looking 
formation failed to develop any show. 

One new location was made in Caddo 
Parish, McAnneny & Bird, trustee, build- 
ing derrick for No. 1 Lawhon & Bogan 
Linwood Park, SE NW Section 12-14-16, 
on a block of 3,000 acres, 6 miles south 
of Shreveport and on the edge of the old 
Cedar Grove shallow gas field. They plan 
a 2,600-foot test “unless.” Louana Oil & 
Gas Co. did not set 6-inch casing on No. 
1 Currie and others, NE SE Section 32- 
19-16, Blanchard gas district, after a 
show of 5,000,000 feet of gas from 2,771 
feet, but wll produce the well through 
2%-Inch tubing set at 2,745 feet. In 
Natchitoches Parish, DeSoto Brothers 
Drilling Co. made location for No. 1 
Smith in Section 11-10-8 (no check). It 
is understood that they have taken over 
all the Dr. H. 8. Gerson stuff following 
a reorganization of Gerson’s enterprise 
and will drill the properties. Doctor Ger- 
son drilled Nos. 1, 2, 3 and 4 Smith and 
got some shallow gas, No. 1 being the 
best of the quartet, all of which are lo- 
cated in the vicinity of Powhatan in the 
northeast corner of the parish about 15 
miles northwest of Natchtoches. 

R. L. Gay's No. 1-A Long-Bell Lum- 
ber Co.. NW NW Section 10-8-13, Sa- 
bine Parish, half way between Zwolle 
production and the prospective Converse 
Pool, has resumed drilling after a shut- 
down last November and was coring hard 
lime and shale at 7,043 feet. It is the 
deepest hole yet drilled in Sabine and 
one of the deepest ever drilled in North 
Louisana, Magnolia Petroleum Co.'s 
8,000-foot hole in Cotton Valley, drilled 
two or three years ago, being the only 
one that has gone deeper. 

There came a report from Vernon Par- 
ish during the week that Earl Jones’ No. 
1 Willis, SE SE Section 32-3n-9w, had 
staged considerable of a gas blowout 
from around 800 feet, but it failed of 
confirmation and the well is shut down 
at 820 feet. Liano Co-operative Colony’s 
No. 1 fee, NW NE Section 34-2n-9w, i 
fishing for reaming tool lost while pre- 
paring to set a string of 6-inch at 3,400 


feet to test a drill stem show of oil at 
3,637 feet. 

Humble Oil & Refining Co. is reported 
to have filed this week with the district 
clerk of Beauregard Parish 97 leases in 
addition to those previously filed, the 
whole covering approximately 120,000 
acres in that parish. The Sun Co. has 
approximately 33,000 acres most of which 
are at DeRidder; Trapp-Turnbow Oil 
Co., approximately 20,000 acres; Beaver 
Petroleum Co., 20,000 acres; The Texas 
Company, 8,000 acres in Beauregard and 
another large block in Vernon; P. F. 
O’Brien, 8,000 acres southeast of De- 
Ridder; DeRidder Development Corp., 
5,000 acres, and Lee Nichols, president 
of this organization, another 5,000 acres 
the two blocks adjoining the city on the 
east. These are part of: the lease play 
on the very active Conroe-Jackson trend 
across the state. 


ARKANSAS 

Miller County area, 15 miles east of 
Texarkana, is becoming more and more 
active with a total of 31 operations, 12 
drilling and 19 locations, rigs, derricks, 
ete., under way. Magnolia Petroleum Co., 
staking location for No. 1 E. V. Olivet, 
NE NE Section 4-16-26, is the first of 
the major companies to enter the field, 
having had a lease adjoining the Baker 
& McMurray Olivet tract on which the 
new producer is located, for some time. 
A second location in the area this week 
was J. T. Humphrey’s No. 1 Grace, SW 
SW Section 9-15-27. 

Baker & MeMurray’s No. 1 Olivet, NW 
NE Section 4-16-26, was completed at 
2,937 feet, total depth 2,942 feet, flow- 
ing 200 bbls. 5 per cent water with a 
stopped-up tubing in the hole. It took 13 
feet of sand, the last two showing water, 
and cemented back 5 feet. Two days later 
it was washed in with oil and started 
flowing an estimated 500 to 600 bbls. 
through tubing, about twice as much as 
their first well, of which it is a south 
offset, was estimated, but after flowing 
a few hours the tubing clogged. It is shut 
in for storage, there being little outlet 
for production as yet except for fuel for 
drilling operations and a small line to a 
two-car loading rack on the Cotton Belt 
Railroad a short distance from the well. 
Meanwhile it is reported from Texarkana 
that plans are under way for two small 
skimming plants to be located either in 
Texarkana or in the field, but confirma- 
tion is lacking. Cedar Grove Refining Co. 
of Shreveport, has been taking some of 
the oil. 

The exuberance and enthusiasm of Tex- 
arkana operators over this third success 
in the field were somewhat dampened, 
however, when Hapgood and others’ No. 
1 8. F. Rose, NE SE Section 7-16-26, 





Wildcat Operations in Louisiana-Arkansas 
(Rotary operations unless otherwise designated) 


North Louisiana 
AVOYELLES PARISH 


Company, well, farm name, section and block— Remarks: 
T. J. Woodley, tr.’s No. 1 Thompson & Kolts, 2,640 ft. 
B, 200 tt. 8, NW cor. Bec. 11-3n-be ............+«+.. Washing to bottom; T.D. 2,260 ft. 
BEAUREGARD PARISH 
Beaver Pet. Co.'s (8. T. Ongett, tr.) No. 1 Long-Bell 
Lbr. Co., 166 ft. 8, 726 ft. 8, NW cor. NW NW 
Bae, GeO. 20> cdedcncctoncvdsbsabidnes: ibe ees vo Began drig. Jan. 15; cmtd, 10-in. 


bee 2 > Turnbow’s (was Trapp Olli Synd.) No. 1 Long- 


1 Lor. Co., Bec. 26-26-10 


eeeeeerreseee 


Pe , Turnbow’s No. 1 8. T. a 160 ft. 8 and 


- Rigging up. 


EB, NW cor. NW NE Sec. 6-83-10 .......... . Location, 
BIENVILLE PARISH 
Granver Oil Co.'s No. 1 T. J. Lawhon, 160 ft. N and 
W, SW cor, NE BSE Sec. 15-16-8 2... cc eee eeeeecees . Location. 


8 
M. H. Marr et al’s No, 1 Caldwell, 460 ft. EB, 160 ft. N, 
Gamser Gem, BOe8O-G oo. cocvdncsbersideboedeccoddbcevé Drig. 1,700 ft. 
R. 5S. Ross et al’s No. 1 W. M. Beck, NE NB Sec, 3-18-8. Rig up. 
(Continued on Page 55) 





2 miles southwest of the new producer, 
was abandoned at 3,116 feet as a dry 
hole thus upsetting to an extent the be. 
lief of many that the trend would be jy 
that direction—unless it be that the fielq 
develop as a lenticular proposition syeh 
as Champagnolle in Union County, Ar. 
kansas, which also was a red beds propo- 
sition. The only other completion iy 
Arkansas was E. H. Cassidy, trustee, No, 
1 F. L. Dumas, SE SW Section 10-17-16, 
Union County, a dry hole at 1,495 feet. 

There was, however, one new location 
in Arkansas outside of Miller County, 
Allen F, Smith, trustee, having derrick 
up for No. 1 J. M. Smith estate in the 
SE NW Section 5-16-18, Columbia Coun. 
ty. Earl Fox and others are completing 
a sizeable block at Bradley, Lafayette 
County, on which they plan at 4,600-foot 
test. Two other Miller County wells are 
coring below where, compared with the 
Baker & McMurray wells, they should 
have found the sand. Duluth-Arkansas’ 


No. 1 H. EB. Beck, NW SW Section 34+ 
15-26, 144 miles northeast of the pro- 


ducers, was coring at 2,992 feet and 
Stephens, Byers and Sartan’s No. 1 Jones. 
NE NW Section 14-16-27, 4 or 5 miles 
southwest, was coring at 3,023 feet. 


East Texas Border Counties 

Border counties of East Texas were 
quiet for the most part, though two new 
operations are in prospect for Panola 
County, one near Carthage and the other 
in the gas area of the northeastern part 
of the county. Hindman and other’s No. 
1 Lindsey in the Alex Albright Survey 
of Marion County hit the Georgetown 
line and ig shut down for orders at 3,701 
feet. As this is a definite marker the test 
probably will be abandoned. General Min- 
erals Corp.’s No. 1 Pickering Lumber 
Co. in the D. 8S. Height Survey of Shelby 
County, coring lime with streaks of shale 
at 4,217 feet, while waiting for a string 
of 6-inch, was reported still having the 
strong show of gas first encountered at 
3,890 feet. With sand to 3,910 feet, they 
plan to set the string at 3,870 feet. 


Daily Average Runs 
Totaling 62,315 bbls., daily average 
runs from the field during the week 
showed a decline of 95 bbls. from last 
week. Louisiana runs of 30,165 bbls. 
were 80 bbls. less than last week and 
Arkansas’ 32,150 bbls. was 15 bbls. less. 


Kuns from the several pools were : 


NORTH LOUISIANA 
Caddo, light ....... % mani ss 5,226 


Caddo, heavy .. ‘ ‘ : 1,680 
Cotton Valley ........ veel 670 
De Soto-Red River ..... piee<08 1,730 
Elm Grove .... ss deaitatidiecn . 355 
Haynesville... P sabe a 3,820 
Holly ... é¥s>'s sae fees 215 
Homer ....... Se Cee ioe 2,960 
Pleasant Hill ........... et tiie : 270 
Sarepta-Carte rville om 45 720 
Urania . ya sat : 3 310 
Zwolle gob bas eae : », 215 


Total - 6,165 
Last week ae 


DOCTGRES © 6 dacivindcredé bis Tr" 50 
ARKANSAS E 
Champagnolle ... 1,520 
El Dorado .. ny 2,635 
Lisbon ... RS Sa bers “} 450 
Miller C ounty (a a 550 
Nevada County .. . = , 910 
Smackover, light .. =a 2,689 
Smackover, heavy 3 ; 22,750 
Stephens ...... ba. tat . 150 
Urbana , : cn 0 
uel 
Total .. : ye ; 32,150 
Last week ... i : 32,165 
Decrease ‘ ; : F 15 
Both states id od 62,315 
Last week .......... 
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More Than 90 Drilling Operations in the Conroe 
out 70 Reported Locations 








HOUSTON, Tex., Jan. 30.—With the 
increasing development in the field, more 
than 90 drilling op- 
erations were un- 
der way in Conroe 
at the close of the 
week. In addition 
there were nearly 
70 reported loca- 
tions, on some of 
which derricks and 
rigs have been 


set up. 
Twenty wells 
were completed 


during the week or 
were in process of 
completion and as 
many again were standing cemented on 
the sand. The completed wells bring the 
total of producers to approximately 155. 
Daily production of the field still is being 
held between 25,000 and 30,000 bbls. 
with the 20-acre unit allowable now being 
a little over 140 bbls. . 


Attention at Conroe the past week was 
diverted from the active development pro- 
gram going on to a peculiar problem 
which is arising in that portion of the 
field in the vicinity of Standard Oil Co. 
ot Kansas’ Madeley lease in the eastern 
portion of the Ransom House Survey. 
There the formation of craters affecting 
drilling and producing wells due to high 
pressure gas in shallow sands breaking 
through has caused concern among oper- 
ators in that area. The situation at the 
close of the week, however, was showing 
improvement. 

Standard Oil Co. of Kansas’ No. 1 
Madeley, which blew out January 8, cra- 
tered and caught fire, killed itself Jan- 
uary 24, presumably by bridging, and is 
believed under control although still bub- 
bling at intervals. Standard Oil Co.’s No. 
2 Madeley, which is 932 feet south of 
No. 1 and which blew out January 17 
while preparing to set surface casing 
with bottom of hole around 1,200 feet, 
still is burning from the top of the water 
which filled its crater. 


Five More Craters Formed 


Since those blowouts, however, five ad- 
ditional craters have formed in that area, 
including two drilling wells, one producing 
well, a shallow water well and two other 
craters where the gas has broken through 
to the surface in creek beds. The produc- 
ing well affected was Harrison & Aber- 
erombie’s No. 1 Alexander, John McHorse 
Survey, located over 1,000 feet to the 
northwest. The latter operators’ No. 2 
Alexander, also a completed producer, a 
north offset to Standard’s No. 1 Madeley, 
is reported as wobbling with gas bub- 
bling to the surface from around the out- 
side of the surface pipe. Humble Oil & 
Refining Co.’s No. 1-D Alexander, a pro- 
ducing north offset to Harrison & Aber- 
crombie’s No. 1 Alexander and about 
2,000 feet northwest of the No. 1 
Madeley, has been killed following the 
appearance at intervals of gas bubbling 
te the surface from around its surface 
pipe. 

The two drilling wells which cratered 
were Humble’s No. 28 Madeley, west off 
Set to Standard’s No. 1 Madeley, and 
Humble’s No. 11 Madeley, west offset to 
Standard’s No. 2 Madeley. Both were at 
shallow depths when the gas broke in, 
and rigs were skidded off before the holes 
cratered. The former was down only 490 
feet. In it the hole had been cemented 
but the gas came up outside the cement 
and cratered it. Humble’s No. 11 had set 
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20-inch surface pipe with bottom of hole 
at 258 feet. 

Operators have not determined just 
where the gas is coming from but evi- 
dently all of it is shallow. There are a 
series of shallow water sands and gas 
sunds all the way down from near the 
surface to around 2,200 feet and it is 
possible the shallower sands may have 
become charged from the gas blowout of 
Standard’s No. 1 Madeley, which officials 
of that company believe came from the 
2.200-foot sand. The latter well at the 
time of the blowout was being completed 
in the Conroe pay around 5,100 feet but 
the blowout was not from that sand, 
which was mudded up immediately, nor is 
it thought by that company that the gas 
was from the 4,900-foot gas zone above 
the oil pay. 


Trying to Drill Series of Holes 

Operators late in the week were trying 
to drill a series of 200 to 400-foot holes 
around the vicinity of cratering, the work 
being done by light rigs on the back of 
trucks, but difficulty was being encoun- 
tered by the cratering of these holes. It 
is the purpose of these not only to deter- 
mine where the shailow gas trouble is 
but also to provide relief wells for the 
shallow sands. It seems the formations 
at Conroe are so soft that they are in- 
capable of withstanding high gas pres- 
sures and also are not firm enough for 
cement to hold in them 

Because of the gas in the shallow 
sands, the State Railroad Commission the 
past week issued an order requiring the 
cementing of an additional surface string 
of pipe, consisting of 1544-inch casing to 
be set around 400 feet and cemented to 
the top. The second string of pipe is to 
be set around 1,200 feet and also ce- 
mented to the top. The flow string will 
be run to the top of the producing sands 
as has been the practice. In the past only 
two strings of pipe have been used, con- 
sisting of the surface casing, 12%4-inch 
and 13%-inch which has been set around 
900 to 1,000 feet, and the flow string. 

Completions at Conroe during the week 


were all inside the present producing lim- 
its and for the most part consisted of 
offsets to recent completions. Possibilities 
of an immediate extension of production 
southwestward were indicated late in the 
week by The Texas Company’s No. 1 
Dudley, C. B. Stewart Survey, which has 
picked up the pay and at latest report 
was preparing to set casing, with bottom 
of the hole around 5,100 feet. This well 
found the Hockleyensis at 3,883 feet (sub- 
sea), which indicates only a compara- 
tively slight dip in that direction and 
places the well within the producing con- 
tours. Location of the Dudley lease is 
just west of Tide Water Oil Co. and 
G. W. Strake’s Lewis tract and south 
of Houston Oil Co. and Tide Water Oil 
Co.'s Hamman tract on which there is 
production. 


Interesting Conroe Tests 


The two most important outpost wells 
of the Conroe Field at this time are 
Strake Petroleum, Inc.’s No. 1 Elizabeth, 
located a couple of miles to the west of 
production in the C. B. Stewart Survey, 
and M. J. Munn’s No. 1 South Texas 
Development Co., located over a mile to 
the east of production in the Clark Beach 
Survey. The former at latest report was 
drilling below 1,800 feet and the latter 
below 3,000 feet. The outcome of these 
two wells will determine to a large ex- 
tent the outlines of the area. The bulk 
of other drilling at Conroe is within 
present defined limits. 

Along the Conroe “trend,” interest now 
is being centered again in southern Polk 
County, where the third deep test is get- 
ting down to the “Conroe pay.” This test, 
Abercrombie & Harrison’s No. 1 Carter, 
which has been drilled behind “closed 
doors,” is reported below 4,250 feet and 
should shortly tell the story about the 
area. Location is in a key position about 
3 miles to the southeast of the discovery 
well, Dick Schwabb’s No. 1 Carlton- 
Davis, which was completed in the Cock- 
field at 4,311 feet as a wet gas well with 
a shut-in pressure of around 1,475 pounds. 
The location, as it pertains to proving 


. 





Gulf Coast Fields and Wildcats 


Week Ending January 28 


RACCOON BEND—AUSTIN COUNTY 


Company, farm and location— 


Humble O. & R. Co.’s No. 4 8. E. Helmuth, Wm. Har- | 
corcccscoce And 8,348 ft; 


vey Sur. .. 


Remarks: 


emtd. 7-in. csg. 3,- 
208 ft. 


Humble O. & R. Co.’s No. 9-A Walton, W. C. White 
Sur., 150 ft. SW of N cor. of 50-ac. tract and 181 


ft. SE parallel to NE line .............. 
Humble O. & R. Co.'s No. 11 Woodley, Wm. Harvey 


Sur., 412 ft. out of S cor. of tract .. 


.- Derrick. 


- Location. 


DAMON MOUND—BRAZORIA COUNTY 
Intercoastal O!l Co.’s No. 10 Wisdom, A. Darst Sur., 


440 ft. from NW line, 170 ft. from SW line of tract..T.D. 3,587 ft: 


pulling screen to 


reset. 
A. W. Speed's No. 1 D. F. Bryan, A. Darst Sur., 105 ft. 
from N line, 66 ft. from W line of lease .......... 8.D. 1,051 ft. 
Sinclair Prairie Oil Co.'s No. 31-A Bryan, 155 ft. N 45 
deg. E of SW cor. of Blk. 28, Masterson Subd., and 
140 ft. S 45 deg. E of Eimire Bryan tract in A. 
LT: 24 abalone eee no 406e6e000.00 -Drig. 200 ft. 
Sinclair Prairie Oil Co.'s No, 10 Masterson ‘(W.O.), "A 
PG a eA ale wkd 8 6656.00.60686s SEHeb cod ceceeccece Pulling screen 3,255 ft. 


H., Wisdom's No. 1 Wisdom, 60 ft. from SB line, 75 ft. 


from SW line of Bik. 6, Lo: A, A. Darst Sur. .... 


D. 1,045 ft. 


MANVEL—BRAZORIA couNTY 
Alpha Oll Co.'s No. 1 W. H. Nichola, H. M. Little Sur., 


200 ft. W, 200 ft. N of SE cor. of tract 


eeerevecsess Drig. shale 4,312 ft. 


R. A. Gamble et al's No. 1 Sherwood, Lot ié, Ailison. 


Richey Subd., H. N. Little Sur. 


«++. Drig. shale 2,221 ft. 


The Texas Co.'s No, 4 Belcher, Harvey Little Sur., 2 900 
ft. S, 42 deg. W, 400 ft. S, 48 deg. E, out of N cor, 


of lease ...... eeoesceces 


-Cored sand 8.0, 3,852-71 ft. 


WEST COLUMBIA—BRAZORIA COUNTY 


The Texas Co.'s No. 6 Abrams (W.O.), Geo, Tennille Sur. 


Hard sand and lime 3,026 ft; 
ematd. 4%-in, cag. 3,006 ft. 


BARBERS HILL—CHAMBERS COUNTY 


Humble O, & R, Co,’s No, 


2 Kirby, Henry 


Griffith 


League, 100 ft. W of E line of lease and 200 ft. 


N of No, 1 


P@eeveceress Cmtd, 


24-in, pipe 42 ft; T.D. 54 ft 


(Continued on Page 49) 
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up the area, is all the more important in 
view of the fact that Dick Schwabb so 
far has failed to make a producer in his 
No. 2 Davis-Holmes, the second test, and 
has temporarily abandoned that hole. The 
latter is 1,050 feet to the west and south 
of the discovery well, in which direction 
it formerly was figured the field extend- 
ed. This well, howevér, showed for an 
oil producer but operators were unable 
to plug off water. It was drilled to a 
total depth of 4,438 feet. 

A little new leasing activity sprung up 
in southern Polk County in an area west 
and some north of the Schwabb wet 
gasser and near the town of Goodrich, 
4 or 5 miles distant. The buying was 
largely by a few independents. Previous 
interest has been centered east and south- 
east of the discovery well although to 
the north in what is known as the Sun- 
shine area several wells drilled a couple 
of years ago encountered oil showings in 
the Hockleyensis. 


Huffsmith Area Active 

The Huffsmith area, located in north- 
ern Harris and southern Montgomery 
County, some 15 miles to the southwest 
of Conroe Field, continued in the spot- 
light as perhaps the “hottest” leasing 
spot on the Gulf Coast, and in view of 
this a wildeat now being drilled by Mills 
Bennett Production Co. on the Klepple 
tract in the March Survey is_ being 
watched as one of the most important 
wildeats now going down on the coast. 
Spudded in January 22, the hole was 
down 2,300 feet in a week’s time and is 
correlating pretty closely with Indian 
Hill Oil Co.’s No. 1 Schweinle, about 3 
miles to the northeast, in which impor- 
tant gas showings were encountered in 
what was designated as the same sand 
as that producing at Conroe. Mills Ben- 
nett Producing Co. has got together a 
block of approximately 3,200 acres and 
in addition four or five of the majors 
and a number of smaller companies are 
sitting in on the play. It is likely that 
Continental Oil Co. will start up soon 
on its scheduled test on its block lo- 
cated farther to the southwest. It will 
probably use the rig which has been 
drilling a wildcat in the J. Foster Sur- 
vey on its block in southern Montgomery 
County just north of the Huffsmith area. 
It looks as though the latter test, No. 1 
Rock Creek Lumber Co., was a bad bet 
as it was drilling late in the week below 
5,580 feet without having encountered a 
showing or anything else encouraging. 

Along the Conroe “trend” extending 
across into southern Louisiana, consider- 
able new leasing activity is under way 
in Beauregard Parish. Within the last 
several weeks locations have been made 
for three new wildeats, these being 
Beaver Petroleum Co.’s No. 1 Long Bell, 
Section 34-2s-Sw, east of DeRidder, and 
Trapp & Turnbull's No. 1 Long Bell, 
Section 26-2s-10w, and the same opers- 
tors’ No. 1 Roberts, Section 63s-10w, 
both west of DeRidder. Geophysical ex- 
ploration also is “hot” throughout this 
territory as well as generally throughout 
southern Louisiana. 


Salt Dome District 

In the salt dome district of the coast 
there was very little of importance the 
past week. On the extreme west end of 
preduction, on the south flank of the 
Barbers Hill Dome, Mills Bennett Pro- 
duction Co, opened some new production 
in a sand at 4,760-97 feet in its No. 1-C 
Gulf fee, which has been followed by the 
starting up of three additional tests, the 
first activity in that area for some time. 

(Continued on Page 48) 
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Seven Completions Reported in Central Ohio; 
Two Wildcat Tests in Western Kentucky 


By GEORGE A. WHITNEY 


Staff Correspondent, Central West Fields 


FINDLAY, Ohio, Jan. 30.—In the oli! 
Lima Field of northwestern Ohio, in the 
Findlay Field of 
Hancock County, 
Porter & Bittsfor« 
brought in a 15- 
bbl. initial producer 
in No. 20 on the 
David Miller farm, 
Section 7, Eagle 
Township. In Lu- 
eas County, west 
of Toledo, Dillon, 
MeFrederick and 
others’ No. 2 well 
on the 8. and DP. 
Florence Butz 
farm, Section 3, 
Monclova Township, which pumped 4% 
bbls. initially from the Trenton lime 
formation. BE. J. Davis and others are re 
ported around 800 feet in No. 1 on the 
Charles B. Holloway farm, Section 7, 
same township. 


In Wood County, Perrysburg Town- 
ship, Wilber P. Hoobler has abandoned 
the rig for No. 6 on the Mary Reitzel 
farm, in Section 23. Pember & Raydure 
are drilling on the R. and BE. Wagner 
farm, Section 27, Jackson Township. In 
Lake Township, the Lindy Airway Oil 
Co. abandoned Nos. 1, 2, 3 and 4 on the 
Simon H. Akenberger farm, Section 32, 
and old No. 1 on the Frank L. Stone 
farm, same section. 


In Sandusky County, Scott Township. 
the Ohio Oil Co. abandoned Nos. 6, 15 
and 16 on the G. Houtz farm, Section 
4, also No. 8 on the M. B. Phister farm, 
same section. Joseph Fritz and others 
abandoned No. 4 on the Ora Ernst farm, 
Section 8, same township. In Washing- 
ton Township, the Ohio Oil Co. aban- 
doned No. 1 William Paul farm, See- 
tion 6. 

In Seneca County, J. H. Murphy and 
others drilled in a dry hole on the Shoe- 
maker farm, Section 10, Hopewell Town- 
ship. W. I. Gettman and others are drill- 
ing No. 2 on the F. L. Crum farm, Sec- 
tion 12, same township. In Liberty Town- 
ship, the Tiffin Industrial Gas Co. drilled 
in a light gas well on the Blanche Grimes 
and heirs’ farm. Bonawitt & Onsel are 
drilling on the Mary BH. Smith heirs’ 
farm in Pleasant Township same county. 

In Wyandot County, Crane Township 
the Carey Oil & Gas Co. abandoned its 
test on the John Weinandy farm, in 
Section 27, at a depth of 310 feet. Me- 
Pheron and others have a rig on the Car! 
Smith farm, in Section 35, same town- 
ship. 

In Marion County, Grand Prairie 
Township, the Lewis & Ennis Oil & Gas 
Co. has a rig on the E. H. Brown farm 
Sections 20 and 30. This is a pure wilkd- 
eat and will be watched with much in- 
terest, being south of the Wyandot Coun- 
ty Field. 





CENTRAL OHIO 

Seven completions were reported in 
the Central Ohio Field, of which one was 
dry and six were gas wells. Stark Coun- 
ty still leads all other counties. The Ohiv 
Fuel Gas Co. drilled in a gas well in No. 
2-5692 on the Balser Race farm, Sev- 
tion 12, Jackson Township, and Kime 
and others drilled in a very fair gas well 
in No. 3 on the Charles A. Oberlin farm. 
Section 6, same township, in the Clinton 
lime from a total depth of 4,173 feet. 
Fulton Oil & Gas Co. made a location 
for No. 5 on the Henry C. Rudy farm. 
Section 6, same township, and the East 
Ohio Gas Co, made a location for No. 2 
well on the Edward J. Frank farm, Sec- 
tion 23, same township. In Plain Town- 


ship, Stark County, the Hast Ohio Gas 
Co. drilled in a gas well in No. 1 on 
the Hoover Co. farm, Section 18, in the 
Clinton lime. Same company has a rig on 
the Frank F. Deems farm, same section. 
White and others are drilling on the 
Celestia Kolb farm, Section 17, Plain 
Township. Brendal Producing Co. has a 
dry hole o~ the Diamond Portland Ce- 
ment Co.’» ‘and, Section 31, Marlboro 
Township, Stark County. This well 
swabbed 16 bbls. of oil, then broke into 
water. 

In Belmont County, Union Township, 
the O. K. Oil & Gas Co. is drilling No. 
2 on the Alice Adams farm, Section 29. 
Same company is drilling No. 3 on the 


BE. B. Brown farm, Section 35. Bradfield 
and others are drilling No. 4 on the John 
Shutway farm, same section, and Wood 
and others are shut down at 135 feet in 
No. 2 on the Walter Rudolph farm, same 
section. In Warren Township, Robert 
Lewis and others have a light gas show- 
ing in the Berea sand at 1,708 feet on 
the Josephine Turner and others prop- 
erty, Section 22. King & Tanner have a 
rig in for No. 2 on the Charles Mc- 
Laughlin farm, Section 26, Somerset 
Township. 

In Muskingum County, Brush Creek 
Township, the Pure Oil Co. has a gas 
well in No. 3 on the C. W. Scott farm, 
in the Clinton lime from 3,999 feet, and 





the Ohio Fuel Gas Co. has a gas well in 
No. 4 on the Carrie Staker farm, Sec. 
tion 10, same township. 

G. F. Early and others have a rig on 
the David P. Hall farm, in Lot 3, New- 
ton Township, Licking County. Jewell 
and others made a location on the Na- 
than May farm, Section 35, Oxford Town 
ship, Guernsey County. 

Preston Oil Co. has a location for No. 
2 well on the Ward Little farm, in Sec- 
tion 17, Perry Township, Coshocton 
County. 

City Natural Gas Works has a rig in 
for No. 3 on the F. G. Ruff farm, See- 
tion 27, Pleasant Township, Fairfiel 


(Continued on Next Page) 


Completions Are Increased in Eastern Fields; 
Allowables Unchanged During February 


PITTSBURGH, Pa., Jan. 30.—<Allow- 
able production in the three districts of 
the lower eastern fields will remain un- 
changed for the month of February. In 
advising the operators connected to the 
Southwest Pennsylvania Pipe Lines in 
Southwest Pennsylvania, to the Buckeye 
Pipe Line Co. in Southeast Ohio, and the 
Eureka Pipe Line Co. in West Virginia, 
and with whom contracts exist for all 
oil as run, the South Penn Oil Co. 
stated : 

“Our company has notice that its out- 
let for Pennsylvania Grade oil through- 
out the month of February will be the 
same ag through the month of January. 
Therefore, we must again ask all our 
customers to continue their curtailment 
of production throughout February in 
keeping with their curtailment asked for 
the month of January. 

“We must again mention that since 
we hold standing orders for the trans- 
fer to our credit of all Pennsylvania 
Grade oil as run, we will be compelled 
to cancel these orders should we find 
the February production exceeding the 
amount asked for, or should the month 
of January exceed that amount.” 

This is the fifth month at which the 
allowable production in these fields is 
but 70 per cent of the base average 
month, November, 1931. The allowable 
during the past year was somewhat 
higher, or 78% per cent, due to the in- 
creases allowed when heavier seasonal de- 
mands admitted larger runs to stills. 

Completions in the eastern fields con- 
tinued an upward swing in the face of 
curtailment and price declines. During 
the week 12 completions and 1 dry 
hole were reported. Eight were gas wells, 
some fair, and four were producers with 
an initial production of 36 bbls. 


SOUTHEAST OHIO 


The most interesting test was another 
vompletion in Belmont County. In Rich- 
land Township, NE Section 25, John 
Lockary completed a test on his own 
property in the Berea sand at a depth of 
2,120 feet. It is showing for about 20 
bbls. a day natural, and has not been 
shot. This is the fifth completion in this 
new oil pool, the other four having been 
drilled in by the Union Gasoline & Oil 
Co., all fair wells, and the limits are now 
somewhat extended. In Union Township, 


By STAFF CORRESPONDENT 


another pool is being developed but in 
gas formations. 

In Muskingum County, the Pure Oil 
Co. completed No. 3 on the C. W. Scott 
farm in Section 10, Brush Creek Town- 
ship. It is a fair gas well in the Clinton 
sand at a depth of 4,000 feet and gauges 
at about 500,000 feet a day. 

In Athens County, Robinson Brothers 
drilled a second test on the H. M. Stan- 
ley farm, near Albany, Lot 13, Lee Town- 
ship. It was drilled through the grit to 
1,110 feet. It showed for about a quarter 
of a barrel the first day natural but 
will be plugged and abandoned. 

Other parts of the field remain very 
quiet, and the recent developments in the 
oil industry adds no incentive. There are 
several interesting completions about due. 


WEST VIRGINIA 


Nine completions in West Virginia 
gave an appearance of a return to activ- 
ity which, though these completions were 
in seven counties, is somewhat confined 
to but three counties. Three producers, 
and one completion which will probably 
result in another, added 16 bbls. a day 
initial. The largest carried an air of the 
unexpected. In Grant district, Wetzel 
County, the Shimwell Oil & Gas Co. had 
been shut down in its test on the W. J. 
Price farm with the tools lost in the hole 
for many months. Recently operations 
were renewed at 3,053 feet, spearing by, 
and drilling was resumed. The top of the 
Gordon sand was struck at 3,074 feet. 
Oil showed at 3,080 feet which filled up 
800 feet in the 54-inch casing, and drill- 
ing stopped 3 feet in the sand, 3,083 feet. 
About 10 bbls. a day is being bailed with- 
out affecting the fluid level. 

In Wood County, on the waters of 
Stillwell Creek in Walker district, Mc- 
Peak and Roberts completed a test on 
the Rasel S. McPeak farm in the Berea 
sand at a depth of 2,217 feet. It is show- 
ing for about 5 bbls. a day natural. In 
Pleasants County the Bureka Oil Co. 
completed its test on the G. R. Hammett 
farm in Grant district, in the Cow Run 
sand, at 522 feet. It will make about a 
1-bbl. putmper. 

Gas Wells 


In Burning Springs district, Wirt 


County, Glen Roberts completed a very 
fair test on the G. W. Roberts farm. It 
was completed in the Keener sand at a 


depth of 1,727 feet and started off at 
2,000,000 feet a day with about 10 bbls. 
of oil a day. 

Another fair test was completed in Ca- 
bell County. On the C.&O.R.R. property 
in Huntington, Guyandotte district, the 
Guyan Valley Gas Co. completed a sec- 
ond test at 2,768 feet. It is showing for 
over 750,000 feet a day. A condensed log, 
here, shows the Big Lime at 1,076-1,236 
feet, the Big Injun at 1,346-65 feet, the 
Brown shale 2,310-2,756 feet. Gas was 
struck at 2,450 to 2,657 feet. 

In Calhoun County there were three 
completions. The largest was in Lee dis- 
trict on the waters of Mushroom Creek 
of West Fork, and was the test of F. F. 
McIntosh on the 8. A. Hays farm. It is 
good for 500,000 feet a day from the 
Injun sand. In Sherman district, Creed 
Barker and others completed their test 
on the Lloyd Kelley farm, which was 
drilled deeper to 2,116 feet, the Injun 
sand. It is showing for over 400,000 feet 
a day. In Sheridan district, Roy Was- 
goner and others completed his second 
test on the Clay Chenowith farm in the 
Berea sand at 2,357 feet with a resulting 
small gas well. 

In Ritchie County, A. H. Jackson and 
others completed a test on the J. W. 
Heffner farm in Murphy district. It is 
an Injun sand gas well at 2,163 feet and 
gauges in excess of 250,000 feet a day 


Drilling in West Virginia 

In Roane County work is under way 
for two new tests. In Geary district, the 
Big Sandy Oil & Gas Co. is rigging uP 
for a second test on the T. F. Smith 
farm. In the same district the Tawney 
Oil & Gas Co. is also rigging up on the 
D. L. Tawney farm. In Curtis district. 
the Reedy Oil & Gas Co. has made fair 
progress in its test on the M. L. Santee 
farm, having reached 1,025 feet. 

McCall ana others are about in the 
Injun sand in their test on the William 
Poling farm in Sherman district, Calhoun 
County, a depth of 2,040 feet. In the same 
district, Creed Barker and others have 
started drilling a second test on the H. 
Johnson farm, In Sheridan district, W. T. 
and O. L. Yoke have completed rigging 
up for their test on the A. T. Yoke farm. 

In Ritchie. County Roscoe Richards 
has completed a rig on the Edgar Hinton 
farm on Lost Run in Clay district. The 
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pode-Stoffle Drilling Co. is down 800 
feet on the John Coyle farm, Murphy 


district. 

In Grant district, Pleasants County, 
the Wheeling Oil Co. has started drilling 
on the T. C. Hammett farm near Deep 
Hollow. This is fairly shallow territory. 
M. C. Martin, Jr., is drilling No. 24 on 
th: M. C. Nye farm in the same district. 

In Monongalia County the Martin Oil 
& Gas Co, has a rig standing for a sec- 
ond test on the N. P. Fetty heirs farm 
in Clay district. In Grant district, the 
Kane Gas & Plumbing Co. is ready with 
a rig on the Thomas Johnson farm. In 
Battelle district the State Line Oil & 
Gas Co. is down waiting on casing in its 
test on the Mary J. Straight farm, which 
now stands at 2,415 feet. 

In Tyler County Haymond and McCul- 
jough are down 1,040 feet in No. 5 on 
the D. L. MeCullough farm in Center- 
ville district. In Wetzel County, the 
Manufacturers Light & Heat Co. has 
reached 3,310 feet in its No. 3 on the 
¢. B. Freeland farm in Church district. 
In Clay district, Wirt County, M. H. 
Burke has a rig standing for No. 8 on 
the J. L. Showalter farm. 


SOUTHWEST PENNSYLVANIA 


One small completion returned the 
Southwest Pennsylvania Field to activity. 
In Findlay Township, Allegheny County, 
Ep. L. Oles completed a test on the James 
Coventry farm in the Hundred-Foot sand 
and has a small gas well. 

Amwell Township, Washington County, 
is again active. The Wise Oil & Gas Co. 
is rigging up on the John Roach farm, 
and other interests are. building a rig on 
the C. L. Morton farm. In this township 
the Union Gasoline & Oil Co. is. down 
900 feet in its test on the Paul Lewis 
farm. In South Franklin Township this 
company is drilling deeper its test on the 
A. N. Hathaway farm which should soon 
be in. Baldwin and Gaskell have spudded 
in and started drilling on the R. G. Clark 
farm in this township. 

In Greene County, Wasmuth and Cal- 
lahan are drilling on the F. W. Baldwin 
farm. In Dunkard Township, the Meadow 
Run Oil Co. is down 1,700 feet on the 
Lewis Vance farm. In Gilmore Town- 
ship, the second test of Johnson and Eddy 
on the Frank Roberts farm has reached 
3.150 feet. 


Central West Fields 


(Continued from Preceding Page) 
County. Same company has started spud- 
ding on No. 2 on the Marshall Orendorf 
farm, Section 30, Marion Township, 
Hocking County. 


INDIANA 


Only three completions were reported 
from the Indiana Field, two being dry 
and one gas. In Pike County, Washing- 
ton Township, H. H. Risher’s test, in 
the southwest corner of the F. Boger 
farm, in the NE Section 18, is reported 
dry. A showing of gas was found in the 
Hightower sand at a depth of 810 feet. 
Vern Burden’s No. 2, in the north- 
east corner of the H. Smith farm, in the 
NE Section 17, same township, is a 2,- 
000,000-foot gas producer from 1,025-33 
feet. Tressler, Barnett and others are 
shnt down on the “Marl Reed farm, Sec- 
tion 1, same township. Charles C. Tallia- 
ferro, Jr., is drilling on the Thomas Ins- 
man farm, Section 26, same township, 
and A. E. Daviess and others are start- 
mg a test on the J. M. Smith farm, Sec- 
tion 20, same township. Vern Burden 
and others are drilling on the Blythe 
Miley farm, Section 18, same township. 

Jackson Hill Coal & Coke Co.’s test, 
660 feet from the south line and 330 feet 
from the west line of the Fairbanks Land 
& Coal Co.’s property, in the SW SW 
Section 10, Cass Township, Sullivan 
County, is a dry hole at a total depth of 
2.268 feet. 

J. House and others are drilling on 
the Ross Brothers’ farm, Section 32, 
Veale Township, Daviess County. 


ILLINOIS 


Little new work is under way in the 
Illinois Field. In Clark County, Casey 
Township, Tilford & Morrow are shut 











down on the W. B. Johnson farm, Sec- 
tion 36. In Parker Township, J. E. Hood 
is drilling No. 8 on the H. Briscoe No. 
2 farm, Section 32, Parker Townshp, and 
Martha Knierim is drilling No. 8 on the 
N. B. Lee farm, same section and town- 
ship. 

In Coles County, Walter Cline is drill- 
ing No. 1 on the A. D. Hildreth farm, 
Section 27, Lafayette Township. 

In Crawford County, Prairie Town- 
ship, Price & Wegaer are drilling No. 1 
H. Stanafield farm, Section 36. In Honey 
Creek Township, Warner Brothers are 
shut down in their No. 1 on the Grant 
Jessup farm, Section 23, same township. 

In Jasper County, Richard Eke and 
others are idle on the H. Klair farm, 
Section 7, Wade Township. 

In Clinton County, Voss and others 
are drilling on the M. Breiner farm. 
Section 27, Looking Glass Township. 


KENTUCKY 


In the Kentucky fields, but one com- 
pletion was reported, the Imperial Oil & 
Gas Products Co.’s No, 5, on the 8S. A. 
Freeman farm, in the Niagara Pool, of 
Henderson County, which has an initial 
production of 25 bbls. 

Two wildcats are reported to be in 
the making in the Princeton area of 
Caldwell County, to be drilled by the 
Kentucky Tex Oil Corp., and should they 
prove commercial wells, will add much 
good looking territory for that part of 
western Kentucky. Caldwell County lies 
to the south of Webster and Hopkins 
Counties, both of which have some gas 
wells, as well as oil showings. 


Kansas Fields 


(Continued from Page 38) 
Jeanett, SE cor. SW Section 2-22-12, is 
a location. Brazil and others’ No. 1 
Klingensmith, NE cor. SE Section 19- 
24-13, is a machine. Mid-Continent Pe- 
troleum Corp.’s No. 7 Hout, NW cor. SW 
Section 11-24-12, is a rig. Central Petro- 
leum Corp.’s No. 1 Cannon, SE cor. NW 
NW Section 12-24-9, was completed for 
50 bbls. from 2,271-2,323 feet. 

MePherson County 

Rose Spring Oil Co. and others’ No. 2 
Dick, NE cor. NW NE Section 21-21- 
3w, is a location. The Texas Company’s 
No. 2 Nachtigal, NW cor. SE SW Sec- 
tion 21-21-3w, was completed for 1,166 
bbls. from 3,424-40 feet. McBride, Inc.'s 
No. 2 Neudfelt, NW cor. NE NW Sec- 
tion 28-21-3w, was plugged back from 3,- 
481 feet to 3,070-76 feet and completed 
for 8 bbls. Derby Oil Co.’s No. 1 Hamm, 
SE cor. NW Section 33-21-3w, an old 
well drilling deeper, was drilled to 3,476 
feet and completed for 2,794 bbls. Mabee, 
Inc., and others’ No. 1 Nickel, NE cor. 
SW Section 33-21-3w, an old well drill- 
ing deeper, drilled to 3,474 feet and com- 
pleted for 1,224 bbls. Slick and others’ 
No. 3 Gratton, NW cor. Section 34-20- 
3w, was completed for 863 bbls. from 3,- 
472-90 feet. Wolf Creek Oil Co. and 
others’ No. 1 Dunsford, SE cor. SW 
Section 24-19-2w, an old well drilling 
deeper, drilled to 3,398 feet and com- 
pleted for 90 bbls. Keys Petroleum Co.’s 
No. 1 Webster, SW cor. SE NW NE 
Section 21-19-lw, was abandoned at 3,- 
508 feet. Vernon and United Petroleum 
Co.’s No. 1 Schmidt, SW cor. NW Sec- 
tion 35-19-lw, was abandoned at 3,324 
feet. 





Ness County 
Sinclair Prairie Oil Co.’s No. 1 Wil- 
helm, C SW SW Section 16-19-21w, was 
abandoned at 4,777 feet. 


Russell County 
Stanolind Oil & Gas Co.’s No. 13 Os- 
wald, SW cor. NW Section 8-12-15w, an 
old well drilling deeper, drilled to 3,192 
feet and completed for 108 bbls. 


Sedgwick County 
Careron-Great Basin Oil Co.’s No. 1 
Landon, C SE NW Section 13-28-2, was 
abandoned at 3,531 feet. 


Woodson County 


Stanley and Hubbard’s No. 1 Hvff, 
NW cor. NE SW Section 19-25-14, is 
a location. 


THE OIL AND GAS JOURNAL 











AN ECONOMICAL 
POWER PLANT 


One reason why Mcintosh & 
Seymour Diesel engines make 
economical power plants is be- 
cause of the low initial cost. 


There are many other reasons, 
these will be discussed in 
this space in later issues. 





Diesel engines as a class are not as expensive as is popu- 
larly supposed. The cost is comparable with other forms of 
power, often the cost is less. This is particularly true when 
it is considered that the engine itself is practically the com- 
plete installation. 


McIntosh & Seymour engines because of unique features, 
modern design, and use of especially selected material make 
possible the installing of large power units with relatively 
small initial cost. 


McINTOSH & SEYMOUR CORPORATION 


Division of American Locomotive Company 


MAIN OFFICES & WORKS: AUBURN, N. Y. 
New York Washington, D. C. Chicago 
Kansas City, Mo. 


Minneapolis 
San Francisco 


MCINTOSH & SEYMOUR 
DIESEL ENGINES — 


Houston, Texas 












DENVER, Colo., Jan. 30,—The Conti- 
nental Oi] Co.’s No. 7-B State, in the 
Hobbs Pool, gauged 
3,110 bbls. of oil 
and 70,300,000 feet 
of gas and will run 
packer in an effort 
to reduce the gas- 
oil ratio, The Gypsy 
Oil Oil Co.’s No, 2 
Hardin gauged 7,- 
776 bbls. and the 
Stanolind Oil & 
Gas Co. had one 
completion. The 
last named com- 
pany is starting 
three more wells 
in the pool. The Continental Oil Co.’s No. 
1-B Sholes, in the Jal Pool, gauged 109.- 
000,000 feet of gas at 3,153 feet. The 
Texas Company made a location in this 
field. A California company is reported 
preparing to make a deep test in San 
Miguel County. 

In Colorado the Ramsey Petroleum 
<o.’s test in Weld County is coming back 
as a gas well in the Muddy after plug- 
ging back from the Dakota. Proposed 
legislation includes a bill for the conser- 
yation of oil and gas prepared by War- 
wick M. Downing, of the Oil States Ad- 
visory Committee. Owners of truck lines 
are combating legislation in several of 
the states whic will increase their cost 
of operations. 


In Wyoming the Continental Oil Co., 
the only buyer of crude in the Big 
Muddy, has begun posting a field price 
us against prices posted by the Ohio Oil 
Co., a seller of crude in that pool. One 
well was abandoned in West Salt Creek. 
The Continental Oil Co. is completing 
what looks like a large well on the Fran- 
nie Dome. All tankage in the Osage Field 
is full, wells are being curtailed to mar- 
ket requirements and drilling is at a 
standstill. The Ohio Oil Co. is ready to 
drill in a gas well on the Allen Lake 
Dome. 

One well in the Cut Bank Field in 
Montana, in the proven area, is being 
completed as an average producer. The 
Texas Company acquired a large block 
of ungeologized land in that district. 
Water shortage has delayed operations 
on Dry. Creek. 


-NEW MEXICO 


Lea County 

The Continental Oil Co.’s No, 7-B 
State, C SW NE Section 33-18-38, one 
of three wells completed in the Hobbs 
Pool the last week, gauged 3,110 bbls. 
of oil and 70,300,000 feet of gas per day 
in an open flow test. Through the tub- 
ing it made 1,620 bbls. of oil and 28.- 
200,000 feet of gas. The gas-oil ratio is 
high and preparations are under way to 
run a packer at 4,085 feet in an effort to 
reduce the flow of gas. The well is ]- 
eated in proven territory in the southern 
part of the field. The total depth is 4,- 
183 feet and the 3-inch tubing was run 
to 4,164 feet. The top of the pay was at 
4,040 feet. It is in an area where some 
big gas wells were drilled. The Conti- 
nental’s No. 4-A, one location to the 
south, gauged 138,500,000 feet per day 
at 4,050 feet. The gas pressure was sub- 
sequently reduced when the well. wus 
drilled deeper ‘and tubing was rerun with 
a packer. Half a mile to the southwest of 
No. 7-B, the Continental completed one 
of the best oil wells in the field in its 
No, 6-B State, which gauged 22,939 bbls. 
per day, open flow, when tested for pro- 
ration. 
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The Gypsy Oil Co.’s No. 2 Hardin, SW 
SE SE Section 18-18-38, at the north 
end of the field, was completed at 4,253 
feet. On a company test it gauged 7,776 
bbls. of oil and 8,000,000 feet of gas 
open, and 4,406 bbls. and 5,250,000 feet 
through the tubing. It is waiting for of- 
ficial proration test. It topped the white 
lime at 4,140 feet. 

The third completion was the Stano- 
lind Oil & Gas Co.’s No. 26 Turner, C 
SE SW Section 34-18-38, an outside 
well in the southeastern part of the city 
and located in the town of Hobbs. Ir 
topped the white lime at 4,040 feet and 
the pay at 4,060 feet and was completed 
at 4,189 feet. The 2%-inch tubing was 
run to 3,168 feet. It is waiting for pro- 
ration test. 


Three locations were reported by the 
Stanolind Oil & Gas Co, in the south- 
eastern part of the field, all inside wells, 
as follows: No. 26 Byers, C SE NE Sec- 
tion 4-19-38, digging cellar and pits; No. 
8 Capps, C NW SW Section 3-19-38, 
digging cellar and pits; and No. 29 State, 
© SW. SE Section 4-19-38, rigging up 


rotary. 


Stanolind Wel Bottomed at 3,590 Feet 


. The Stanolind Oil & Gas Co.’s No. 26 
Thorpe, C SE NW Section 10-19-38, is 
bottomed at 3,590 feet and is waiting 
after cementing a cave at 1,576-1,805 
feet. The Humble Oil & Refining Co.'s 
No. 3-B Bowers, SW SE SE Section 20- 
18-38, cemented the 7-inch at 4,015 feet 
with 300 sacks and is waiting. The Tidal 
Oil Co.’s No. 4 Hardin, SW NE NE 
Section 19-18-38, is drilling at 3,264 
feet. It stopped to test at 3,065 feet, 
but showed no gas. The Texas Com- 
pany’s No. 4-C State, NW cor. NE Sec- 
tion 25-18-37, is drilling at 1,400 feet 
in anhydrite and red shale. 

In the Jal area, the Continental Oil 
Co.’s No. 1-B Sholes, C SW NW Sec- 
tion 13-25-36, the first well drilled i 
that pool for more than a year, mudded 
off a flow of 109,000,000 feet of gas per 
day after stopping to test at 3,153 feet. 
The gas probably came from horizons at 
3,121-23 feet, 3,141-45 feet, and 3,147-51 
feet. After mudding off the gas and re- 
suming, it ran into a porous lime at 3,- 
200-09 feet and is coring in lime at 3.- 
230 feet. It is an offset on the east to 
the Humble Oil & Refining Co.’s No. 1 
Koonze, an oil well. The Texas Company 
has been given permission to drill its No. 
1-B Shepherd, NW cor. SW Section 5- 
26-37, a diagonal] offset on the southeast 
to its No. 1 Shepherd, completed in 1929 
at 3,285 feet with an initial production 
of 1,000 bbls. per day. 

In the Eunice area, the Atlantie Oil 
Producing Co.’s No. 1-B State, C NW 
SE Section 8-21-36, is moving in mate- 
rials. Its a south offset to the Tidal Oil 
Co.’s No. 1 State, which made 524 bbls. 
initially at 3,985 feet. 

In the Lea area, The Texas Company's 
No. 1-B Lynch, C SW NW Section 34- 
20-34, is drilling in sand at 3,680 feet. 
There was an odor of oil at 3,674-80 
feet. The hole was reduced to 65-inch 
at 3,637 feet. Same company’s No. 2-A 
Lynch, C SE SE Section 34-20-34, topped 
the white lime at 3,627 feet and cemented 
the 65¢-inch at 3,630 feet with 75 sacks. 

In the Lovington area, the Western 
Drilling Co,.’s No. 1 State, NE cor. SE 
Section 13-17-36, is drilling at 5,165 feet 
in lime with 3,100 feet of water in the 
hole. 


Eddy County 


The Poole Oil & Gas Co., which re- 
cently deepened a core drill test put down 


for potash, again is making a similar test 
of oil in its No. 1 State, SE cor. Section 
16-22-27. It was cored to around 600 feet 
by the New Mexico Potash & Chemical 
Co. and is being deepened as an oil 
test. R. Spearow and others’ No. 1 Me- 
Clellan, SW NW NE Section 22-22-23, 
Indian Creek, is drilling at 1,154 feet in 
lime. Isaac Hanan and others’ No. 1 
State, NW cor. Section 32-18-31, south 
of the Jackson Pool, is rigged and wait- 
ing for parts. C. H. Lockhart and others’ 
No. 2 Burch, C SW SW Section 7-17- 
30, Maljamar district, has completed roal 
and is ready to move in. The Leonard- 
Barnsdall Oil Corp.’s No. 1 Dodd, SW 
SE SW Section 22-17-29, bottomed the 
salt at 635 feet and is drilling at 1,145 
feet in anhydrite and slate. Flynn, Welch 
& Yates’ No. 65 State, NE SE SE Sec- 
tion 30-18-28, Artesia district, is drill- 
ing at 1,450 feet in lime, and the Pecos 
Valley Gas Co.’s No. 7 Vandagriff, Sh 
NW SE Section 5-17-28, is drilling in 
gypsum and lime at 1,140 feet. Last 
named had 700 feet of water at 1,095- 
1,104 feet. 


De Baca County 


The Landowners Oil Co.’s No. 1 State, 
SW cor. NE Section 16-1s-27, Buffalo 
Creek, is drilling at 5,450 feet in lime. 


Bernalillo County 
The Norins Realty Co., Inc.’s No, 1 
Pajarito grant, NW cor. NE Section 22- 
9n-le, is drilling at 3,597 feet in sand 
with cable tools. 


San Miguel County 

The Duisenberg Oil Co., of San Fran- 
cisco, Calif., is reported to have leased 
three blocks in northern San Miguel and 
southern Mora Counties, known as the 
Kroenig, Lyman Goetch and H. Goetch 
blocks. At test is to be drilled on each 
block. The first, it is reported, will be 
on the Kroenig land, 2 miles southwest 
of Watrous, in San Miguel County. The 
Wolfe Drilling Co. is said to have the 
contract for a 5,000-foot hole with rotary 
tools to start by March 1. 


Guadalupe County 


The Anton Chico Development Co., 
Ltd.’s No. 1 Anton Chico grant, NE cor. 
SW Section 20-9n-17, is drilling at 1.- 
231 feet in the red beds. The 12%4-inch 
was set at 1,119 feet. 


Valencia County 
The Western Natural Resources Corp.. 
Inc.’s No. 2 San Clemente grant, SW 
cor. NE Section 5-6n-le, is drilling be- 
low 3,800 feet after standardizing. 


COLORADO 


Weld County 

The Ramsey Petroleum Co.’s No. 1 St. 
Anthony, SW NE SBE Section 15-7n-59. 
New Raymer-Buckingham district, after 
plugging back from a total depth of 6,791 
feet to the base of the Muddy at 6,721 
feet, is swabbing to bring back the well 
as a gasser in the Muddy. After clear- 
ing out a floating bridge at 2,000 feet. 
the cement was drilled 3 feet to 6,724 
feet and oil stood 200 feet in the hole. 
The water from the Dakota was success- 
fully shut off. The oil subsequently dis- 
appeared and at last reports the gas wax 
gradually increasing and the well was 
making 2,000,000 feet per day. No an- 
nouncement has yet been made as to plans 
for drilling additional wells and probably 
no move in that direction will be made 
until the St. Anthony well is finished. 

The Continental Oil Co. and others’ 
No. 1 Anthes, C NE NE Section 24-8n- 
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Continental Well in Hobbs Pool Gauges 3,110 
Bbls. of Oil and 70,300,000 Feet of Gas 


59, 5 miles north of the Ramsey well, 
is bottomed at 3,318 feet and moving jy 
materials to resume with rotary outfit. 
Mead Brothers Drilling Co. has the cop. 
tract under the recent deal for comple. 
tion of the well as a joint operation by 
the Continental, California Co. and the 
Centennial Plains Oil Co. 


Rio Blanco County 
The California Co.’s No. 1 California. 
Raven, NW SE Section 30-2n-102, Rang». 
ly Dome, is drilling at 6,913 feet. 


A bill has been introduced in the Colo- 
rado legislature designed to give this State 
a model oil and gas conservation act. It 
was drawn by Warwick M. Downing, »i 
the Oil States Advisory Committee, who 
recently was elected chairman of the 
Colorado Gas Conservation Commission. 
He has incorporated into the measure a 
provision which will qualify Colorado to 
join in any interstate oil pact. It changes 
the name of the commission to the Colo- 
rado Oil and Gas Commission and makes 
the state oil inspector a member of tlie 
commission and secretary. It empowers 
the commission to formulate drilling res- 
ulations and collect fees for permits. 
gives the commission wide authority iu 
permitting it to shut in wells to meet 
economic conditions and is rather broad 
as to the commission’s powers. Colorado 
has no overproduction and there is no 
present need for the law, but it was felt 
that the adoption of the measure should 
be sought so that the State will be in 
a position to maintain control of the 
situation in the event a large field is 
developed in northeastern Colorado as is 
considered likely. While the oil compa- 
nies are not making any particular drive 
to have it enacted, they will have rep- 
resentatives appear before the committee 
when hearings are held and present thie 
possible future needs of the State. 


Measures affecting the oepration of 
trucks also are pending in the Colorado 
and Wyoming legislatures. These are 
largely backed by interests friendly tv 
the railroads and are intended primarily 
to bring about more drastic regulation 
of motor truck transportation. The truck- 
ing industry is organized in the two 
States and is prepared to make a fight 
against the measures. Proposed license 
fees in Colorado range from a minimum 
fee of $24 for gross weight of trucks 
loaded up to $1,040 and more. The truck- 
ing interests advertise that state reve- 
nues from the automotive industry in 
Colorado in 1930, including registration 
and license receipts, gasoline tax, rou 
tax, valuation tax and carriers applica- 
tion tax aggregated $10,239,227 and that 
total expenditures for highway purposes 
in the same year aggregated $10,210,4(H. 
In Wyoming the fight is being maid» 
principally by the Wyoming Motor Car- 
riers Protective Association. 

WYOMING 

The Continental Oil Co. began posting 
a price for the Big Muddy Field for the 
first time when the cuts all over the 
country went into effect on January 18. 
Heretofore the Ohio Oil Co. has posted 
the field price for that pool. This dis- 
closed a rather unusual situation. The 
Continental company is the major pro- 
ducer in the field and also the only buyer, 
including purchases of state royalty oil. 
Its purchases also include half of tlie 
preduction of the Ohio company, the lat- 
ter being a seller only. The Ohio con- 
pany began posting -the price ef Bis 
Muddy crude a number of years a2? 
when its subsidiary, the Illinois Pipe 
Line Co., built a line from the field to 
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Casper. In 1926, the Continental com- 
pany, which had acquired the Mutual re- 
finery at Glenrock, built a pipe line from 
the field to the refinery and since then 
the oil has moved in that direction. The 
new price posted by the Ohio company 
was 590 cents per barrel and the Conti- 
nental figure is 40 cents per barrel. The 
last named is based on the Mid-Continent 
gravity table. Big Muddy crude varies be- 
tween 32 and 34 gravity. The Continenta! 
company elected to post a flat price base | 
on the Mid-Continent table for oil of 34 
gravity, which puts the Big Muddy on 
the same competitive basis as the Salt 
Creek crude. The Continental company 
now is posting also the price for Cat 
Creek crude following the acquisition of 
the holdings of the Midwest Refining Co. 
in that field. 


Natrona County 

Peter Evanoff’s No. 2, SW SE See- 
tion 3-39-79, West Salt Creek, missed 
the shale production and was abandoned 
below 2,600 feet. Leo B. Murphy an 
others’ No. 1, SE NW Section 29-33-80, 
North Platte, is shut down for casing at 
500 feet. The pipe is being moved in. 
The Mutual Oil Syndicate (S. H. Keoug- 
han and others), which has two wells on 
production in the Midway Field, is hav- 
ing a special type core drill made in 
Casper with which to core drill the Mid- 
way Dome before locating the next well. 
It was designed by Mr. Keoughan es- 
pecially for this type of work. 


Converse County 

The Continental Oil Co.’s No. 30 Glen- 
rock, SW SE SE Section 4-33-76, Biz 
Muddy, a test to thé Sundance, has 
mudded off water in the second bench of 
the Sundance and is ready to resume 
drilling at 4,767 feet with the third 
bench of the Sundance as the next ob- 
jective. 

Park County 

The Continental Oil Co.’s No. 1 North- 
ern Pacific, SE SW NE Section 23-58- 
98, on the Frannie Dome, gives indica- 
tions of being a good producer when ijt is 
drilled in. It cemented the 85-inch on 
top of the Embar at 3,309 feet and when 
it started to bail this week to test shut- 
off, it was found that oil was standing 
2.700 feet in the hole. This well is lo- 
cated a little more than half a mile to 
the north of the nearest producer and is 
running about 32 feet higher than the 
well to the south, which came in as the 
largest in the Embar-Tensleep in the 
field. While it will prove up consider- 
able territory, it discloses nothing new 
as to the boundary of the pool. Drilling 
on this dome so far shows that the struc- 
ture checks almost exactly with the origi- 
nal mapping done by C. T. Lupton. 


Fremont County 

The Texas Company's No. 2 State- 
Ridgway, SE SW SW Section 36-34-95. 
Alkali Butte, is bottomed at 4,616 feet 
in an unidentified sand, but believed to 
be a sand in the Morrison, and is test- 
ing a show of gas and a little oil. The 
Dakota was missed and the Lakota con- 
tained water. The Ward Oil & Gas Co.’s 
No. 2, NE cor. Section 28-34-90, Dutton 
Basin, is preparing to resume at 4,300 
feet after having been. shut down on ac- 
count of cold weather. 


Carbon, County 

The Ohio Oil Co.’s No. 1 Kanawha. 
SW NW NE Section 34-23-79, Allen 
Lake Dome, is underreaming to set the 
6%-inch on top of the Dakota. Cores from 
the Dakota showed gas and it is be- 
lieved it will make a good well. A well 
drilled in the same section several years 
ago by the Cosden interests developed a 
flow of 30,000,000 feet of gas and an- 
other drilled by the Kanawha Oil & Gas 
Co. made 19,000,000 feet per day. This 
test is between those two wells. If pro- 
duction proves satisfactory, the Ohio 
fompany plans to build a 22-mile 8-inch 
line to a connection with the line from 
Dutton Creek to Laramie as a part of 


the system to supply natural, gas to 
ramie. 


Platte County 
T. R. Oberman’s No. 1 Diamond ranck.. 


NW SE Section 30-21-68, is drilling at 
185 feet. 


Niobrara County 

The Interstate Oil & Refining Co.'s 
No. 1 Morrell, SW cor. SE Section 2 
39-61, West Mule Creek, is drilling at 
2,250 feet and is close to the objective 
sand in the Minnelusa which was pro- 
ductive in a test drilled by the Argo Oil 
Co. on East Mule Creek. 


Crook County 
The St. Onge Oil & Gas Co.’s No. i. 
SW NE SE Section 20-53-61, Redwater 
district, is shut down at 900 feet. 


Weston County 


Operators in the Osage Field are at i 
standstill for the winter. Practically all 
storage in the field is filled and produc- 
tion is being held down to market re- 
quirements. The Chadron-Osage Oil Co. 
has filled its 10,000-bbl. tank and ex- 
pects to have another of the same size 
finished within the next week. 


MONTANA 
Glacier County 


L. R. Hannah and others’ No. 1 Brit- 
ton, SE SW. SE Section 14-34-6w, in the 
Cut Bank Field, a north offset to the 
Santa Rita Oil & Gas Co.’s No. 1 Yunck, 
which swabbed 145 bbls. initially, drilled 
into the sand and gives indications of 
being a good producer. It cut the Darling 
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sand at 2,835-90 feet and stopped drill- 
ing at a total depth of 2,897 feet. Oil 
rose 2,000 feet in the hole. The 814-inch 
has been set on top of the sand. The 
first oil appeared at 2,860 feet. 


R. C. Tarrant’s No. 1 Haglund, Sr.. 
SW cor. NW Section 13-34-6w, which 
found the sand at 2,838-80 feet, is still 
swabbing to test and the indications 
pointing to it being a fair producer. Tar- 
rant’s No. 1 McLellan, C SE SW Sec- 
tion 7-34-5w, which was drilled to 1,465 
feet with a rotary outfit, has resumed 
with cable tools, but is tied up with a 
fishing job, the bailer being in the hole. 
His No. 1 Miller. C NE NE Section 24- 
34-6w, is shut down at 1,250 feet. 


The Alberta-Pacific Consolidated Oil 
Yo.’s No. 1 Matson, NE SE NW Sec- 
tion 14-34-6w, is drilling at 2,705 feet, 
and its No.1 Kiesel, NE cor. NW Sec- 
tion 11-34-6w, is shut down at 2,500 
feet to overhaul engine. The Dakota- 
Montana Oil Co.’s No. 1 Drumheller, 
SW SE NE Section 3-34-6w, is drilling 
at 2,593 feet. W. M. Fulton and others’ 
No. 1 Blackfeet, NE cor. Section 16-34- 
6w, is moving in. The Santa Rita Oil & 
Gas Co.’s No. 1 Jackson, C NW SW 
Section 25-34-6w, is drilling at 385 feet. 
B. E. Adams and others’ No. 1 Britton, 
SE cor. NE Section 14-34-6w, is resum- 
ing at 2,795 feet after cleaning up fish- 
ing job and is expected to be an early 
completion. 

The has acquired 


Texas Company 
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around 50,000 acres along the western 
edge of the Sweetgrass arch in the Cut 
Bank district, extending as far south as 
Valier. It was secured on 10-year stanil- 
ard leases without regard to geology aud 
until it is geologized no plans for drill- 
ing will be formulated. 

The Montana Power Co.’s gasoline 
plant near Cut Bank has been finished 
and put into operation. It has a capacity 
of 30,000,000 feet of gas per day. A re- 
covery of 3 pints to the 1,000 feet of gas 
is expected. The company’s lines from 
the Cut Bank gas field are reported to 
be running approximately 20,000,000 feet 
per day. 

Carbon County 


The Ohio Oil Co.’s No. 9 Souders, C 
NE SW Section 2-7s-21, Dry Creek, was 
forced to suspend temporarily at 4,625 
feet, in shale, due to a water shortage. 
Its No. 11 Bowman, C SE NE Section 
4-7s-21, is still swabbing to test the Da- 
kota and top of the Lakota and is flow- 
ing around 200 bbls. per day. The Car- 
bon Oil & Gas Co.’s No. 1 McMinn, NW 
SW SW Section 7-7s-22, is still shut 
down at 5,551 feet for adjustment of in- 
surance on rig burned by fire. 


Yellowstone County 
W. E. Rice and others’ No. 1, C W 
half SE Section 30-2n-23, Molt district, 
is drilling at 2,105 feet in a 12%-inch 
hole and expecting the Frontier at 2,500 
feet. 


Keho Lake Test May Not Prove Commercial; 
Drilling Now Resumed on Athabaska Test 


CHATHAM, Ontario, Jan. 28.—In the 
North Turner Valley Field, United Oils’ 
No. 4, LSD 2, Sec- 
tion 24-20-3w5, is 
reported sidetrack- 
ing below 5,470 
feet with approxi- 
mately 1,000 feet 
of light crude oil 
in the hole. The 
test is apparently 
recovering a pro- 
duction previously 
encountered in the 
Dalhousie sand en- 
tered at 5,390 feet 
in the original drill- 
ing. At the time, 
production was taken for some weeks 
after which the test was deepened, but 
drilled through the Madison into shale 
without getting further production. Later, 
easing trouble developed, and the hole 
was cemented back and redrilling and 
sidetracking started. A new string was 
set in the top of the Dalhousie before 
deepening to production. The test is on 
the east flank of the structure. Farther 
west, in the north end of the field, Model 
Oils’ No. 2, LSD 16, Section 22-20-3w5, 
is drilling new hole below 4,176 feet. 

In the Central Turner Valley area, 
Bow Oils’ No. 1, LSD 14, Section 12- 
20-3w5, is standing in the lime after 
cleaning out to the top of the lost bit. 


South Turner Valley 

In the South Turner Valley, Mar-Jon- 
Freehold’s No. 1, LSD 9, Section 28-18- 
2w5, has again got the Madison lime at 
5,404 feet, after cementing back to 5,340 
feet and sidetracking. The test will be 
drilled into production early in February. 

In the Mercury tract, Associated Roy- 
alties’ No. 1 Spray, LSD 9, Section 5-19- 
2w5, is making new hole after drilling out 
cement plug at 3,310 feet. The test has 
a reported gas flow of around 3,000,000 
feet from two sands. 


Keho Lake Test 


In the Keho Lake district, northwest 
of Lethbridge, Hudson’s Bay Oil & Gas 
Co.’s No. 1 Keho, LSD 2, Section 17-11- 
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22w4, has cleaned out to 3,780 feet fol- 
lowing a shot of the oil sand of the Ben- 
ton horizon at 3,770 feet, Perforated liner 
has been run and production test is be- 
ing made. The well is yielding some crude, 
but it looks as though the production 
would not prove commercial. This was 
the more promising of two oil shows en- 
countered in the Benton shale. The upper 
oil show at 3,680 feet may be given a 
production test later. 


Red Coulee Drilling 


In the Red Coulee Field, Devonshire 
Oils’ No. 1, LSD 3, Section 10-1-16w4, 
is reported drilling below 1,600 feet. It 
was originally carried to 1,930 feet. but 
owing to caving and casing troubles the 
hole had to be redrilled from about 1,180 
feet. The location is some distance north 
of the Vanalta producers. The Vanalta 
wells, near the Montana line, are main- 
taining a steady production, around 100 
to 120 bbls. a day. D. A. McDonald Syn- 
(dlicate’s No. 1-A Kotop, Section 2-1-17w4, 
on the west side of the field, is shut down 
around 2,100 feet. 

McRae Syndicate of Vancouver, British 
Columbia, is reported to have arranged 
for a test on part of the acreage of the 
old Capitol Oil & Natural Gas Co., but 
drilling is not likely to start until spring. 
Capitol’s No. 1, LSD 3, Section 21-1- 
16w4, drilled about three years ago, got 
a fair oil show at 2,480 feet but was 
deepened to test the Madison lime, this 
being met at 2,680 feet and the test shut 
down at 2,752 feet. A smaller oil show 
was met in the top of the Madison at 
2,687 feet. The McRae syndicate’ may 
clean out the old well and give it a fur- 
ther test. 


Athabaska Drilling 


Athadome Oils’ No. 2, LSD 3, Section 
15-66-23w4, near Athabaska Landing, has 
resumed work. It was carried to 600 feet 
last fall by F. H. Stover & Sons. Later 
arrangements were made whereby Atha- 
dome Oils, Ltd., undertook to handle the 
drilling which has been placed under the 
supervision of Charles Michener, son of 
E. Michener of Calgary, president of the 
company. Owing to caving, the 15%4-inch 


was cemented at 600 feet and the test 
has since been standing. Athadome’s No. 
1, some miles farther north at Mirror 
Landing, got a large gas flow but was 
abandoned at 1,800 feet owing to water. 


Twin River Test 

On the Twin River structure southeast 
of Lethbridge, Nordon-Roney’s No. 2 
Twin River, LSD 11, Section 2-2-20w4, 
has been standing at 261 feet, but will 
resume early in February. Cad A. Roney 
of Los Angeles, who is in charge of oper- 
ations, has been ill at Lethbridge. 


Cut Bank Operations 

On the Montana side, Canadian opera- 
tors are interested in two tests being 
drilled by Alberta Pacific Consolidated 
Oils, Ltd., of Calgary in the Cut Bank 
Field. At last reports Alberta Pacific's 
No. 1 Matson, S half NW Section 14-34- 
6w, was drilling below 2,675 feet and 
Albert Pacifie’s No. 1 Kiesel, Section 11- 
34-6w below 2,500 feet. Roy Tarrant’s 
No. 1 Britton, NE NE SE Section 14- 
34-64, in the same section, is getting pro- 
duction from a sand between 2,866 and 
2,896 feet while Tarrant’s No. 1 Hag- 
lund, Sr.. SW SW NW Section 13-34-6w, 
got production in a 42-foot porous sand 
at 2,838 feet. The Tarrant-Haglund pro- 
ducer is a half mile east of Alberta Pa- 
cifie’s No. 1 Matson. 

L. R. Hannah’s No. 1 Britton, SE 
SW SE Section 14-34-6w, is fishing at 
2,836 feet and B. E. Adams’ No. 1 Brit- 
ton, SE SE NE same section, has fin- 
ished sidetracking lost tools and cemented 
8-inch casing at 2,975 feet. Three other 
tests are drilling and two just spudded, 
with a couple of new locations. 


Tests in the Foothills 

On the Monarch structure west of 
Olds, Cartier-Majestic’s No. 1, LSD 3, 
Section 36-31-7w5, has abandoned its 
efforts to fish the lost bit and will ce- 
ment and sidetrack. The hole bottoms at 
1,460 feet. 

In the foresi reserve area, farther 
west, Hunter Valley Oil Co.’s No. 1, 
Township 31-10-w5, is finishing derrick, 
with 18 inches of snow on the ground. 
Farther south, on the Moose Dome, Her- 
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ron Cartage Co.’s No. 1 Moose Oils, LSD 
16, Section 29-22-6w5 is cleaning out 
around 2,800 feet preparatory to deep- 
ening. 

British Columbia Operations 

A recent statement issued by Amalga- 
mated Oil Co. of Vancouver, British Co- 
lumbia, covers developments on its Brit- 
ish Columbia acreage during the year. At 
the close of 1932 the company’s holdings 
in the Mlathead Valley of southeastern 
British Columbia aggregated about 11,785 
acres. A 160-acre lease in the Calling Val- 
ley area in Alberta was dropped during 
the year but an additional 640 acres was 
secured in the Flathead Valley. 

Drilling operations were carried on 
upon the company’s British Columbia 
acreage by Crow’s Nest-Glacier Oil Co., 
which redrilled its No. 1 to the old depth 
of 3,260 feet, where work was stopped 
owing to broken rock conditions result- 
ing from the shot in the original hole. A 
complete core drill was taken of the bot- 
tom 300 feet. 

Geological work was carried on during 
the year by Dr. Victor Dolmage, for the 
company, and by Dr. G. 8. Hume of the 
Geological Survey of Canada. Full re- 
ports have not been issued yet, but a 
preliminary memorandum shows that the 
Sage Creek and Kishinena Creek struc- 
tures are well-defined domes with pros- 
pects of an oil flow under pressure at 
between 4,000 and 5,000 feet. 

A new company, Columbia Oils, Ltd., 
has been organized at Vancouver to take 
over part of the acreage subleased to the 
Crow’s Nest-Glacier Oil Co. together with 
the latier company’s immediate drilling 
obligations. The Amalgamated company 
has rearranged its lease with the Crow’s 
Nest-Glacier company and leased addi- 
tional acreage to Columbia Oils, Ltd., re- 
taining for itself some 8,448 acres. 


Drilling in Ontario 


In the Dawn Field, Lambton County, 
Ontario, Union Gas Co.’s No. 65, Lot 
24, Concession 2, Dawn Township, has 
been finished below 2,000 feet as a fair 
gas well, with an estimated open flow 
around 1,000,000 feet a day. Though only 
a short distance east of the three oil 
wells recently drilled, No. 65 showed 
only a slight scum of oil, and helps to 
define the limit of the oil-producing area 
in that direction. The three wells are 
maintaining a fair production, the lars- 
est making around 30 bbls, a day. Some 
further drilling will be undertaken later, 
and the next test may be in another part 
of the field. 

In the Olga Field, Raleigh Township, 
Kent County, F. H. Stover & Son’s No. 
1 Baril Flook farm, Lot 19, Concession 
8, has been cleaned out and is apparent- 
ly good for about 25 bbls. a day. Stor- 
age is full and owing to soft roads the 
cil cannot be moved so the well has 
been shut in. When the roads get in 
shape it will be given a definite pump- 
ing test and chemical treatment will be 
used to increase production. Producers 
Gas Corp.’s No. 1, Lot 17, Concession 8, 
Raleigh, is reported shut down at about 
1,700 feet. A small gas flow was met in 
the horizon where oil was encountered 
in the Flook well, farther east. It may 
be drilled deeper. 


Orford Gas Prospect 


In Orford Township, Kent County, 
Vacuum Gas & Oil Co.’s No. 4, Lot 53, 
North Talbot Road, is shut in with a 
shot gas production estimated between 
50,000 and 150,000 feet. Arrangements 
are being made for a second test, to be 
drilled by F. H. Stover & Son for the 
Vacuum company, though no definite lo- 
cation has yet been made. The log of 
this wildcat shows a complete absence 
of salt at this point, while to the east 
salt was struck in a drilling some years 
ago near New Glasgow and to the west 
various deep tests from Rondeau north 
encountered 200 feet of salt. Still far- 
ther west no salt was met in the Til- 
bury Field. The logs indicate that the 
Tilbury Field and the Orford area rep- 
resent structures separated by a deep 
syneline running almost due north and 
south from Rondeau to beyond Wallace- 
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burg; with a parallel syncline east of the 
Orford structure. The small gas flow in 
Vacuum’s No. 4 was sulphur gas from 
the Salina formation, similar to the Til- 
bury product; which is also regarded as 
significant. 

Eastern Fields 

In Haldimand County, the Emerald 
Oil & Gas Syndicate of Toronto has 
transferred its drilling operations to 
Moulton Township, near Dunnville. The 
company has put down several shallow 
tests in Haldimand, developing small 
gassers, the production of which is taken 
by the Southern Ontario Gas Co, 

In South Middleton Township, Nor- 
folk County, Basil Sunday is drilling a 
series of tests for the Woodhouse Syndi- 
eate of Toronto. No. 1 test finished dry 
and No, 2 is drilling. 





ROCKY MOUNTAIN RUNS 
Average daily pipe line runs from fields 
in the Rocky Mountain territory for the 
week ending January 28 follow: 
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RE 6) an woe chnaas 

Lance Creek ... 

Lost Soldier 

Midway + a + 
ED Neen 5-964 o C$. 0.6.0.s Ces ein & ts 
Pilot Butte 

Rock River 

Poison Spider 


Total Wyoming ..... 


MONTANA 
aes Border 
Cat eek 
Cut Dank + &. 
Dry ‘Creek ; 
Kevin-Sunburst 
FANE Pe eee é 
Pondera oan ihc aite the a 


Total Montana ........ 


COLORADO 
Florence : 
Fort Collins and Wellington ........ 
Iles Dome d 
Moffat 
Orchard .......«.- 
Rangely 
Tow Creek . 


Total Colorado 


NEW MEXICO 


Lea 
Texas- Pacific 
Rattlesnake 


Total New Mexico 


Total Rocky Mountain area .. 
Total previous week 


Difference 


Gulf Coast Fields 


(Continued from Page 43) 

The new well is 150 feet north of a 
5,600-foot well completed by Gulf Pro- 
duction Co. several years ago but other- 
wise there is no nearby production. Yount 
Lee Oil Co. has offset the well to the 
east and also is rigging up for another 
test to offset Mills Bennett Production 
Co.’s No. 2-C Gulf fee, located 175 feet 
north of the first well and that much 
closer in to the dome. 

On the east side of Barbers Hill, D. B. 
MeDaniel completed his No. 6 Wilburn 
as a good well in sand at 4,328 feet. This 
well is a part of the steady development 
program which has been carried on along 
that side of the dome in exploration of 
the sub salt sands, 


The only other producing completion of - 


interest was at Rabbs Ridge, Fort Bend 
County, where Humble Oil & Refining 
Co. and Gulf Production Co.’s joint No. 
6 George, on the south side of the field, 
was brought in for 24 bbls. 


Deep Test Abandoned 


A new depth record for the Gulf Coast 
has been set by Yount Lee Oil Co., which 


GAS JOURNAL 


has just abandoned its No. 1 Plummer, 
a wildcat in the H.&T.C. Survey No. 28, 
northern Chambers County, at 9,334 feet. 
The test was the first on a new wildcat 
prospect blocked by that company during 
1932. It failed to uncover any showings 
or other favorable indications. Only two 
other tests on the Gulf Coast have gone 
below 9,000 feet, these being Union Sul- 
phur Co.’s No. 762 fee at Sulphur, which 
went to 9,250 feet, and Edwin M. Jones’ 
No. 1-B Mitchell, Refugio, which drilled 
to a total depth of 9,131 feet. The Yount 
Lee wildcat was started the middle of 
November and was drilled without any 
difficulties and with only one string of 
easing, that being the 10-inch surface 
pipe at 1,130 feet. 

Another wildcat failure was chalked 
up during the week when Sun Oil Co. 
definitely abandoned its No. 1 R. W. 
Theuman, Juan DeLeon Survey, near 
Cat Springs, Austin County. The hole 
was dry in shale at 4,734 feet, where it 
has been standing shut down for a couple 
of weeks. Location of the test was on a 
9,600-aecre block. 

Houston Oil Co. has quit its No. 1-Z 
at Ariola, Hardin County, after drilling 
to 6,400 feet. This is the fourth failure 
for Ariola, which still has only one pro- 
ducing well, completed during 1932. The 
latter is making considerable water. 

In the MecFaddin district of southwest- 
ern Victoria County, The Texas Company 
has quit its No. 5 McFaddin as dry at 
4,970 feet, but has made location for its 
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sixth test, No. 6 MecF addin, in the Ap. 
drew J. Gravy Survey. 


Magnolia Petroleum Co.’s No. 3 Cap. 
eron Meadows, third test in the Camero, 
Meadows Field, Cameron Parish, Louis. 
ana, has topped a sand showing oj] a 
5,273 feet and is preparing to set casing 
to test. This test is 500 feet south o 
No. 2, which ig a producer in the sam 
sand at 5,250 feet. 


Prices for Refined Oil 
Products Move Slowly 


(Continued from Page 21) 

the market for red and pale oils jp 
slightly more volume, although trading js 
still relatively quiet, with prices up 
changed. There has been some slackening 
in demand from certain divisions of the 
textile trade, which has affected spindle 
oils, 





Wax and Petrolatum 

Domestic consumers are still holding 
down purchases in the wax market, and 
with export inquiry rather limited, , 
quiet market prevailed throughout the 
week, with prices unchanged on all mett- 
ing points, 

Spot inquiry for petrolatum has shown 
a little improvement, but the market tone 
remains rather soft, and refiners are re 
sisting the efforts of consumers to break 
the price structure through underbidding 
when submitting inquiries. 





Wildcat Operations in Oklahoma 
(Continued from Page 37) 


GHES COUNTY 


HU 
Nash-Redwine’s No. 1 Uri, C NB Sec. 10-65-11 


Drig. 1,260 ft. 


KAY COUNTY 


Lewis et al’s No. 1 Harris, SE NW Sec. 14-265-1 
No. 1 Cormick, C NW SE 
eereeccceees 8.D. 3,693 ft. 


Mummert Drig. Co. et al’s 
Sec. 9-27-2 


eee ee eee ee eee eee) Pee eee 


- Location. 


KIOWA ps adhe 


Emenhiser et al’s No. 1 Pace, SW cor. Sec. 3-4-1 
No. 1 Vanderneck, NE NW oon 2- 1- 


McWhirter et al’s 
19w (O.W.D.D.) 
McWhirter Bros.’ No. 1 Kline, 


SE NW Sec. 5-6-l16w. 


Location. 


-.-T.D. 1,902 ft.; C.O. 
ft. 


1.22 8.D. 830 


Christian’s No. 1 Jones, NE SE Sec. 8-7-18w.........- <.-S.D. 1,610 ft. 
LOGAN COUNTY 


Eason Oil et al’s No. 1 Gun Club, NW NE Sec. 10-16-4w. 


-Abd. 6,504 ft 


NOBLE COUNTY 
Stanolind O. & G. Co. et al’s No. 1 Kalb, C NE NW, 


Sec. 33-20-2w 


Rollins et al’s No. 1 Frank, SE SW Sec. 6-20-2w 


rey 5,018 ft; flow 105 bbis 


OKLAHOMA couNTY 
Cohan Oil Co.’s No. 1 Sage Barber, NE cor. Sec. 21- 


1-3w 


ee Ree eee eee eee ee eee ee 


Peeece recess 8.D. 1,200 ft. 


L. C. Hivick’s No. 1 Sunset Addition, NW SW NW Sec. 


17-11-3w 


OPP eee eee ee eee eee ee 


eerie) re 8.D. 5.515 ft. 
COUNTY 


PAWNEE 
G. N. Mainess and Westfield Drig. Co.’s No. 1 Schild- 


berg, NW SW NW Sec. 27-22-6 
Deep Rock’s No. 1 Crow, NE SE Sec. 26- 


eecccce eseesDrig. 720 ft 


BB wicccess «eDrig. 1,700 ft. 
Rookstool’s No. 1 Wylie, NW NE SW Sec. 6-20-5 ....... 8. 


D. 1,960 ft. 


PITTSBURG COUNTY 


Moffett & Hall's 


No. 1 Jones, NW - Sec. 14-8-14 .. 
NTOTOC couNTY 


-8.D. 1,675 ft. 


Choctaw O. & G. Ca's Na 3 Shame aw he ew 


1-1-7 


Delaney’s No. 1 Harden, NE SW Sec. 30-2-7 


14-4-6 


sescoerss.ée S.D. 875 ft. 
=. Oll & Gas Co.’s No. 1 Abbott, NW SW NE 


Drig. 1,542 ft. 


seeeteeeses 8.D. 1,545 ft. 


Edna Marie’s No. 1 Mc Whirt, NE 8B Bec. re on ELEN. 8.D. 570 ft. 
POTTAWATOMIE COUNTY 


Payne Drig. Co.'s No. 1 Lovelace, NW SW NW 


SEMINOLE COUNTY 


8.D. 3,420 ft. 


Carter Oil Co.’s No. 1 Keokuk, C N half NW NE Sec. 


2-10-6 


Sand 1,396-1,406 ft.; water, fish- 
ing 1,640 ft. 


WASHITA COUNTY 
a ay Co.*s No. 1 Montgomery, SW NW SE NW 


23-9-17w 


eee eee eee eee ee 


Miley Pet. Co.'s No. 1 Wolfe, NE SW Sec. 23-9-17w 
Cooper & Terhune’s No. 1 Blocker, NW cor. Sec. 


low 


seerertasees 8.D. 1,475 ft. 


wee bSEREC SEUSS CONS be Shade cd eeUbhcdcceddvscccececs Show oil 2, ~erpaae 3 767 ft. 
Burns & Prince’s No. 1 Deck, SW cor. Sec. 21-8-18 ... 60 woe 


-&%.D. 2,160 


ATOKA COUNTY 


L. EB. Stewart et al’s No. 1 Stewart, SE SE Sec. 2-48-10. 
Rowland, NW NE SE Sec. 


Brookshire’s No. 1 R. W. 
18-38-10 


-Drig. 1,107 ft. 


EFFERSON COUNTY 
G@. W. Haines’ No. 1 Woolsey, SE 7 NE Sec. 4-3s-¢w 


RO SRRAD v0 «90 cxnias ae « «10.9 kv tsbaneiin« tee 


eressevcese c.O. 2, 


261 ft. 


J. D. Wakefield et al’s No. 1 Kelly, man SE Sec. 1-5s8-8w..Spudded and 8.D. 
ARSHALL COUNTY 


Lee Cross’ No. 1 Hamlin, 8: 
Thomas’ No i Sette SW SE SE SW 


McCURTA COUNT 
Stampfs’ No. 1 Robert Harris, SW NW SW Sec. 14-9s-25..8.D. 2,778 ft 
NTY 


BSW SW Ben 30-08-5 
SW Sec. 


Drig. 832 ft. 
Tina 942 ft. 


PUSHMATAHA COU 


beh ge et al’s 


Pee ee eee ee eee ee ee 2 


Calif. Prod. & Oper. Co.'s No. 1 Suton, NE SE SW Sec. 


12-3s-tw 
Gillette Bros." No. 1 Cooley, NW SE NW 
George's No. 1 Ryan, NW 


Emenheser et al’s 


No. 1 Messer, SE SW SW 


Sec. 36- 


ae oom Sijecdb. 8.D. 2,096 ft. 
Bridwell Oil Co. et al’s No. 1 Weldon, NE SW SW NE 
Sec. 12-3s-8 


Spudding. 
2,000,000 ft. gas $25 ft; corp. 


Spuddin 

Sec. 17-2s-8w. —- “bite ft. 

SW NB Sec. 31-38-16 8.D. @ ft. 
TILLM 


AN 
No. 1 Pace, C SW Sec. 3-48-17w 
Gypsy Oil Co.’s No. 1 Pitcher, NW Sec. 26-4s-15w 


Spudding. 









> An- 
Cam. 


Ouisi- 
vil at 


10Wn 
tone 
p re 
reak 
ding 


ish- 


} tt. 





Wildcat Operations in Kansas 
(Continued from Page 38) 


RENO COUNTY 

skelly Oil Co.'s No. 1 Cole, C SE NW Sec. 4-26-8w ..... Drig. 3,267 ft. 

tL Johnson’s No. 1 Crotts, NE NW NE Sec. 27-26-10w.Drig. 120 ft. 

7 RICE COUNTY 

on et al’s No. 1 Wells, NE SE Sec. 4-20-9w....... Rig 

j. Liggett et al’s No. 1 Thodel, C NW NW Sec. 11-21-7w..S. D. 50 ft. 
SALINE COUNTY 

Frank Dieter’s No. 1 Fulton, SW NW Sec. 14-16-2w..... Rig. 

SEDGWICK COUNTY 
Cameron-Great a a = Co.'s No. 1 Landon, C SE 





NW Sec. 13-28-2 bo oS eeowe Ope EEeTr eee eCoedneeees Top Sil. 3,303 ft.; S.D. 3,531 ft. 
STEVENS COUNTY 
argus Prod.’s No, 2 Christopher, C bay Sec. 10-33-39w....S.D. 5,621 ft. 
TAFFORD COUNTY 
Atlantic ag Prod. Co.’s No. 1 ‘eeaee NW SE Sec. 27- 
SAS nome sPharavess ods cepecese + ocevcévsvebstes ties Location. 
Stringer a al’s No. 1 Swindle, SW NE Sec. 2-25-liw...... Spudded; 8.D. 
SUMNER COUNT 
Deal Oil & Gas Co.’s No. 1 Thompkins, SW cor. Sec. +f 
nd cecumen OO enaecerebe te baseine Cte Wn'é meer sere seen s'ee Machine. 
WOODSON COUNTY 
Spencer et al’s No. 1 Weidel, NW cor. Sec, 6-24-15 ...... S.D. 1,568 ft 
Gulf Coast Fields and Wildcats 
(Continued from Page 43) 
Mills Bennett Prod. Co.’s No. 1-C Gulf fee, Wm. Blood- eles: 

good Sur., 150 ft. N of Gulf’s No. 1 Fisher fee .Set 37% ft. of 5-in. screen 4,797 
ft; comp. rated potential 2,000 
bbl. daily; %-in. choke; pinched 
in; 635 lbs. pressure. 

Mills Bennett Prod. Co.’s No. 2-C Gulf fee, Wm. Blood- 

good Sur., 175 ft. N of No. 1 ......-eseeeeeeeeeenes Rigging. 

D. B. McDaniels’ No. 6 Wilburn, Henry Griffith er. : 

940 ft. W of No. © 2... ccc. cers ccvccccccccece: Set 67% ft. of 5 3/16-in. screen 4,- 
328 ft; est. 1,200 bbls.; %-in. 
and %-in. chokes; pinched in; 
295 lbs. pressure. 


Sinclair Prairie Oil Co.’s No. 2 Smith (W.O.), W. D. 
Smith Sur., 39 ft. from N line, 50 ft. from E line c 
Of 30-ac. tFACE 2... cccccccerccccce-scece Sandy shale S8.O. 6,515-66 ft; set- 


ting csg. 6,515 ft. 


Sinclair Prairie Oil Co.’s No. 14 Wilburn, my Grif- 


fith League, 150 ft. W of No. 12 ........2+--eeee- Gumbo 32 ft; cmtd. 20-in. in con- 
ductor pipe. 
gun Ofl Co.’s No. 15 J. Wilburn, Wm. Hodges Sur., 343 
ft. from N line, 420 ft. from W line of lease ...... Sand S.O. 4,476-94 ft; cmtd. 6%- 
in. csg. 4,460 ft. 
The Texas Co.’s No. 3 Lawrence fee, Henry Griffith : 
League, 740 ft. W of E line in center of tract.... Drig. shale and lime 4,146 ft. 


The Texas Co.'s No. 9 Wilburn, Henry Griffith League, 
580 ft. B of NW cor. and 50 ft. S of N line ....... Drig. salt 

Texas Gulf Prod. Co.’s No. 11-A Kirby, Henry Griffith 
League, 1,090 ft. from W line and 225 ft. from S 
ie GE Se MEE bic sods > cccdecscpecenercececeonees 


2,005 ft. 


T.D. 6,180 ft; milled out 5,381 ft; 
drig. sidetracked hole in shale 
5,567 ft. 


Texas Gulf Prod. Co.’s No. 12-H Kirby, Henry Griffith 
League, 429 ft. W of No. 8-H and 65 ft. N of S line. 
Texas Gulf Prod. Co.’s No. 2 O. K. Winfrey, W. 
Smith Sur., 295 ft. N of SW cor. of A. E. Barber 
lease, 100 ft. W of E line of Winfrey lease ........ Drig. salt 4,359 ft; 
362 ft. 


- Drig. shale 3,041 ft. 


J ' 
top of salt 4,- 


Yount Lee Oil Co.’s No. 20 Chambers County, Wm. 


Bloodgood Sur., 150 ft. N of No. 2 and 50 ft. E 

of W line TL athe Seas ¢ xg SR RAG a balks ea heae te? Rigging. 
Yount Lee Oil Co.’s No. 21 Chez umbers ‘eC ounty, wm. 

Bloodgood Sur., 175 ft. N of No. 20 and 50 ft. E 

i er ee  Sce ons hee wie cee wed ee eh eos cere wee Derrick. 


Yount Lee Oil Co.’s No. 4-A Zadie Fisher, Wm. Blood- 


good Sur., 301 ft. from W line, 96 ft. from S line 
Sr i (cic e w he cree sive e's «0 dake eWe.ebla + 6 60.2 Ce <0 Hard sand 6,508 ft; emtd. 5 9/16- 
in. esg. 6,488 ft. 
Yount Lee Oil Co.’s No. 1 John Schilling, Wm. Blood- 
good Sur., 50 ft. W of E line, 139.2 ft. S of N 
a 2 eer ar rete ee eee Derrick. 
RABBS RIDGE—FORT BEND COUNTY 
Guif Prod. Co.’s No. 1-A Gubbels, Samuel Kennedy Sur., 
506 ft. N, 426 ft. E of SW cor. of 208-ac. tract...... Drig. shale 4,152 ft. 
Guif Prod. Co.’s No. 1 Hammerstrom, Samuel Kennedy 
Sur., 467 ft. N of S line and 466 ft. E of W line 
SOLS . obs 6 wlittegeeeenseeededssbeste onknwe Drig. sand and boulders 1,405 ft. 
Humble O. & R. Co. and Gulf Prod. Co.’s No. 11-A 
F. I. Booth, Samucl Kennedy Sur., 6,108 ft. E along 
N line of J. Rabb Sur., from NW cor. of E% of 
survey and 467 ft. N at right angles ............. Location. 
Humble O. & R. Co. and Gulf Prod. Co.’s No. 12-A F. 
I. Booth, Samnel Kennedy, Sur., 898 ft. E of No. 10..Drig. sand 1,264 ft. 
Humble O. & R. Co. and Gulf Prod. Co.’s No. 6 George. 
J. Rabb Sur. ........ B66666000 60 cbs srceeqesecsesess Comp. 24 bis. hrly.; %-in. choke; 
5,408 ft. 
Humble O. & R. Co. and Gulf Prod. Co.’s No. 4-A 
George, J. Rabb Sur. ......ccee ser -cerseveseccess Derrick. 
Humble O. & R. Co, and Gulf Prod, Co.’s No. 11-A Lock- 
wood & Sharp, J. Rabb Sur. .......-se+-ereeeervese: Location. 
Humble O. & R. Co. and Gulf Prod. Co.’s No. 13-A 
Lockwood & Sharp, J. Rabb Sur., 4,174 ft. E, 522 
ft. S of NW cor. of lease ...-..--ceeeescercsececs: Rig. 
Humble O. & R,. Co. and Gulf Prod. Co.’s No. 14-A 
Lockwood & Sharp, J. Rabb Sur., 4,173 ft. from W 
line, 526 ft. from S line of lease ........-.+++eee0-- Rigging. 
Humble O. & R. Co. and Gulf Prod. Co.’s No. 11-B 
Lockwood & Sharp, J. Rabb Sur., 4,554 ft. from 
W line, 526 ft. from S line of “B’ lease No, 3 ..... Drig. lime and shale 4,007 ft. 
Humble O. & R. Co. and Gulf Prod. Co.’s No. 12-B 
Lockwood & Sharp, J. Rabb Sur., 1,729 ft. from E 
line, 1,129 ft. from S line of “B” lease ..........-- Derrick. 


Humble O. & R. Co, and Gulf Prod. Co.’s No. 
Lockwood & Sharp, J. Rabb Sur., 5,382 ft. from W 
line, 526 ft. from S line of “‘B” lease ........+.++++- Derrick. 
Humble O. & R. Co. a” d Gulf Prod. Co.’s No. 7 Lock- 
wood, J. Rabb Su:., 4,889 ft. from W line, 311 ft. 
from 8S line of 383-ac. tract .......... 
Humble 0, & R. Co. and Gulf Prod. Co.'s No. 6 Meyers, 
Samuel Kennedy Sur., 6,596 ft. E and 439 ft. N 
of SW cor. of 275-ac. tract 
Humble O. & R. Co. and Gulf Prod. Co.’s No. 1 R. A. 
and O. H. Wolters, Robt. Peebles Sur., 325 ft. S and 
500 ft. W of NE cor. of 1,000-ac. tract ceedecese ° 
Humble O. & R. Co.’s No. 4 Gubbels, ‘Samuel Kennedy 
ree 1,400 ft. N, 2,460 ft. W of SE cor. of 100-ac. 
DOME. ces cabdedbs cue < 6o.gnegenesccessae.s 
Humble O. & R. Co.’s No. 5 Gubbels, Samuel Kennedy 
Sur., 1,460 ft. N, 1,476 ft. W veal SE cor. of 100-ac. 


Drig. sand and boulders 1,097 ft. 


. Shale and lime 3,430 ft. 


- - Derrick. 
sticky shale 


2,011 ft. 


SUGARLAND—FORT BEND COUNTY 
Koimm Prod. Co.’s No. 1 Peterson, Wm. Littel Sur., 
100 ft. SH, 100 ft. SW of NE cor. of tract ........ 


Sand and shale 3,756 ft; 
csg. 


to set 
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HIGH ISLAND—GALVESTON COUNTY 
Yount Lee Oil Co.’s No. 3 Broussard, M. Dunman Sur., 

150 ft. EB of center of W line of tract ..............Drig. shale and lime 4,625 ft. 
Yount Lee Oil Co.’s No. 33 Cade, N. Fitzsimmons Sur., 

3,505 ft. from N line, 1,615 ft. from E line .........Drig. sand and lime 4,142 ft. 
Yount Lee Ol] Co.’s No. 34 Cade, N, Fitzsimmons Sur., 
856 ft. S of No. 83 .... Ge 
Yount Lee Oll Co.’s No. 1 Mathais fee, 150 tt. from s 

line, 192 ft. from B line of 23.44-ac. tract in Sarah 


.-Drig. gumbo 800 ft. 


Reeves Subd., Martin Dunman Sur. ............+-++ T.D. 4,588 ft; P.B. and milled out 
4,506 ft.; drig. sidetracked hole 
4,585 ft. 
Yount Lee Oil Co.’s No. 14 Smith, Martin Duman Sur., 
O00 £0. W of Ne. 18 cccccsccccrccessccesccccccoscs: Drig. sand and shale 3,410 ft. 


ARATOGA—HARDIN COUNTY 
Rio Bravo Ol! Co.’s No. 92 Jeane c. F. Jorditt Sur., 


200 ft. S of No. 90 .... .Rock 1,661 ft; set whipstock 1,- 


eee eee Pee eee eee eee 


225 ft; milled out. 
Seven Wells Oil Corp.’s No. 1 Teel, 400 ft. EB of W 
line of Thomas Gates Sur., 1,250 ft. S of Magnolia 
Pet. Co.’s (Vacuum’s) No. 3 Teel ........++00+-- . Derrick. 


SOUR LAKE—HARDIN COUNTY 
M. M. Miller’s No. 1 Libbie Oil Co., Stephen Jackson 
Sur., 1,380 ft. NW of Houston Prod. Co.’s No, 1 
WEOPOMARE occ cccccscccescccec see esess seerdecce ..+- Derrick. 
ARIOLA—HARDIN COUNTY 
Houston Oil Co.’s No. 1-Y Ariola fee, 5,610 ft. from W 


line, 5,610 ft. from N line of Ariola Sur. ........... T.D. 5,208 ft; sidetracked 1,282 ft: 
and drilled to 5,120 ft; emtd. 
8%-in. csg. 5,056 ft. 
Houston Oil Co.’s No. 1-Z Ariola fee, 3,000 ft. from W 
line, 6,610 ft. from N line of Ariola Sur. ........... Shale 6,400 ft; T.A. 
Republic Prod. Co.’s No. 3 Ariola fee, Ariola Sur., 660 
ft. due 8 of Gulf’s No. 1-A Kirby ............+.++- Location. 


HUMBLE—HARRIS COUNTY 
Sun Oil Co.’s No. 66 River, Robert Dunman Sur., 1,722 
ft. from 8S line, 284 ft. from E line of lease ....... Derrick. 
Sun Oil Co.'s No. 70 River, Robert Dunman Sur., 1,222 
ft. from 8S line and 284 ft. from W line of lease....Drig. gumbo 910 ft. 
MYKAWA—HARRIS COUNTY 
Crown-Framer Oil Co.’s No, 4 Minntex, 165 ft. S, 120 


ft. W of NE cor. of Blk. 193, Wm. Lovett Sur. ..... Drig. gumbo and lime 2,822 ft. 
Crown-Framer Oil Co.’s No. 2-A Siadons, Wm. Lovett 

Sur., 500 ft. BE, 100 ft. N of SW cor. of lease ....... Rig. 
Leon Wilkerson’s No. 1 Irwin, Wm. Lovett Sur., 300 ft. 

N of Humble’s No. 1 Irwin ........seeeees sees ceees Derrick. 


PIERCE JUNCTION—HARRIS COUNTY 
Gulf Prod. Co.’s No. 86 Taylor, James Hamilton Sur. 
No. 62, 650 ft. N of S line of survey, 100 ft. W of 


Seeman ee: GS BIG De TD os hn ser cde cidsaciaavnee Tested S.W. 3,844 ft; drig. shale 
4,095 ft. 
Rio Bravo Oil Co.’s No. 14-A Settegast (W.O.), J. 
PO ee an Pe he te | ee ere ae T.D. 5,379 ft; pulling screen to 
oO. 
Rio Bravo Oil Co.'s No. 26-A Settegast, J. Kopman Sur., 
1,210 ft. from N line, 750 ft, from E line of “A” 
VORBD cccccccccssccccccccscccesccceseccccesesseececees ae. hard sand 5,721 ft. 
FANNETT—JEFFERSON COUNT 
Lowrie & Young’s No. 1 Junker, Wm. Smith Sur., 125 
ft. N, 100 ft. E of Gulf Prod. Co.’s No. 1 Junker in 
SOGGG,. CGD oan s vcevsccepngesdssben+ totes vecsentecel No poet. 
"ESPERSON—LIBERTY COUNT 
Cranfill-Reynolds Co.’s No, 2 Moores Bluff reteeeey M. 
I TG. ib os oe 60 006060bshebeoSab <> sdbsctneceess No report. 
Cranfill-Reynolds Co." 5 No. 10 Moore's Bluff, M. *Dun- 
can Sur., 1,500 ft. from E = 2,100 ft. from N line 
of 632-ac. tract ......... pat ee eee Cmtd. 9%-in. csg. 6,164 ft 
HULL—LIBERTY COUNTY 
Carpenter & Parr’s No. 2 Antilley, Jesse Devore Sur., 
821 ft. W, 250 ft. S of NB cor. of 20-ac. lease ...... Derrick. 
Eclipse Oil Co.’s No. 1 Gordon, Jesse Devore Sur., 50 
ft. out of NE cor. of Empire 13-ac. lease .......... Rigging. 
Empire G. & F. Co.’s No. 84 Barngrover, Jesse Devore 
Sur., 75 ft. out of SW cor. of lease ..........s+00.:-- T.D. 5,219 ft; plugged to 4.761 ft 
Hannah Oil Co.’s No. 1 Hannah, Jesse Devore Sur., 100 
ft. W of The Texas Co.’s No. 1 Hannah.......... .. Standing 3,665 ft. 
Lynd & Rowe’s No. 1 Noble & Lynd, Jesse Devere Sur., 
187 ft. out of SE cor. of G-ac. tract .........00000+: Standing 3,564 ft. 
Porter & Baggett’s No. 1 Baggett, Jesse Devore Sur., 
80 ft. _— W iine, 7 ft. from S line of 171-ac. 
tract ..... eececee eocccsseccecseccecees++ 9D, 2,071 ft. 
Republic Prod. Co.’ * No. ‘148° Dolbear, Jesse Devore 
Sur., 360 ft. W of NO. 189 ..nccccccccccccecsccccces: Salt 2,749 ft; plugging back 
Republic Prod. Co.’s No, 149° Dolbear, Jesse Devore 
we  - S fF ££. Se Pee ra eee Drig. 320 ft. 
D. L. Thibodeaux’ No, 2 Taylor, Jesse Devore Sur., 
BD Gh. TE GE BO & coc cccccepectscede ccsccnveecedes Derrick. 
Unique Oil Co.’s No. 1 Knox- Nelson- Layton, Jesse De- 
vore Sur., 30 ft. from N line and midway E and 
W of % -ac, TGR pcceneceaneceaesubbeub access .. Drilling. 
Wilson Oil Co.’s (Aberoll Ou Co.) No. 1 Barrow, Jesse 
Devore Sur., 64 ft. from N line, 700 ft. from E 
line of 10-ac. CS nccete sodas ctababedobasececssces Sand showing oil 5,842 ft: set 
ting csg. 
LIBERTY—LIBERTY COUNTY 
J. E. Teddlie’s No. 1 Baldwin, Wm. White Sur., 100 ft. 
W of Mawaerte OM Cae BO 6 ccccscssccsscccccece Derrick 
CONROE—MONTGOMERY COUNTY 
Alpha Oil Co.’s No. 2 Keystone Mills, Lemuel Smith 
Sur., 456 ft. from S and E lines of 200-ac. tract....Spudded. 
Alpha Oil Co.’s No. 1-A Krohn, 8S. H. Bryan Sur., 466 ft. 
from S line in center E and W of 100-ac. tract ....T.D. 5,095 ft; emtd. esg 
Alpha Oil Co.’s No. 1-C South Tex. Dev. Co., T.&N.O. 
Sur. No. 18, 450 ft. from N line, 350 ft. from W 
line of 60 acrem® ......ccceceeessees eccssecceces.Drig. shale 3,612 ft. 
Amerada Pet. Corp.’s No. 2 South Tex. Dev. Co., 466 
ft. from S line, 410 sl from W line of C. A. West 
t,.. ctnnne-ncphins babe Chains Jhae MUNG at oat Bein on gees* Drig. shale 4,499 ft. 
Amerada Pet. Corp.’ 's "No. 3 ‘South Tex. Dev. Co., 909 
ft. from W 7 1,005 ft. from S line of C. A. West 
Mh... pane tote eeeabobinentcr arated i seetsietkees be0% Spudded. 
— ‘oll Corp.’ ‘s "No. 1 Rhoden, 466 ft. from B line 
in center N and 8 of 25.8-ac. tract ............00-- Derrick. 
Bishop Oil Corp.’s No. 1 Rhoden, 466 ft. from W line 
in center N and 8S of 26.8-ac. tract ...............- Location. 
Bishop Oil Co.’s No. 1 Smith & Ratcliff, W. F. Rhodes 
Sur., 466 ft. out of SH cor. of lease ................ Drig. shale 975 ft 
H. M. Crighton’s No. 1-A South Tex. Dev. Co., center 
of 16-ac. lease in T.&N.O. Sur. No, 5 .............. Location. 
Faryin Oil Co.’s No. 1 R. Thompson, center of 10-ac. 
lease (Lots 55 and 68), C. A. West Sur. ............ Location. 
Feltex Oil Co.’s No. 1 Keystone Mills, Lemuel Smith | , 
re * ft. from E line of 60-ac. lease in center ' ; . 
ef Perey ee ee eee T.D. 5,047 ft; cmtd. csg. 
Feltex ‘On Se. 's "No. 1 Kirby “Bertrand, 466 ft. from N 
line of G. W. oer Sur. in center of lease east 
OU TE ib 0 6 6: b0d gic 6 hed es sn0needs edn hike viaseaesbays Drig. shale 3,872 ft. 
Gem Oil Co.’s No. 7 ‘Ezra ‘Moorehead, John McHorse 
a, GEN GE DM, TIED dadiac cccccccvesecstssyec: Drig. hard shale 4,025 ft. 
Gulf Coast Drig. & Prod. Co.’s No. 3 Keystone Mills, 
A. 8S. James Sur., 2,333 ft. from E line, 466 ft. 
Spam TE BG abs av as ccccdiseccessscee ponerse Comp. 100 bbls. per hr. %-in. 
choke; 5,046 ft. 


Gulf Coast Drig. & Prod. Co.’s No. 4 Keystone Mills, 

489.3 ft. along N line of Ashby James Sur. from 

NW cor. and 466.6 ft. S at right angles ............ Drig. shale 3,067 ft. 
Gulf Coast Drig. & Prod. Co.’s No. 56 Keystone Mills, 

934 ft. E of No. 3 and 467 ft. S of N line of Ash- 

ir STN fo ccnhaetnn cube + Wade i090 8% 66> ped'nees Spudded. 
Hamill & Smith’s No. i “South Tex. Dev. Co., center of 

S-ac, tract in T.€N.O. Sur. No. & ........-.ec0000> Spudded, 
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Gulf Coast Drig., & Prod. Co.'s No. 1-A Keystone Mills, 
Steele GSur., 1,368 ft. from W line of lease and 382 
€t. Grom MO me OC GUPVOF 2... ccccce sce ccscccepers ss Derrick. 

Harrison & Abercrombie’s No, 4 Alexander, John Mc- 
Horse Sur., 356 ft. from BH line, 425 ft. from 8 
line of lease ......+++ o6ecee 3 

Harrison & Abercrombie’s No. 5 Alexander, John Me- 
Horse Sur., 466 ft. EB of B line of Ransom House 
Sur., and 425 ft. from 8 line of lease ........66+++- 


. .Lecation, 


Comp. 95 bbls. per hr.; 
choke; 6,054 ft. 
Harrison & Abercrombie’s No. 6 Alexander, John Mc- 
Horse Sur., 466 ft. from W line, 300 ft. from 8 


Hime OF TORBO ccccccccccscccssccsctecceeetescceussese Location. 
Harrison & Abercrombie’s No. 1 Ww. 8. ” Massey, 466 ft. 

from 8 and W lines of John Massey Sur. .......... Derrick 
Harrison & Abercrombie’s No. 1 Mra. Lola McShan, T. 

M. Wissine Sur., 466 ft. from N line in center E 

SE, Be OUD oo ccd en cbvecececccwapetecestaacanaé Cored sand 56,138 ft. 
Harrison & Abercrombie’s No. 1 Ben Wiggins, x. T. 

Wiggins Sur., 403 ft. from E line and 207 ft. from 

8 line of 29-ac. CROSS. civ cccdavencesnceecadéers . Derrick. 
Harrison & Abercrombie’s No. 1 Arthur Wiggins, 403 

ft. W of E line and 207 ft. N of S line of T. M. 

Wigmins BaF. cccccccccccecccsscccsscessecsseverovess Drig. shale 1,510 ft 
Hooper-Rutherford Oil Co.’s No. 5 Hooper, L aan. Sur.. 

Abst. 649, 415 ft. from 8 — 570 ft. from W line 

Ge ERED 2 040006060606 66600 Cb Oe SOC Es EC OSes te UNEes > Derrick. 
Hooper-Rutherford Ol! Co.’ . No. 4 Hooper, L&G.N. Sur. 

No. 649, center of tract EB and W and due EB off- 

set Houston-Tidal’s No. 1 Hooper ......-+.++. - Derrick. 


ooper 

Houston Oil Co.-Tide Water Oil Co.'s No. 4 Cartwright, 
John Davis Sur., 332 ft. from EB line, 799 ft. from 
Te TRO GF BROED ccccccesccoccesccescctenseccsdcoesede Location. 

Houston Oil Co.-Tide Water Oil Co.’s No. 5 Cartwright, 

John Davis Sur., 933 ft. EB of No. 1 and 466 ft. 
Geemm © See of SONGS. on cc.c0eecscdecesoccssceatccesece Drig. sand 3,382 ft. 

Houston Oil Co..Tide Water Ol! Co.'s No. 6 Cartwright, 

John Davis Sur., 932 ft. B of No. 6 and 466 ft. 
Gram B TO GE TURES coc c en baddcsecccdcccceccopeecs Location, 

Houston Oil Co.-Tide Water on Co.’ s No. 3 Joe Ham- 
man, C. B, Stewart Sur., 467 ft. from BE line, 1,511 
ft. from 8S line of lease .. 1... 66 cee nennee 

Houston Of! Co.-Tide Water Oll Co.'s No. 4 Hamman. 
Cc. B. Stewart Sur., 467 ft. from E line and 1,076 


...Coring shale 4,985 ft. 


ee Ot Mo nnnbnep00ne600ess booseccorsseecee Drig. shale 4,813 ft. 
Houston Ol Co.-Tide Water Oil Co.'s No. 5 Hamman, 
Cc. B. Stewart Sur., 466 ft. from 8 and E line of Detrich 
e cK. 


lease 
Houston ou “Co. -Tide Water Oil Co.'s No. 2 w. N. 
Hooper, Jr., L&G.N. Sur, No. 11, 400 ft. from S line 
of lease in center of tract EB and W .........++++--: Coring sand and shale 5,088 ft. 


Houston Oli Co.-Tide Water Oll Co.'s No. 3 W. N. 
Hooper, Jr., L&G.N. Sur. No. 11, 667 ft. S of No. 
1 im center of tract B and W ...... cc cccceececnee: Derrick 
Humble O. & R. Co.'s No. 8-A Cartwright, J. Davis 
ae BOS Ge BUM OF Te, 6 vccccoccevesecvesccescesess Location 
Humble O. & Co.'s No. 9-A Cartwright, J. ‘Davis 
Sur., 1,485 ft. from BE line, 466 ft. from 8S line of 
lease ...... Neuse eneddes 1 cheledeud Cds bbe segntens 6 Comp. %0 bbls. per hr.; %-in. 
choke; 5,170 ft. 
Humble O. & R. Co.’s No. 1-C Cartwright, John Davis 
Sur., 660 ft. from 8 nae, 360 ft. from W line of 
Dt ilebnciregnds adibey shits c6on0pe ved ...-,5and and shale 5,145 ft. 
Humble O. a 2 Co.’ . No. tc “Cartwright, John Davis 
Sur., 66¢ ft. from 8S line, 300 ft. from E line of “C” 
ht Chis ned sine aiinatiss chetiees bs inhaen snes « Location. 
Humble O. & rR “Co.'s No. 3-C Cartwright, J. Davis 
Sur., 1,876 ft. from BH line, 466 ft. from 8& line of 
Sd idbsddnaticeds Paani cbal keds pesbacnecenssteen- Location. 
Humble 0. & R. ‘Co’s No. 1- D Cartwright, John Davis 
Sur., center of 20-ac. “D” lease .......... «+ee+-Cored sand and shale 5,055 ft. 
Humble 0. & R. Co.'s No. 1 Pp ‘Collins, 466 tt. "out of 
NE cor. of 75-ac. tract, Lemuel Smith Sur. ...... Location. 
Humble O. & R. Co.'s No. 6 Dobbins, Ransom House 
Sur., 46¢ ft. from BH and S&S lines of lease ..........-- Comp. 53 bbls. per hr.; %-in. 
choke; 5,137 ft. 
Humble O. & R. Co.’s No. 2 Emory, W.C.R.R. Sur., 2,- 
100 ft. from 8S line, 350 ft. from E line .......... Rig. 
Humbie O. & R. Co.’s No. 1-B Hirsch, D. McIntyre 
Sur., 350 ft. from 8S line, 450 ft. from W line of 
PHF WBE ccccccecccccsesscvccesecveneccecestceccce: Drig. sand rock 620 ft. 
Humble O. & . 3 “Co.'s “No. 2-B Hirsch, D. * McIntyre 
Sur., 450 ft. out of NW cor. “B” leawe ......+.+-+. Cored sand and shale 5,077 ft. 
Humble O. & R. Co.’s No. 3-B Hirsch, 211 ft. from 
W line and 547 ft. from WN line of D. McIntyre Sur... Derrick. 
Humble 0. & R. Co.’s No. 4-B Hirsch, D. McIntyre Sur., 
rn Oe Oe Ge, © bcc noes sdncchovsanenede caseteckaens Location 
Humble O. & R. Co.'s No. 2 B. EB. Jones (91 acres), 
466 ft. from N line and 2,206 ft. from F line of 
en es PPPPTETTreT Trier Tet ee Location 
Humble O. & R. Co.'s ‘No. 7 Madeley, Ransom House 
Sur., 310 ft. S of N line of survey and direct 8 off- 
get Violet & Griffith's No. 7 Madeley ............-- Comp. 125 bbls. per hr.; %-in. 
choke; 5,137 ft. 
Humble O. & R. Co.'s No. 9 Madeley, 171 ft. from N 
line and 661 ft. from W line of Ransom House Sur.. Location. 
Humble O. & R. Co.'s No. 10 Madeley, Ransom House 
Sur., 1,718 ft. BE of No. 6 2.1.66 cee ccenevnee . Drig. sticky shale 2,755 ft. 
Humble O. & R. Co.’s No. 11 Madeley, Ransom House 
Sur., 1,398 ft. 8 of N line and 466 ft. W of E line....T.D. 258 ft; moved rig off: hole 
cratered. 
Humble O. & R. Co.'s No. 12 Madeley, Ransom House 
Sur., 800 ft. from N line and 1,310 ft. from W line 
GE WIRES. occc cd ccc cceccccedecccccscccccccesccccecers Location 
Humble O & R ‘Co's No. ‘1s “Madeley, Ransom House 
Gar. 1,360. 9. GE of Ma 6 cocscccercccscces. +++» Location 
Humble O. & RB. Co.'s No. 14 Madeley, Ransom House 
Sur., 400 ft. 8 of N line, south offset Houston-Tide 
Water No. 2 Hooper COGN bn 0 > 6 cbeieec eee cee dae ties ok Drig. shale 4,045 ft 
Humble O. & R. Co.'s No. 15 Madeley, Ransom House 
a er Or Sr ee Me 8 to sbGcevecsddee cess Hue Location 
Humble O. & R. Co.’s No. 28 “Madeley, Ransom House 
Sur., 466 ft. 8 of N line, west offset Standard No. 
DEE 60.0c cdccne dbus s ebereccccciccccecssesetens T.D. 490 ft; hole cratered; moved 
rig off. 
Humble O. & R. Co.’s No. 1 L. B. McComb, L. Smith 
Sur., 600 ft. from W line, 253 ft. from N line of 
Pe Mn 2h ose cedvbeas beeanted> bexe .....Drig. sand and shale 4,844 ft. 
Humble O. & R. Co.’s No. 2 McComb, Lemuel Smith 
Sur., 600 ft. from W line and 255 ft. from N line 
iP oidihhs a00he vee che cans shies <i eetwbbaks dees Drig. shale 1,310 ft. 
Humble O. & R. Co.’ s No. 3 McDonald, John Davis 
Sur., 466 ft. NW of S line of lease and direct N off- 
set Hamilton et al’s No. 2 Moorehead .............. Comp. 80 bbis. per hr.; %-in. 
choke 6,155 ft. 
Humble O. & R. Co.’s No. 3 H. N. Moore, Lemuel Smith 
Sur., 466 ft. from EB line, 1,065 ft. from 8 line of 
GEBVOT  ccccccecctccessteccccocs Coeccccese Coccsoccece -Comp. 67 bbls. per hr.; %-in. 
choke 56,134 ft. 
Humble O. & R. *s No. 4 Moore, Lemuel Smith Sur., 
O00 TE. WW Of WO. 8 nncccccccscecscrecccvccccerseevess Cored sand 8.0. 5,065 ft. 
Humble O. & R. Co.’s No. & Moore, Lemuel Smith Sur.. 
i ee nnn dinscsnsbantons ss sux chdibe donk’ Drig. shale 4,412 ft. 
Humble O. & R. Co.'s No. 6 Moore, Lemuel Smith Sur., 
5,900 ft. from W line, 466 ft. from 8S line of lease Comp. 90 bbis. per hr.; %-in. 
choke 56,137 ft. 
Humble O. & R. Co.’s No. 7 Moore, Lemuel Smith Sur., 
LEE BE Ue BE © cccdsbocdveccoshscssocetnescss --Drig. gumbo 3,810 ft. 
Humble O. & R. Co.'s No. x Moore, 1 Lemuel Smith Sur... 
POO GW GB TA BD ccdccdrccccccaccescocess ae wnwipale Sand 8.0. 5,036 ft; emtd. csg. 


¥%-in. 





Humble O. & R. Co.’s No. 9 Moore, Lemuel Smith Sur., 


a 1 a er nn a ota db. kd be habeahe ss «446 helen os © Location 
Humble O. & R. Co.’s No. 10 Moore, Lemuel Smith Sur., 

OE OS SS a a era Location 
Humble O. & R. Co.'s We. 11 Moore, Lemuel Smith Sur., 

Ce ie OF Oe UD faded s minds «pecs eden Gecectres seb Location 


Humble O. & R. Co.’s No. 12 Moore, Lemuel Smith Sur.. 

1,700 ft. from 8 line, 1,250 ft. from W line of lease..Drig. shale 4,725 ft. 
Humble O. & R. Co.’s No. 13 Moore, sans Smith Sur., 

ee Gh We GE Bs Ol dia csp ad oniedenaedé <iccdchoces's Location. 
Humble O. & R. Co.'s No. 14 Moore, Lemuel Smith Sur., 

466 ft. from W line, 330 ft. from 8S line of tract. 
Humble O. & R. Co.’s No. 2 Ezra Moorehead, 466 tt. 

E and 466 ft. S from most southerly NW cor. of 

TAPP OE Sieldbaceedsasshiebsatecccccseseos Cmtd. surface csg. 
Humble O. & R. Co.’ s "No. 1 L. B. Rooker (120 acres), 

J. M. Real Sur., 521 ft. from W line and 466 ft. 

. § £ R  epeer eS? Seog et erie Drig. 100 ft. 
Humble O. & R. Co.’s No. 28 South Tex. Dev. Co., 1,- 

450 ft. from 8 line, 900 ft. from W line of T. . 

Howell Sur. .....-ss++- +--+. Location. 
— O. & R. Co.’s No. 29 “South ‘Tex. “Dev. “Co., es - 

900 ft. from 8 line, pores ft. from B line of T. C. 

SE HEN onc oe datenwedearubinebesoccs sees 
Humble O. & R. Co.'s No. 32 “South Tex, Dev. Co., ax 

300 ft. from 8 line, 4,800 ft. from E line of Theo. 

Slade Sur. ......+++.+ Sere eens teers eees ++Location. 
Humble O. & R. Co.'s No. $3 ‘South ‘Tex. ‘Dev. Co., 1,- 

300 ft. from.S line, 4,000 ft. from E line of Theo. 

Co PP eee 
Humble O. & R. Co.'s No. 34 South Tex. Dev. Co., Theo. 

Slade Sur., 933 ft. NE of No. 33 .........ceeeeeeees: Location. 
Humble O. & R. Co.’s No, 35 South Tex. Dev. Co., Theo. 

Slade Sur., 1,095 ft. NE of No. 34 .......0ee0---eeee Location. 
Humble O. & R. Co.'s No. 36 South Tex. Dev. Co., Theo. 

Slade Sur., 1,010 ft. NB of No. 35 ..........++-0++ -+Location. 
Humble O. & R. Co.’s No. 87 South Tex. Dev. Co., Theo. 

Slade Sur., 933 ft. NE of No. 36 .........-00--eseeee Location. 
Humble O. & R, Co.’s No, 38 South Tex. Dev. Co., Theo. 

Slade Sur., 467 ft. N of S line of survey, north 

offset Houston-Tide Water No. 2 Hamman ......... Sand 8.O. 
Humble O. & R. Co.’s No. 39 South Tex. Dev. Co., Theo. 

Slade Sur., north offset No. 1 Sullivan State ........ Sand S.O. 5,110 ft; 
Humble O. & R. Co.’s No. 40 South Tex. Dev. Co., Theo. 

Slade Sur., 467 ft. N of S line, north offset Tide 

Seo a in Ce oe adeeb encese Drig. 
Humble O. & R. Co.’s No. 41 South "Tex. Dev. Co., Theo. 

Slade Sur., 933 ft. S of No. 24 
Humble O. & R. Co.’s No. 42 South Tex. Dev. Co. Theo. 

Slade Sur., 1,114 ft. NE of No. 43 .............. 
Humble O. & R. Co.’s No. 43 South Tex. Dev. Co., Theo. 

ee ea, Oe GR. DUN GE PUR TE cee cccccccsccccccces Location 
Humble O. & R. Co.’s No. 1-B South Tex. Dev. Co., C. 

T. Darby Sur., 450 ft. W of E line of survey, and 

350 ft. N of S line of D. McIntyre Sur. ............ Comp. 93 bbls. per hr.; tn 


choke 5,147 ft. 


.Drig. hard shale 4,601 ft. 


271 ft. 


. Location. 


6,108 ft; cmtd. sg 


emtd sg 


sandy shale 4,995 ft 


- Location. 


Humble O. & R. Co.’s No. 5-B South Tex. Dev. Co., 389 
ft. from E line and 466 ft. from S line of C. T. 
eG eer rere 

Humble O. & R. Co.’s No. 1 “Sullivan State Land, B. E. 
Franks Sur., 171 ft. from N line and 700 ft. from 
W line of 15-ac. Se O41 vecathiewtiaes « hiedbs vheue Comp. 90 bbls. per hr.; %-ir 


choke 5,134 ft. 
Humble O. & R, Co.’s No, 1 Mrs. L. Wiggins (23 acres), 
L. Smith Sur., 466 ft. from N and W lines of lease..Sand S.O. 
Humble O. & R. Co.’s No. 2 Mrs. L. Wiggins, Lemuel 
Smith Sur., 577 ft. from N line and 375 ft. from 
E line of tract 


sand and gravel 335 ft 


5,135 ft; emtd g 


Se CSS G C80 OHS 24 04S CHES 0 + + Sethe pie --- Location. 
Humble O. & R. Co.'s No. 1 Williams, Lemuel Smith 

Sur. comter of 46-Be, tract 2... ccs scccccccccccceses Comp. 100 bbls. per hr 

choke 5,143 ft. 

Humble O. & R. Co.’s No. 2 Williams, Lemuel Smith 

Sur., 253 ft. from N line and 600 ft. from W line 

er ee MON 6. cos 0 std eUNRES Chee sb EROesecncroec- -- Derrick. 
Humble O. & R. Co.’s No. 3 Williams, Lemuel Smith 

Sur., 466 ft. W of E line in center of 46-ac. tract 

eo BASE Sete S are > ae en Drig. shale 1,300 ft. 
J. R. Meeker’s No. 1 Fannie Hooper, J. W. Watson 

Sur., conter of 3O-me. tract ....ccccccccecsscccces Spudded. 
M. J, Munn’s No. 1 South Tex. Dev. Co., 150 ft. from 

E line, 140 ft. from S line of Lot 114, Clark Beach 

i Si nehee ob bs cue 4 clad oe wen ee sodedehs i ke6é.0'ee vit vc Drig. shale 2,978 ft. 
Navarro Oll Co.’ . ‘No. - "Perry heirs, c M. Wiggins 

Sur., 466 ft. from W line of lease in center N and S..Drig. shale 3,765 ft. 
Neuhaus & Horn’s No. 1 South Tex. Dev. Co., center 

of L. L. Horn 16.31-ac. tract in T.&N.O. Sur. No. 5 Derrick. 
Neversuch Oil Co.’s No. 2 South Tex. Dev. Co., T.&N.O. 

Sur. No. 5, 922 ft. N of No. 1, in center of tract 

REE PY RE ORE Ss es a Drig. shale 935 ft. 
North Star Oil Co.’s No. 1 Crestwood, T.&N.O. Sur. 15, 

466 ft. from 8 and W line of 77-ac. tract .......... Location. 
Showers & Moncrief’s No. 1 Dunn, Wilson Strickland 

Sur., 466 ft. from N line, 350 ft. from B line ...... Comp. 96 bbls. per hr.; 

choke 5,107 ft. 

Showers & Moncrief’s No. 2 Dunn, Wilson Strickland 

sooo. ue wre Mn DS cocasndvanensasesbabietes ovee Location 
Showers & Moncrief’s No. 3 Dunn, Wilson Stricklana 

Sn: wee See fe Oe Be DO. wos canesticchhectes coecscces Location 
Skelly ou Co.’s No. 1 John Rhoden (formerly Farlyn 

Oll Co.’s No. 1 John Rhoden), Wilson Strickland 

Sur... conter of 14.9-ac. tract ....ccccccsccccccccccces Drig. sand 3,795 ft. 
Skelly Oil Co.-Conroe Oil Co.’s No. 1 South Tex. Dev. 

Co., T.&N.O. Sur. No. 6, 466 ft. from S line of 

32.63-ac. lease in center BH and W ................- Coring sand and shale 5,107 


South Gulf Oil Co.’s No. 1 E. M. Rauh, T.&N.O. Sur. 

5, 338 = from E line of 20-ac. lease in center of 
Di hoahs sec nte +t bah shane odwe cn le Ve eo 600 nbeacera Spudded. 

Southland Oli ‘Co. 8 "No. 3 Cummings, ‘Whison Strickland 
Sur., 990 ft. 8 of No. 2 ........+.- 


. Comp. 
choke 5,120 ft. 


ces Oil Co.’s No. 3 Cummings, Wilson Strickland 


OS Reece oeCePOereccerssccebdocccsecsceces: seecesee: Location. 
Southland Oll Co.'s No. 4 Cummings, Wiison Strickland 
CGA SOCKS SSO CC ed 00s or cece edad Sha bes 6.26 0:1 oe hee es Drig. shale 915 ft. 

Standard Ol] Co. of Kansas’ No. 1 Madeley, Ransom 

House Sur., 466 ft. . of N a 465 ft. W of E of 

DE bathareoses \eapiaebddseaesaaeahsvdeocuicd ect cs -T.D. 5,119 ft; well killed; 
Standard Oil Co. ‘ot Ka neas’ No. ‘? Madeley, Ransom 

House Sur., 932 ft. S of No. 1 ...... babinh bow teas tices T.D. 1,200 ft; blew out and 


tered; burning. 
Standard Oil Co. of Kans’ No. 3 Madeley, Ransom 

House Sur., 480 ft. from E line and 466 ft. from 

Pr Me TUE ots cn webe coke ontharcnbiecctetecéae sé Cmtd. 
Standard Oil Co. of Kansas’ No. 2 Smith & Ratcliffe, 

lower W. S. Rhodes Sur., 207 ft. from N line, 403 

Ee SPUD FP BRED: 06 oens.s6 obAbeb eh ebiy Opdecedeveceses Cmtd 
Standard Oil Co. of Kans.’ No. 3 Smith ‘& Ratcliff, W. 

8. Rhodes Sur., 466 ft. from N and W lines of lease. . Spudded. 
Steinberger, Brown & Wheeler’s No. 2 South Tex. Dev. 

Co., T.&N.O. Sur. No, 5, 450 ft. from S line in 

center E and W of 20-ac. tract in 40-ac. lease ..... Spudded. 
Cc. C. Steinberger’s No, 2 South Tex. Dev. Co., T.&N.O. 

Sur., Abst. 668, 1,100 ft. sre 8 line in center E 

i a ar rn CN. cocks h6e84 be ahieesoned sees © Coring sand 
Strake Pet., Inc.’s No. 1 Keystone Milis, Lemuel Smith 

Sur., 1,200 ft, southward along W line of Alpha 

—— lease from NW cor. and 466 ft. W at right 

+reeeees+Drig. shale 3,467 ft. 

Strake™ Pet, “Inc's No. 1 ‘Elizabeth “Moody, Cc B. Stew- 

art Sur., 1,400 ft. from 8 line and 467 ft. from EB 

line of 726-ac, tract ....... ++++Drig. shale 1,522 ft. 


15%-in. esg. 400 ft. 


. Surface csg. 431 ft 


8.0. 5,017 ft. 


OOOO eee meee eee 
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Oil Co.’s No. 1 Keystone Mills, 466 ft. from N and 
EB lines of John Bricker BBR. cc icdeccccessccccceees Drig.: shale 1,810 ft. 
Oil Co.’s No, 1 W. 8. Stewart, 466 ft. trom 8 and 
E lines of J. M. Real Sur. .......-..+ cocccces 
Texas Co.’s No. 1 H, M. Dudley, C. B. ‘Stewart Sur., 
466 ft. S 15 deg. EB, 466 ft. S 75 deg. W from NE 
cor. of lease ........- eeeeseees+-Coring sand 8.O. 5,067 ft. 
Texas Co.’s No. 6 Moody, m House Sur., 466 
ft. from B line and 466 tt. from N line of lease. 


-Drig. gumbo 3,053 ft. 






Comp. 120 bbls. per hr.; 
choke 5,115 ft. 


\%-in. 


The Texas Co.'s No, 7 Moody, Ransom House Sur., 1,306 

ft. from N line and 466 ft. from E line of lease. -+-Drig. gumbo 3,552 ft. 
The Texas Co.’s No. 9 Moody, 8 60 deg. W 3,879 ft. 

N 30 deg. W 254 ft. — SE cor. of Ransom 

House Sur, ...-ceses e -+-Drig. sand and shale 5,014 ft. 
The Texas Co.'s No. 10 Mvoay, 3,030 “tt. from E line, 


600 ft. from S line of Ransom House Sur. ......... Rigging up. 
The Texas Co.’s No. 12 Moody, Ransom House Sur., 

982 ft. B Of NO, BS ccccccrcccsvcerncerccccssssevers Location. 
The Texas Co.’s No. 13 Moody, 2,180 ft. trom E line, 

466 ft. from 8 line of Ransom House Sur, ......... Derrick 


The Texas Co.’s No. 14 Moody, 1,330 ft. from E line, 
466 ft. from S line of R ansom House Sur. .......... Drig. gumbo 4,378 ft. 
The Texas Co.’s No. 15 Moody, Ransom House Sur., 
066 ft. WW Of NNO, 16 22. ncccccvcnce -escevcvceseses 
The Texas Co.’s No. 16 Moody, 1,383 ft. SW along 8 
line of Wilson Strickland Sur. from Sis cor, and 
466 ft. S at right angles in Ransom House Sur. 
The Texas Co.’s No. 18 Moody, N 60 deg. E 2,919 ft. 
and N 30 deg. W 263 ft. from SW cor. Ransom 
House SUP, ..cccccscccccccccesservcvecessessecsesess Location. 
The Texas Co.’s No. 19 Moody, 1,682 ft. NE along SE 
line of Ransom House Sur. from SW cor. and 466 
ft. NW at right angles ......--cscccerscceccerseces Location. 
The Texas Co.’s No. 20 Moody, 2,200 ft. E along S line 
of Wilson Strickland Subd. from SW cor. and 466 
ft. S at right angles ........2---sescesccces-ceseees Location. 
The Texas Co.'s No, 2 Rhodes, 979 ft. 15 deg. W, 466 
ft. N 76 deg. EB of SW cor. of W. S. Rhodes Sur. .... Location. 
The Texas Co.’s No. 3 Rhodes, Rhodes Sur., 1,854 ft. N 
15 deg. W and 466 ft. N 75 deg. E of sw cor. of 
BUTVOY cacceerseerseessreeesssese eseesess-Drig. gumbo 3,091 ft. 
The Texas Co.’s No. 6 W. ss. Rhodes, “466 “tt. 's ‘of Sw 
cor. of C. T. Darby Sur., —_ 360 ft. at right angles 


Location. 


Drig. sand and boulders 1,202 ft. 


in W. & Bhodee Sur. ..cccccccccccecsessccccsessecce: Location. 
The Texas Co.’s No. 6 Rhodes, “2,090 ft. W of E line 
of lease and 466 ft. S of S line of C. A. West Sur. 
in W. S. Rhodes Sur. ......-ccesccceccseesssecseees Drig. sticky shale 2,473 ft. 
The Texas Co.’s No. 7 Rhodes, 1,210 ft. from E line of 
lease and 330 ft. S of S line of ive A. West Sur. in 
W. S. Rhodes Sur. ...cccsecscccccceesseersece +++ Location. 
The Texas Co.’s No. 8 Rhodes, 330 tt. s of S line. of 
Cc. A. West Sur., and 330 ft. W of W line of John 
Massey Sur, in W. S. Rhodes Sur. ........seeeeeees- Location. 
The Texas Co.’s No. 9 Rhodes, W. R. Rhodes Sur., 1,- 
290 ft. from N line and 466 ft. from E line ........ Location. 
The Texas Co.’s No. 10 Rhodes, 466 ft. W, 466 ft. N of 
SE cor. of W. S. Rhodes Sur. ......csees-eceneceees Drig. shale 977 ft. 
The Texas Co.’s No. 11 Rhodes, 466 ft. from S line, 
1,398 ft. from E line of W. S. Rhodes Sur, ........ Location. 
Harvey Thornton’s No. 1 John Rhodes, Ransom House 
Sur., center of 3.29-ac. tract ...-ceeeeesseceeeerrenes Cmtd. surface csg. 1,297 ft; stand- 
ing. 
Tide Water Oil Co.’s No. 2 Freeman, John Davis Sur., 
1,384 ft. from §S line, 332 ft. from W line of 36 acres. .Rig standing. 
Tide Water Oil Co.’s No. 1 J. R. Eichletz, Lemuel 
Smith Sur., 2,147 ft. from E line and 225 ft. from 
S line of 100-ac, tract .....cccseees-cerreescvecees Derrick. 
Tide Water Oil Co.’s No. 2 J. R. BEichletz, Lemuel 
Smith Sur., 310 ft. from E line and 596 ft. from 
S line of 100-ac. tract ...-ccccce-ccccccarsecvcveces Location. 
Tide Water Oil Co.’s No. 7 Lewis, C. B. Stewart Sur., 
3,028 ft. from N line, 467 ft. from E line of tract. Comp. 50 bbls. per hr.; %-in. 


choke 5,133 ft. 
Tide Water Oil Co.’s No. 8 Lewis, C. B. Stewart Sur., 
2,223 ft. from N line, 2,333 ft. from W line of tract..Comp. 68 bbls. per hr.; %-in. 
choke 5,134 ft. 
Tide Water Oil Co.’s No. 9 Lewis, C. B. Stewart Sur., 
1,570 ft. from S line, 466 ft. from W line of tract. 
Tide Water Oil Co.’s No. 10 Lewis,.C. B. Stewart Sur., 
650 ft. from E line, 466 ft. from N line of survey..Drig. gumbo 3,709 ft. 
Tide Water Oil Co.’s No. 11 Lewis, C. B, Stewart Sur., 
1,565 ft. from N line, 467 ft. from W line of lease..Drig. shale 3,342 ft. 
Tide Water Oil Co.’s No. 12 Lewis, 1,584 ft. from E 
line, 467 ft. from N line of lease, C. B. Stewart Sur...Rig. 
Tide Water Oil Co.’s No. 13 Lewis, C. B. Stewart Sur., 
2,175 ft. from N line and 467 ft. from E line of lease Location. 
Tide Water Oil Co.’s No. 14 Lewis, C. B. Stewart Sur., 
3,883 ft. from N line and 467 ft. from E line of lease. Location. 
Tide Water Oil Co.’s No. 15 Lewis, C. B. Stewart Sur., 
3,761 ft. from N line and 467 ft. from W line of lease. Location. 
Tide Water Oil Co.’s No. 1 South Tex. Dev. Co., T.&N.O. 
Sur. No. 5, 380 ft. from E line, 577 ft. from S line 


-Sand S.O. 5,084 ft; cmtd. csg. 


OE MORND 6S o bovd coc cecdacecsasccscacveccce: -66scese MRE E078 f; emtd. ong. 
Tide Water Oil Co.’s No. 2 South Tex. Dev. Co., T.&N.O. 

Sur. No, 5, 380 ft. from E line, 467 ft. from N line 

OE 1ORBD nb ciccdcod vs ds cevcosecescncese «seeeee- Sand 5,087 ft; cmtd. csg. 
Tide Water Oil Co.-Republic Prod. Co.'s No. "3 South 

Tex. Dev. Co., T.&N.O. Sur. 15, 380 ft. from E line, 

466 ft. from N Be OO BOENGD on. ccs cesrescoceststes Derrick. 
Tide Water Oil Co.-Republic Prod. Co.’ s No. 4 South 

Tex. Dev. Co., 467 ft. from N line, 467 ft. from W 

line of T.4N.0. Sur. No, 6 .......200--cecccccscves Location, 
Tide Water Oil Co.-Republic Prod. Co.’s No. 5 South 

Tex. Dev. Co., T.&N.O. Sur. No. 5, 1,459 ft. from 

W line and 467 ft. from N line of lease............. Location. 


ORT NECHES—ORANGE COUNTY 

The Texas Co.’s No. 4 Stark, 675 ft. BE, 340 ft. N of SW 

cor. Marshall Beauchamp Sur. ........--sseseeeeee5: Drig. sand and boulders 2,826 ft. 

CLAY CREEK—WASHINGTON COUNTY 

Clay Creek Ol Co.'s No. 2 Bimage, J. F. Perry Sur., 

1,600 ft. from 8S fine, 150 ft. from E line of survey..S.D. 1,354 ft; 
Sun _ Co.’s No. 6 Clay, J. F. Perry Sur., 300 ft. N of 

0 DBD eerse 


waiting heavier rig. 


Drig. sticky shale 1,331 ft. 
’ REFUGIO—REFUGIO COUNTY 
Ed Jones’ No. 4 Mitchell, Town tract, 900 ft. & of No. 
poe FR aie eh avenncoeverdease+ cake iv wep: (450 Sed No report. 


SOUTH LOUISIANA FIELDS 


JENNINGS—ACADIA PARISH 
Olympic Oil Co.’s No, 1 Luckett, 1,150 ft. 8S, 75 ft. W 
Of NES Cor, Bee. 68-00-BW wcccccccscscsccccssecsececs Coring sand 1,958 ft. 
Phillips & Artigue’s No, 2 Cruse (W.O.), 86 ft. from B 
line, 60 ft. from N line of tract in Sec. 47-9s-2w. 
Yount Lee Oil Co.’s No. 11 Housterre-Latrielle, 1,010 ft. 
N, 5,050 ft. S of SW cor. Sec. 47-9a-2w .... --+-.Drig. shale 8,125 ft. 
DARROW—ASCENSION PARISH 
Rio Bravo Oil Co.’s No. 2 Community, Sec. 31- en 
1,760 ft. S, 600 ft. W of No. 1 .............- eve 


Rio Bravo Oil Co.’s No. 1 Gumbel, 4,000 ft. W, 250 ft. 8 
of NE cor. of 8S. Gumbel & Co. tract, Sec. 33-10s-2e..Drig. sand and shale 4,775 ft. 
SORRENTO—ASCENSION PARISH 
Union Sulphur Co.'s No, 23 United’ Land Co., Sec. 15- 
10s-4e, 200 ft. N and 90 ft. W of No. 3. Drig. gumbo 1,109 ft. 
IOWA—CALCASIEU AND JEFF “DAVIS PARISHES 
Magnolia Pet. Co.’s No. 3 Waite, 330 ft. out of NE cor. 


-Standing 1,862 ft. 


.. Sticky shale 1,620 ft; 
in. csg. 1,520 ft. 


emtd. 12%- 


RD BE Ie os bck’ Cetdch vc U Mea bee eeab sence Derrick. 
Shell Pet. Corp.’s No, 8 Fontenot, Sec. 7- 9s- éw, direct B 
offset Magnolia’s No, 2 Walte ..........eseeeeeeees Drig. brittle shale 6,467 ft. 






= Pet. Corp.’s No. 3 Heyd, 265 ft. N, 330 ft. W of 


B® cor. NE Sec. 13-98-Tw ...-....+-5+- oss ote. 
Shell Pet. Corp.’s No. 1 Stattora, 825 tt. 8, "225 tt. E 
of NW cor. BOW: ABO iis noo. cw cs ces seccevessies 
LOCKPORT—CALCASIEU PARISH 
Lockport Oil Co.'s No. 1 Phoenix . eeeeeeess-D.S, stuck 1,200 ft; standing. 
Magnolia Pet. Co.’s No. 10 Bordages, Sec. “8-108-9w, 1.- 
001 ft. B, 338 ft. N of SW cor. of lease -++-Drig. shale 6,122 ft. 
Magnolia Pet. Co.’s No. 9 Faquahar, 200 ft. nN ‘150 “ft. 
E of SW cor. NH SE Sec. 8-10s-9W ........+-+---5- Drig. 148 ft. 
Magnolia Pet. Co.’s No. 33 Miller, Sec. 9- -108-9w, 200 ft. 
8 and 685 ft. E of NW cor. of lease ............-.. Bldg. bridge to location. 
Union Sulphur Co.’s No. 5 Martha Moss, Sec. 8-10s-9w 
Clocation tO COME) ..ccce.ccccccccccesccescccececcoktifge 
. HUR—CALCASIEU PARISH 
Union Sulphur Co.'s No. 771 fee (D.D.), 481 ft. S and 
340 ft. W of center of Sec. 29-9s-l0W ..............Sand S.O. 5,150 ft; emtd. 209 ft. 
of 6-in. liner 5,146 ft. 


Union Sulphur 3 ~ 7176 fee, 125 ft. S, 1,490 ft. W 
of center Sec. 29-9a-l0wW ..........- .Drig. shale 5,005 ft. 
VINTON—CALCASIEU PARISH 


Vinton Pet. Co.’s No. 22 Vincent, 685 ft. N, 620 ft. E 
of SW cor. Sec. 34-10s-12w, in Lot 116 ............. Drig. rock 1,798 ft. 
Wilson-Broach’s No. 9 Wilson, Sec. 33-10s-12w, 200 ft. 
oreo Band & 8.0. 3,741 ft; set 400 ft. of 


N of No. 8 and 28 ft. E of W line of Strip 7 
OM occas d idea? |) | bey i 4%-in. liner at 3,700 ft. 
GUEYDAN—VERMILLION PARISH 
Pure Oil Co.'s No. 3 Alliance Trust Co., 699 ft. from N 


line, 1,460 ft. from W line of Sec. $4-lis-lw ........Drig. anhydrite 4,795 ft; top 4,- 
771 ft. 
Pure Oil Co.’s No. 2 Mulvey, Sec. 34-lis-lw, 1,515 ft. 
from N line, 1,150 ft. from E line of tract .......... Drig. shale 4,303 ft. 


HACKBERRY—CAMERON PARISH 
Coleen Oil Co.’s No. 1-A Watkins, 300 ft. W and 30 
ft. 


N of SE cor. SW SE Sec. 11-12s-l0w ............ Rig. 
Calcasieu Oil Co.’s No. 25 Watkins (D.D.), 112 ft. N 
and 2,796 ft. W of SE cor. of Sec. 13-12s-10w ...... Anhydrite 3,190 ft. 


Wilfred Lahaye’s No. 1 Olevia, Sec. 36-12s-10w, in 2- 
ac. tract .... ee++eee-.Spudded and S.D. 
Jim y Co.’s No. ‘ii “Irwin, “Bec. “is- 128-10, 500 ft. N, 


D Ge WW GE FR. © cccccvccccceusceecseescssces «++e.No report. 
Lackawanna Oll Co.’s No. 1 Ellender, "320 tt. 8, 166 ft. 
B of NW cor. SE SH Sec. 21-12s-10w ...........- . Derrick. 


Massert & Cruse’s No. 1 J. B. Duhon, 656 tt. s 325 tt. 
B of NW cor. Sec. 26-12s-l0w ...... eecceee Derrick. 
The Texas Co.’s No, 10-B State, 1,000 tt. . "200° tt. N 


of NE cor, Sec. 18-128-10w .....-.0. ces sceecececes Drig. gumbo 1,800 ft. 
The Texas Co.’s No. 11-B State, 1,000 tt. BE, 600 “tt. N 
of NE cor, Sec. 13-126-10w .....-. 0c ceccesccccecee Location. 
Union Sulphur Co.’s No. 2 Gulf Land- Pure iease, 1,958 
ft. N, 200 ft. W of SE cor. Sec. 11-12s-l0w ..........Sand S.O. 8,320-27 ft; D.S. stuck. 
Yount Lee Oil Co.’s No, 12 School Land, Sec. 15-12s-10w, 
B00 ft. B Of Na. 11 ..cccccccccccccccccrccccees: -Salt 3,316-3,709 ft. 
PORT BARRE—ST. LANDRY PARISH 
The Texas Co.’s No, 13 Botney Bay, Sec. 4-6s-5e, 185 
ft. W of B line of lease and direct offset Gulf’s 
No. 2 Wilson-Cockran ............ atacecesnpecesee® Tepert, 
The Texas Co.’s No. 14 Botney Bay, Sec, f* 6s-5e, 274 
ft. W of most southerly NE cor. of 562-ac. tract. .Derrick. 
CHOCTAW—IBERVILLE PARISH 
Standard Oil Co.’s No. 3 Gay, 620 ft. S, 200 ft. E of 
SOMCOF Bee. [S-BS-BVS 20 ccccccccccccccess.cesscccses: Drig. 3,220 ft. 
CAMERON MEADOWS—CAMERON PARISH 
Magnolia Pet. Co.’s No. 3 Cameron Meadows, 3,620 ft. 
8S, 1,900 ft. W of NB cor. Sec. 21-14s-13w...... nate e> Sand S.O. 5,273 ft; cmtd. 7-in. esg. 
SWEET LAKE—CAMERON PARISH 
Pure Oil Co.’s No. 11 Yount Lee, Sec, 12-13s-8w, 800 
ft. S 66 deg. 42 min. from No. 9 ........00--eeeeees- Drig. hard shale and lime 5,446 ft. 
TEXAS 
MISCELLANEOUS WILDCATS 
AUSTIN COUNTY 
Bunte, Inc.’s No. 1 Dittert, M. N, Allen Sur., 200 ft. 
SW, 300 ft. NW from W cor. of Henry Vornkah! 
16 acres ......... ++eee.Drig. shale 4,486 ft. 
Great Southern Oil Co.’ s No. 1 ‘Schevojsa, ‘329 ‘tt. 'N, 78 
Geg. & of cee. Ti Dettery Bare. oo. ccceccccseceses Drig. shale 3,175 ft. 
Sun Oil Co.’s No. 1 R. W. Theuman, Juan DeLeon Sur., 
900 ft. S of N line, 924 ft. BE of W line of 125-ac. 
GOBER cocccccccecscesceccccccecceeccocsscccesccsees: Abd. 4,734 ft. 
BRAZORIA COUNTY 
Danciger O. & R. Co.’s No. 2 Hunt, Pledger, 6,550 ft. 
from E line, 5,550 ft. from S line of W. Carson Sur. Derrick. 
John Deering’s No. 1 C. W. Chapman, 924 ft. from 8S 
pny = - from E line of Lot 2, Andrew Robin- 
M. cc ccrscccccscececesseersssesssseesseessesess Sand rock 5,788 ft; abd. 
Tri- fin. on Co.’ s ‘No. i “Moers, 1,635 ft. SW of Chocolate 
Bayou, 693 ft. SH of NW line of F. Moore Sur. ..... T.D. 3,102 ft; laying fuel line. 
BURLESON COUNTY 
Ball & Knob’s No. 1 Polansky, M. B. Lawrence Sur., 
359 ft. from EB line, 469 ft. from N, line of 158-ac. 
CPRSE .cccceess +eeeeeeNo report. 
Sampson O. & G. Co.'s ‘No. 3 Duckworth & “Gilley, P. 
Singleton Sur., 60 ft. SE of No.1 .. seeeeeees NO report, 
J. E. Stubblefield et al’s No. 1 Mitchell, ys T. Wool- 
ridge Sur., 81 ft. SW, 4,340 ft. SE of 8 cor. of Joseph 
Henson Sur, ..csccccccscccccsesseces .-+.Gumbo 600 ft; standing. 
CHAMBERS ‘COUNTY 
Weaver-Ray’s No. 1 Fisher, John Tjams Sur., 210 ft. 8 
of Rucker et al’s No. 1 Fisher .........seseeeseeees 8.D. 2,400 ft. 
Yount Lee Oil Co.’s No. 1 Plummer, H.&T. c. “sur. No. 
28, 2,340 ft. from N line, — ft. from W line of 
BOOEIER ccccccccccccccc secs ceccerewecerceocccoeeocee: Dry and abd. 9,334 ft. 
“COLORADO COUNTY 
Danciger O. & G. Co. and . EB. Hults’ No. 1 Cc. LL 
Raver, B.B.B.&4C. Sur., Sec. 1, 990 ft. out of SW 
COP, OF 477-6, CFACE 2... cccccsescccccccscsssece +++. Derrick. 
Humble O. & R. Co.'s No. 1 John McShane, “L&Gn. Sur., 
Sec, 42, 466 ft. out of NE cor of tract ............+. Drig. sticky shale 1,270 ft. 
Pilot Oil Co.’s No. 1 Tate, Cooke & DeWeese Sur., 150 
ft. NB, 60 ft. NW of 8S cor. of survey ...........6. S.D. 1,540 ft. 
FORT BEND COUNTY 
John Deering and Benedum & Trees’ No. 1 Westen- 
feld, 900 ft. EB of W line, 310 ft. N of S line of 
BE, MORTAR DUR, oc cccviccccceccccccrcecccsccccecess Drig. sticky shale 4,022 ft. 
= & Young's No. 1 Jackson Brown, Pilant Lake, 
Wm. Barrett & Abner Harris Sur., 152 ft. B, 158 ft. 
N out of SE cor. Humble 182-ac. Brown lease in 
D. Hale 648-ac, tract .....cecccccccccccssecccsececes Shale 5,025 ft; preparing to re- 


sume drig. 
Lynch et al’s No. 1 Kneitz, 690 ft. from NW line, 350 
ft. from SW line of Sec. 43, H.&T.C. Sur. ........ 
Naylor & DeCosta’s No. 1 Naylor, 6,350 ft. N, 65 deg. 

B from SW cor. 653-ac. tract in Christman Sur. ....T.D. 7,014 ft; standing. 

GALVESTON COUNTY 
Humble O. & R. Co.’s No. 1 Rosenkranz, Green's Bayou, 

center N% of Lot 10, Sarah White Sur. esecees+e+T.D, 7,119 ft; drig. shale in side- 

t. 


tracked hole 6,763 
GRIMES COUNTY 
Barnett et al’s No. 1 Dodd, Timothy Jones Sur. ........ Standing 2,689 ft. 
W. J. Brightwell’s No. 1 Combs, Samuel Beauman Sur., 
860 ft. from 8 line, 622 ft. E of atoms W line 


-No report. 


Of BTE-MO, BERET cncccccccccscccseees oseeeeess. Standing 6,260 ft. 
Terrell & Clay’s No. 1 D. M. Howard, “T. “Jones Sur., 
450 ft. from B line, 760 ft. from 8 line of lease ..... Location, 


HARDIN COUNTY 
Joe E. Proctor’s No. 1 Russell & Teague, 3,660 ft. EB, 2,- 
717 tt. N of NW cor. of Wm. W. Young Sur. ........T.D. 2,685 ft; 
Robichaux et al’s No, 1 Kirby Lbr. Co., 4,167 ft. W, 
2,500 ft. N of SB cor. of Ben Hawkins Sur. ........ 8.D. 3,900 ft. 


hole heaved in 











































: 


52 THE OIL AND GAS JOURNAL 


HARRIS COUNTY 
Mills Bennett Prod. Co.’s No. 1 G. H. Kiepple, March 
Sur.. 406 ft. from N line, 330 ft. from W line of 


84-ac. GN OE -2.g dhidhs dbus bEC cence case cece Drig. shale and lime 2,125 ft. 
T. V. Buckholve & Sons’ No. a "Miller, ‘Arthur McCor- 
SE GIL. 6 UP edb cod eeracebded oe cdoebevece ceccccece --8.D. 1,810 ft. 
Cherry & Pritchard's ‘No. i Dr. ‘Griftith, ‘'s. "Bei Sur., 
= — from B or 60 ft. from N line of 250-ac. 
PESOCb 000 be F566 06 0606s heDbecse dest cenesiocbesete T.D. 756 ft; cmtd. 10-in. 660 ft 
Jona" Dentio et al’s ‘No. 2 "Warren, v. Snell Sur., 100 
BR, BW GE Bek 1 ccc ccvccccccccccdotede vedestéc --Drig. gumbo 2,015 ft. 
JASPER COUNTY 
Smitherman, Neilson & Noble’s No. 1 Cameron, Wm. 
Jones Sur., 400 ft. S 456 deg. W of SW cor. of J. W. 
Albom BOSS. CFRSE 20. ce ccccece cede seseccvccsescecesios Sand 3,185 ft; reaming. 


JEFFERSON ‘COUNTY 
Carroll & Miller’s No, 1 C. A. Mashman, W. B. Dyches 
Sur., 462 ft. W of highway and 105 ft. 8S of NE 
Be GC UBOG, 17OSE. oe cccdcccssccscdavedscbesseses Derrick. 
Coastal Oil Co.’s No. 1 Young, 260 ft. from EB line, 160 
ft. from S line of 40-ac. tract. in Blk. F-5, Lot 


6, Joseph Grigsby Sur. ........++-- .««.Drig. shale 3,870 ft. 
Jack Schultz’ No. 2 Todd, Cheek, 1,800 vo” 8 ‘of No. 1 
and 130 ft. B of W line of Wm. Carr Sur. ......... Shale 7,000 ft; S.D. to change rigs. 


LIBERTY COUNTY 

Mayes et al’s No. 1 Dunman, J. C. Martin Sur., 1,111 

ft. from 8 me of — and 2,360 ft. W of Trinity 
River .....- -++++-Spudded and 8.D. 
James Papadakis’ "No. o’ Bicke, Reason Green Sur., 300 
ft. from W line of 300-ac. tract in center N and 8...Spudded and S.D. 


MATAGORDA COUNTY 

Cockburn Oil Corp.'s No. § Hawkins, Shepherds Mott, 
2,200 ft. SB, 1,800 ft. NB of W cor, Daniel Mc- 
Carthy Sur. .....««+. eccceces CSCC Ceres ewrcoeseoeece e 


Dr. Griffith et al’s No. 3 Baer, Big Hill, 6,000 ft. N, 

3,000 ft. B from SW cor. of Seth Ingram Sur. ...... Standing 2,720 ft. 
Humble O. & R. Co.'s No. 1 Pierce Est., Isaac Foster 

Sur., 330 ft. from N line, 330 ft. from E line of 

CREE coccccccvccccceseess 
R. L. Sprinkle et al’s No. 1 Turner, 4,900 ft. from NE 

line, 3,800 ft. from SE line of M. Cummings Sur. ...Rig. 
United North & South Dev. Co.’s No. 2 Stoddard, 25 

ft. each way out of NW cor. of Lot 19, Buckeye 

Townslte ...cseeeee-s Prrrriiy: TTITTITITT LT TTT Ti Moved rig to No. 1 Stoddard to 


work over. 
United North & South Dev. Co.’s No. 1 St. L. & B. M. 
“Y,” 200 ft. S of main line of RR and 200 ft. NE 
of SW fork of “Y” in townsite, J. C. Keller Sur. ...Shale 5,735 ft; 


on bottom. 
MONTGOMERY COUNTY 

Continental Oil Co. and Julius Fohs’ No. 1 Rock Creek 

Lbr. Co., J. Foster Sur., 1,866 ft. 8 and W out of 

NBD cor. Of 168-ac. 1OASO 2.1666. eee ee eneeccncneee 

Cc. J. Daniels’ No. 1 A. H. Salis, Wm. Barker Sur., 390 

ft. from B line, 400 ft. from N line of W 36 acres 

Sh CE: no cnteneenceeenceeesaéesceseennecees ts Sticky shale 1,370 ft; S.D. 
Mound Creek Oil Co.'s No, 1 Sealey, 3,751 ft. E and 
6,088 ft. N, from SW cor. of M. Cartwright Sur. 


.+T.D. 5,320 ft; sidetracking stuck 
drill pipe at 3,170 ft. 


sandy shale 7,062 ft. 


emtd. 9%-in. cag. 


--Drig. dry sand 5,570 ft; may abd. 


im John Sealey Sur. ..... csc ccccccccecccveee -Drig. sticky shale 2,387 ft. 
A. H. Parsons et al’'s No. 2 Drought, Kronknite Sur. 
3,000 ft. N, 100 ft. B of NW cor. of A. Bs - 
GOD GOPED cc ccccccsccccccessccccesceces: wec . Drig. sandy shale 3,783 ft. 
R. L. Sprinkle’s No, i “Rohits, 600 ft. ‘out of sw cor. “of : 
PED GOEL, Soc cweccece + cee ceceeecocceccocececee Drig. shale 3,725 ft. 


H. 

wen ye No. 1 Foster, Hosea de la. Garza Sur., 
3,333 ft. N, 1,820 ft. B of NE cor. of W. J. John- 
son 100-ac, TT WTTTTETELT LILI 


NEWTON COUNTY 
L. A. James et al’s No. 1 Price, T.&2N.O. Sur., 1,000 ft. 
from W line, 600 ft. from N line of tract ...... ° 
LE COUNTY 
Anderson et al’s No. 1 Duke, Peter J. Manard Sur., 330 
ft. out of NW cor. of 3365-ac. tract .........+6+- ee 
Harrison & Abercrombie’s No, 1 Carter (588-ac. lease), 
N 60 deg. B 1,161 ft. and N 60 deg. 145 ft. out of 
NW cor. of John Sweeney Sur, ..........ceccseceee: Drig. sandy shale 4,220 ft. 
Koch & Stevens’ No. 1 Ruth Lawrence, Castallian Sur., 
300 ft. from W line, 790 ft. from §S line of 64-ac. 
QIBGS -cccccccccnccecscoccesoscectecccccccscceecces -». Washing to bottom 2,683 ft. 
Tony & Purdy’s No. 1 Martha Roberts, Joaquin. T. De 
Rumayor Sur. .. 
Dick Schwabb end Sheil Pet. Corp.’ 7 No. 2 Davis & 
Holmes, A. Viesca Sur., 485 ft. N, 376 ft. W of ND 
cor. of J, Duff 86 acres ......seeeeeee 60% oeSecodecde 1 4,438 ft; 
A. 


REFUGIO COUNTY 
Gulf Prod. Co.'s No. 2 J. O'Connor (W.O.), C.E.P.L&M. 
Co, Sur. No. 40, 1,200 varas from 8 line, 1,500 varas 
from BH lime of tract .....6..cee cess cewcnee 
Gulf Prod. Co.'s No. 3 O'Connor, C.E.P.1.&M. Co. Sur., 
No. 133, 6,225 ft. SW along SE line from NE cor. 
of John O'Connor land, thence 2,639 ft. NW at 
Fight OMGlOW .ccccscccdvccecsccsecsssccsesessecee .- Derrick. 
Humble O. & R. Co.'s No. 3 O'Connor, Florentine Rice 
Sur., 13,767 ft. from 8 line at right angles, 3,412 ft. 
from B line at right angles of 6,545-ac. ranch .....- Drig. hard sand 56,703 ft. 
SAN JACINTO COUNTY 
Weaver et al’s No. 1 Delta Land & Timber Co., 1,400 
ft. NE of SW line of James W. Robertson Sur., 
and 800 ft. at right angles ........--ce--ceeceeess e 
TRINITY COUNTY 
Cc. M. Beckner’s No. 1 Gibson, Wm. Beasley Sur., 600 
ft. 8 along E line of ape and 160 ft. W at right 
angles ..... oF oRes S60 ce deedbeeeenesesccedecentéosore T.D. 
TYLER COUNTY 
Republic Prod. Co. and Houston Ol! Co.’s No. 1 Sam 
Jeffcoat, E. Thompson Sur., 467 ft. N and E from 
SW cor. of 100-ac. tract ...-.-ccccceccnccvens: 
Prod. Co. and Houston Oil Co.’s No. 1 Kirby, 
BB. Thompson Sur., 467 ft. N and B from NE cor. 
of Gam Jeffcoat 100 acres ..... cece cecccceeececee: Rig. 
Republic Prod. Co. and Houston Oil Co.’ s No. 1 Kirby- 
McShane, 467 ft. S and W of most northerly NE 
cor, B.B.B.&C. Sur. No. 17 ..ccccecceccccescsceses 
VICTORIA COUNTY 
@ulf Prod. Co.’s No. 3 Keeran Ranch, ante DeLeon 
Gate, SESS Gh. DTW Of Wen B co csctvsccccecescccocccs Drig. wtr. sand 6,401 ft. 
Slick-Seeligson Corp.'s No. 2 McFaddin (D.D.), ra Varian 
Sur., 1,106 ft. NE of SW line, 635 ft. EB of railroad. 
The Texas Co.'s No. 6 McFaddin, 1,300 ft. westerly, 300 
ft. northerly at right angles from SE cor. of J. A. 
McPaddin O98-ac. tract ....ccccccccceccesrceeneee 
The Texas Co.’s No. 6 McFaddin, "5,600 ft. 3 15 deg. 
W and 460 ft. N 75 deg. W from EB or NE cor. of 
AmGtew FJ. GOFY BUr. .ccccc- cccccscccccvcvccsevese Derrick. 
Quintana Oil Co.'s No. 1 McCormic, 600 ft. from SW 
line, 500 ft. from NW line of S.A.&4M.G. Sur., Sec. 
3, In most westerly NW COT. ... 606. .cceeeceeccee 
Union Oil Co.'s No. 2 Keeran, Martin DeLeon Sur., 500 
ft. B of B line of Gulf lease and 1,900 ft. N of 
POUNPORE 2 ncccccccccceccoscececcees ++-e0.T.D, 6,648 ft; plugged to 6,400 ft. 
WALKER COUNTY 
Hart Of] Co.’s No. 1 Thompson, Jose Ortega Sur., 1,- 
2665 ft. S, 1,876 ft. W of SW cor. of J. B. Gibson 
Ti-ac, tract ......++. oboe cesese doctutees cbubhevbes +-T.D. 2,023 ft; 
WALLER CO 
Birdwell et al’s No. 1 Robertson, John Baker Sur., 1,- 
626 ft. from & line, 460 ft. from W line of 64-ac. 
tract seeeeeeeeee. Derrick, 


-8.D. 4,287 ft. 


.- Standing 2,240 ft. 


-- 8D. 3,948 ft. 


-Drig. shale 4,855 ft. 


failed to plug back; 


.No report. 
1,192 ft; plugged to 999 ft. 


- Derrick. 


-Drig. shale 4,706 ft. 


. T.D. 6,810 ft; plugged to 5,100 ft. 
..Dry and abd. 4,970 ft. 


--Drig. hard shale 4,110 ft. 


Te eee eee eee eee eee Tee eee ee eeeeeee 


washing to bottom. 


February 2, 193; 


WASHINGTON COUNTY 
Yequa Oil Co.’s No. 18 Pomacal, S. M. Williams Sur., 
1,282 ft. from W cor. of Shulz 44-ac. tract, thence 
123 ft. NW at right angles .........s0e-0--eeeeee .-T.D. 1,615 ft. 
WHARTON COUNTY 
Herman Heep’s (was Dayvault-Tyler-Gardner’s) No, 1 
Dayvault, Wm. Kincheloe Sur., 200 ft. SW, 600 ft. 


SE of N cor. of 298-ac. tract ......cccececccccevesees Drig. shale 3,735 ft. 
Pure Ol] Co.’s No. 1 Stewart, 2,419 tt. Nw, 1.650 tt. NE 
of S cor. of Sec. 26, Morris & Cummings Sur. ....-..Drig. sandy shale 2,623 ft 


Smith & Daniels’ No. i Mitchell, H.&T.C. Sur. No. 3% 
330 ft. from NB line of NE 80-ac. tract in center 
of tract NW and SB .... eoeeeeT.D. 6,442 ft; pulling tubing ang 


screen to deepen. 
Steed Prod. Co.’s No. 1 Tucker, 210 ft. W, 50 ft. N of 
NE cor. of 8% of SW% of Sec. 68, E.T.R.R. Sur. --Drig. gumbo 3,752 ft. 


SOUTH LOUISIANA 


BEAUREGARD PARISH 
Beaver Pet. Co.’s No. 1 Long Bell, 755 ft. S and 155 


ft. E of NW cor. NW NW Sec. 34-2s-8w ........... Location. 
DeRidder Dev. Co.’s No. 1 McMahon, 200 ft. W, 156 ft. 

8 of NE cor. of NW Sec, 88-28-9W .......cccceeecees Standing 1,286 ft. 
Trapp & Turnbull’s No. 1 Long Bell, 102 ft. N 227 ft. 

W, out of SE cor. SE SW Sec. 26-2s-10w .......... Spudded. 
Trapp & Turnbull's No. 1 Roberts, 600 ft. W, 150 ft. 

8S of NE cor. NW NB Sec. 6-3s8-10w ............+.- Location. 


CALCASIEU PARISH 
Cannon & Hughes’ No. 1 J. S. Reed, Sec. 18-10s-12w..... Derrick. 
L. R. Irvine et al’s No. 1 A. D. Mimmsa, 741 ft. N, 741 
ft. W of SE cor. SE NE Sec. 20-98-7w ............-- No report. 
JEFFERSON DAVIS PARISH 
B. D. Finly’s No, 1 Caster Lognion, SW NW Sec. 22- 


SOE dobdab nd dbecbobitiardbectadecsocsccccesescae -Cmtd. surface csg. 610 ft 
Humble O. & R. Co.'s No. 7 Devilbiss, 1,650 ft. S, 250 
ft. W of NB cor. of Sec. 14-9s-4w ............es000: Drig. sandy shale 3,092 ft 


LA FOURCHE PARISH 
Lehulu Oil Co.’s No. 1 La. Fourche Land Co., 150 ft. 
out of SE cor. NW NW Sec. 32-18s-22e ........-..... Spudded and S.D. 
PLAQUEMINES PARISH 
The Texas Co.'s No. 7 Garden Island ..................-No report. 
ST. BERNARD PARISH 


Cook Drig. Co.’s No. 1 Delecroix farm ...............--- Sandy shale 5,090 ft. 
TERREBONNE PARISH 
The Texas Co.’s No. 7 Calliou Island, 300 ft. S, 300 ft. 
W of NB cor. Sec. 19-2388-20e .......0-ccece--cccees No report. 
The Texas Co.’s No. 17 State-Lake Barre, 1,476 ft. W, 
626 ft. 8 of NW oor. Sec. 20-21s-20e ............... No report. 
The Texas Co.’s No. 4 Lake Barre-L.L.&E., 3,803 ft. S, 
2,075 tt. W of NW cor. Sec. 30-21s-20e in Sec. 36- 
SEED c0decdeceséénteeese vowehes benbeeene eres ces No report. 
VERMILLION PARISH 
Shell Pet. Corp.'s No. 1 Herbert, 2,310 ft. W, 330 ft. N 
Of BB cor. Sec, 10-1Ga-1e ... .cccccccsscccssccccecscs Drig. shale 2,422 ft. 


VERNON PARISH 
R. E. Kay, tr.’s No. 1 Willis, 350 ft. N and 400 ft. E 


of SW cor. SE SE Sec. 32-3n-9Ww .........-eseeeee- Location. 
—— Division Liano Co.’s No. 1 Liano Del Rio, 543 
ft. B, 300 ft. S of NW cor. NW Sec. 34-2n-9w ...... No report. 





Wildcat Operations in Southwest Texas 
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W. L. Whicker’s No. 1 Bilhartz ...........-cceceesccess Location N of No. 1 Strumberg, 
and W of No. 1 Carruth. 
6° pe COUNTY 
AH. T. McGee’s No. 1 Forbes, cen. Sec. 167 ..........-5+0- Rigging up. 
Ge ees nee. 2 en . chedensveeccoccesceeece T.D. 860 ft; S.D. in lime. 
Hardy Sitton’s No. 1 Luders, 150 ft. ‘trom 8 line, 1,420 
ft. from E line of James Stanford Sur. ............. T.D. 1.540 ft.; standing. 


CALDWELL COUNTY 
Louls Crouch’s No. 1 Sue Neelan, 1,500 ft. to SE lines, 
150 ft. from NE lines of 200-ac. tract in John B. 


Gray BUE. 2. cccccrcccececccesccccecesecesseccsesecs T.D. 1,100 ft; S.D, 
B. D. Herne’s No. 1 M. c. and. P. W. Jeffrey 126-ac. 
tract, 150 ft. from N and E lines of tract in James 
CN TI, oho 0 86665 0ccsesecetsesessedstpocccctseoes Set surface pipe, waiting for wtr 


B. L. Hope and Joe ‘Cole's No. 1 M. August, 150 ft. 
from NE line, 166 ft. from NW line of tract in A. 
ji. bs¢ ine Ris dee b6n Gas Ca dbeehaeeke 068s o0'> os T.D. 90 ft; drig. 

EB. R. Thomas’ No. 1 Alexander, 568 varas from NW 
lines, 334 varas from NE line of 158 acres in 
Geer GR. cocccccevcecos 6c ebetbaetaandatebesaver >: T.D. 


1,100 ft; waiting for wtr. 
DUVAL COUNTY 

Buchanan, Schoolfield & Frasher’s No. 1 Pursch, 330 ft. 

 ' Ff EF 8 RPT reer Spudded in. 
Cowden et al’s No. 1 State Bank of Alice, 209 ft. to S 

line, 1,450 ft. to W line of E. Valentine Sur. No. 26..Steel derrick. 
Huff & Kyle’s No. 1 A. Roach, 865 ft. from E line, 

45 ft. from 8 line of Blk. 7, Sur. No. 457 ............ T.D. 172 ft; drig. 
Ed Leach et al’s No. 1 C. J. Bain, 330 ft. to S line, 

330 ft. to B line of NW SW of Sur. 264 ............Spudded in. 
Magnolia Pet. Co.’s No. 1 Duval County Ranch Co., 

RR ee ee re eer ee Derrick. 
Newton et al’s No. 1 Weilder-wWood, 5,550 ft. from W 

line, 4,590 ft. from N line of Sur. 102 .............- Rigging up. 


Plymouth Oil Co.’s No. 2 Hoffman, 1,320 ft. from SE 

line, 2,640 ft. from SW line of Sur. 117 ............ T.D. 2,100 ft; drig. 
Cc. P. Scott's No. 1 J. W. Kidd, 990 ft. from N and E 

lines of SE of Sur. No. 566 


pp edbiabdies 6 o8Gdeee wes 02 T.D. 2,264 ft; standing. 
Stanley Smith’s No. 1 C. Pena, 330 ft. from S and W 
lines of Sur. No. 79 .....0e0--eees oe err cree stoeseees T.D. 1,930 ft; set csg. 
Wm. B. Stewart’s No. 1 Duval County Ranch Co., 990 
ft. to S and E lines, of NE of Sur. 362.............. Rigging up. 
Wm. B. Stewart’s No. 2 Duval County Ranch Co., 330 
ft. from N and W lines of N% SW of Sur. 362...... Moving in. 
8.R.C. Oil Co.’s No. 1 Duval County Ranch Co., 150 
ft. from N line, 4,200 ft. from W line of Sur. 192. -Rigging up. 


Sun Oil Co.’s No. 2 Duval County Ranch Co., 1,320 ft. 
to E line, 672 ft. to N line of Sur. 254 ............. T.D. 1,520 ft; drig. 
FRIO COUNTY 
Amerada Pet. Corp.'s No. 1 Halff & Oppenheimer, 1,200 
= from N line, 200 ft. from E line of W. F. Halsel 
Sree 


Core ce reese cere ser stsodoststsceetseces T.D. 6,292 ft; in Georgetown 
James E. Greenlee’s No. 1 W. W. Burns, 612 vrs. to N 
line, 900 vrs. to W line of Antone Hutzler Sur. ...... Rigging up. 
GILLESPIE COUNTY 
Rod Lagra’s No. 1 Stephen, 600 ft. from N and W 
lines of A.B.&@M. Sur. No, 969 ........ce cece cceens Spudded in. 
GUADALUPE COUNTY 
8. B. Brock’s No. 1 Ogletree, 1,600 ft. from W line, 
460 ft. from 8 line of tract in Robert Smith Sur...... T.D. 2,220 ft; drig. 


Keene & Russell's No. 1 Lowman, 300 ft. from E line, 
360 ft. from N line of tract in George Allen Sur. ... 
pleted by Clint Lanier. 
W. A. Scrutchin’s No. 1 8S. J. Lowman, 170 ft. from N 
line, 196 ft. from W line of 10-ac. tract, in Bik. 1, 


Sec. No. 1 of S. J. Barnes Sur. .... 2.6... -seescccees T.D. 410 ft; drig. 
O. R. Seagraves’ No. 1 Krueger, 150 ft. to N' and W 

lines of 88.75 acres in John G. King Sur. 15........ T.D. 750 ft; drig. 
Smith's No. 1 Lowman, offsetting old test of Humble.. T.D. 450 ft; drig. 
Walton et al’s No. 1 Dan Darling, 1,890 ft. from NW 

line, 1,198 ft. from SW line of Ben Fuqua Sur. ...... T.D. 1,658 ft; drig. 


GOLIAD COUNTY 
Hoffman & Gooch’s No. 1 Fromme, 600 ft. from N and 
1,200 ft. from W line of Peter B. Dexter Sur. ......T.D. 2,470 ft.; standing. 
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GONZALES COUNTY ° 


et al’s No. 1 James, 6,350 ft. from N line, 1,300 


ft. from E line of Mary A. Williams Sur, ............ . 


on & Kirby Pet. Co.’s No. 1 J. W. Ward, Jr., 300 
ft. from N line, 833 ft. from W line of tract in Dan 
McKay Sur. 

A. King’s No. 1 F. Ramzinski, 


1,021 ft. to N line, 1,350 


THE OIL AND GAS JOURNAL 


D. 2,480 ft; S.D. 


. 1,692 ft.; standing. 


ft. to E line, Gonzales GOR boa veeswovercsescssvcces T.D. 553 ft; abd. 
Luling O. & G. Co.’s No. 1 Gov. Hastings, 150 ft. to 

NE and SE lines of 68-ac. tract in Isaac Baker 

gur., 1 mile south of GOMES oc ccsetewees<cecccones T.D. 2,200 ft; drig. 

HIDALGO COUNTY 

Barrett- -Kanellos’ No. 1 J. B. Brock, 7 miles W and 
N from Mission (on Monte CHiabe SORE) oc ccscicvctes T.D. 4,590 ft. S.D. 

F Oy Pet. Co.'s No. 1 J. T. Lomax, 7,500 it. from 

g and E lines of San Roman Sur. ......... -ee+- T.D. 1,445 ft.; drig. 

Dayle L. Smith’s No. 3 Daskam, SW part of county peee¢ T.D. 1,726 ft.; 3.D. 
JIM HOGG COUNTY 
Cole Pet. Co.’s No. 1 W. Allen, 990 ft. to E line, 1,320 
ft. to N line of Blk. 13, Randado grant ............. T.D. 3,582 ft; drig. 
JIM WELLS COUNTY 
Humble Oil & Ref. Co.’s No. 1 Fuhrkin, 1,117 ft. from 

N line, 450 ft. from W line of 150. 17-ac. tract in 

Phillips Sacks Sur. ......0-seseeseeee--sereeseceene T.D. 4,100 ft; drig. 
yf. A. Lain’s No. 1 Vernon Porter, 800 ft. from 's line, 

" "400 ft. from W line of 200-ac. tract in Sur. 25 ...... T.D. 3,611 ft.; standing. 
KARNES COUNTY 
4. EB. Edmiston’s No. 1 G. W. Cross, 500 ft. from E line, 

150 ft. from N line of tract in M. N. Reed Sur. ..... Spudded in. 
Hindeman et al’s No. 1 F. C, Weinert ........+-.++++0+- Spudded in, 8.D. 
H. J. Porter et al’s No. 1 Reasoner, 1,800 ft. to S line, 

650 ft. to EB line of 125-ac, tract ...... --T.D. 2,990 ft; drig. 
Tippett & Mull’s No. 1 Smith, 8,500 ft. from N “line, 

200 ft. from E line of Francis Haskins Sur., 3% 

miles © of Helene® .....ccecscececcsesseseccceecs -T.D. 20 ft; no report. 

KENDALL COUNTY 

Dupree et al’s No. 1 Hagg, 600 ft. to S line, 2,700 ft. 

to W ,fne of tract, B.B.B.&C. Sur. 91.........-.000-- Location. 
Verland Trust’s No. 2 Willie Werner, 1,400 ft. N and 

150 ft. W of No. 1 P. B. Sterling’s No. 1 Willie 

OCR Cada dae. soos sc dees bree Gdaedeoeeseentoeeevvies T.D. 970 ft; C.O. 

KERR COUNTY 

Eastland Oil Co.’s No. 1-C Jeff Love, 150 ft. from S 

and E lines of C.C.S.D&R.G.N.G. Sur. No. 1,595 ..... T.D. 3,452 ft; abd.; sand 3,442-52 


Bvans & Gant’s No. 1 Estelle Young, 150 ft. out of 


ft. showed little gas, oil, 
80 ft. low. 


8.W., 


NW cor. of Sec. 28, E. A. Burge Sur. .........+--+. -T.D. 1,310 ft; abd. 
Van Duyn & Moore’s No. 1 Nowlin, 2,000 ft. from E 

line, 2,200 ft. from N line of James R. Bettner Sur...T.D. 700 ft; drig. 
Verde Oil & Gas Co.’s No. 1 J. D. Witt, 1,320 ft. from 

N line, 1,320 ft. frora W line of Sec. 1,923 in Ham- 

Mean GER 2 -cccccce cenccoccssesstestsesetsccccceese T.D. 118 ft.; standing. 

KLEBERG COUNTY 

Harris et al’s No. 1 Dennett, 600 ft. from S line, 760 ft. 

from E line of Blk. 7, Sec. 38, Kleberg Town & 

Imp. CO. BUDA. ...cccccccvccserscetrcvvccceccssseseee D. 2,230 ft; coring. 


H. Carter’s No. 1 R. H. Simmons, 160 ft. from S and 
W lines of tract in Sec. 7, King Sur. No. 3.......... 
LASALLE COUNTY 

Interstate Oil Industries, Inc.’s No. 1 J. F. Mayes, 600 

ft. from S and W lines of Blk. 20, L&G.N. Sur. 


3,206 ft.; standing. 


ie Mr Rin do outs pebipe es a/b eweWs $eels eeOREL RU OSES eee T.D. 2,825 ft; standing. 
Oe Takes WO. 1 MB .ncccsccccsceccccesesse cvesvecess T.D. 2,925 ft; standing. 
LIVE OAK COUNTY 
Carroll Brown’s No. 1 Beckley, 1,800 ft. E along N line 
of T. B. Sparks Sur., from NE cor., thence 150 ft. 
at right angles, L. J. Sparks Sur. .....-sseeeeseees- T.D. 1,050 ft; set csg. 
J. A. Harper’s No. 2 fee, center of Blk. 40.............. Location. 
H. A. Pagenkopf’s No. 1 Nichols, 850 ft. to W of E 
line, 450 ft. 8 of E line, Bridget Haughtey Sur. ..... T.D. 1,200 ft; contract depth. 
Cc. J. Webster Oil & Gas Co.’s No. 1 O. F. Akers, 300- 
ac. tract in T. Henry Sur. ....ccccccccrccccccscccves T.D. 100 ft.; standing. 
LEE COUNTY 
Paton Bros.’ No. 1-B Turner, 424 ft. from NW line. 
375 ft. from NE line of 51.9-ac. tract in David 
> ~ csc a by} é& ene ahe aamenedian iene idee be O Rigging up; location changed. 
MAVERICK ‘COUNTY 
B. R. Garrett and Mason Altgelt’s No. 1 J. D. Beck, 
730 ft. N of S line, 2,778 ft. W of E line, about 
1% miles north of Eagle Pass on Del Rio _— 
Di ih /) ccnegeatnenie $66,400 6664S 0'O.e;%> ..T.D, 150 ft; drig. 
H. E. Lewis’ No. 1 Kifuri, 640 varas E of river, “140 
varas from S line of Poindexter & Burns Sur. 31 ....Location. 
McMULLEN COUNTY 
L. W. Capps’ No. 1 Hagist, 1,650 ft. from N line, 2,640 
ft. from E line of Sec. 6, J. W. Osborne Sur. ........ Location. 
Homer T. Lamb’s No. 1 J. T. Brown, 150 ft. to N line, 
2,450 ft. to W line of 692-ac. tract in M. Hely Sur. .. Location. 
Howeth & O’Neill’s No. 1 Roos Bros., 150 ft. from N 
line, 650 ft. from W line of Sec. 30, Rhodes ranch, 
Beatty, Seale & Forwood .Sur, ........seeeeeecceees T.D. 3,001 ft; standing; contract 
depth. 
Jaqua & Crow’s No. 1 Hagist, 330 ft. from N and 
W lines of R. W. Mills Sur. No. 467 .......2--200--0% Ready to resume. 
Chas. B. Loftin’s No, 1 R. H. Brown, in R. H. Brown 
BaP. Wey B oc ccvecscccccccccccscccccccccccesccccccees T.D. 715 ft; drig. 
Plymouth Oil Co.’s No. i Miles Ranch, Sur. 149 .. . Making location. 
ct. C. Shumway’s No. 1 Shiner, 400 ft. from W line, 200 
ft. from N line of Blk. 45 of Shumway Subd. of 
ST eT CCLRC ee T.D. 370 ft.: S.D. 
8. R. C. Oil Co.’s No. 1 La Chusa, 1,320 ft. to S and 
M VMmee C6 Bur. OF nccccccvcccescrnccvesacese: - Location. 
MEDINA COUNTY 
James BE. Greenlea’s No. 1 Feasler, 600 ft. from N line 
and 2,400 ft. from E line of L. G. Harrison Sur. 
BO TO eS ebb ote coccecercesccoccessceenceccessscces T.D. 1,543 ft; standing. 
Moore, Richey & Clifton’s No. 1 Reichererz, 150 ft. 
from N and W lines of tract, SW of Lacoste ....... Set surface cag. 
F. Ryal’s No. 1 G. Martin, 150 ft. from S and W lines 
of Blk. 368, H. Castro Sur. ......seecccercenccseceee Spudded in and 8.D 
. MILAM COUNTY 
Bridwell’s No. 1 Terry, 1,100 ft. from N line, 800 ft. 
from W line of tract in Jose Leal Sur. ........ --T.D. 2,460 ft; S.D. 
Clark et al’s No. 1 Hoppe, 450 ft. to NE lines, 450 ft. 
to SE lines of E. Hoppe 60-ac. tract in Juan Jose 
ROGER Te ccc ccccccc cece sc cepeccccscececsseceseces T.D. 103 ft; drig. 
Ed Clark’s No. 1 Pritchard, 1,100 ft. to SE lines, 700 
ft. to NE lines of 163-ac. tract in F. Ernst Sur., 
CH mallee TU Thorn ale oc cccc.rcccscccccccessesoses Rigged up. 
ee at SS RGR. 4 oi 5 6. 0566600 6c ka cecensebee ns T.D. 1,492 ft; standing. 
Marvel Wells, Inc.’s No. 1 fee, center of 5-ac, tract 
out of Wm. Henitz 133.3-ac. tract in J. J. LiendoSur..T.D. 2,435 ft; flowing sulphur 
wtr.; drig. ahead. 


NUECES COUNTY 
Miller et al’s No. 1 Harney, 200 ft. from NW line, 1,850 
mee from SW line of 445-ac. tract in Gregoria Farias 


CPO e eee rw et Heese t tees et esr setter eettesest tee . 


SE and sw lines of Bik. 8, Sec. 12, 
Corpus Christi ............ 


5 miles 8 
STARR COUNTY 

Adams & Modest’s No. 1 Wood, 2,070 ft. trom W line 
of Porcion 84, Camargo, and 1,472 ft. N of Missouri 
Pacific Ratlroed ......ccccccsses 

W. P. Chancellor’s No. 1 A. Guerra, “26, 000 ft. from 8 
“ R .600 ft. from E Hine of Share 6, of San Jose 
rant ... 


g of Gate Highway No. 4 and 580 ft. from 'W line 
of Porcion 87, near La Puerta 


Moving in tools. 


Location. 
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H. Carpenter’s No. 1 Salinas, 3,087 ft. from N line, 
1,221 ft. from BH line of Share 86 of partition of 
Porcions 38, 39, 40 in Jurisdiction of Reyn Sede oe abd. 

Clark & Johnson’s No. 1 Doughty, 187 ft. from S and 
E lines of Lot 11, Blk. 5, subd. of Los Indios ranch..Moving in tools. 

Coastal O. & G. Co.’s No. 1 Kelsey Bass, 448 ft. to N 
line, 150 ft. to W line of Tract 62, Sur. 2, Porcion 86..T.D. 1,860 ft.; changing to heavier 


-T.D. 3,747 ft; 


F. R. Cooper’s No, 1 J. M. Martinez, 150 ft. to 8S and 
E lines of A.B.&M. Sur. No. 135 .......-+-+++ +eeeees Location, 
Dawson et al’s No. 3 Margo, 5,560 ft. from S line, 600 
ft. from W line of Share 3- = Por. 70, jurisdiction 
Mier cosce 
Goodwin & Yantis’ ‘No. ‘Wd Walker, ‘450 “te. SE of w line. 
of Isabel Lopex property in Sur. 767 .........++++++-T-D. 175 ft; drig. 
Goodwin & Yates’ No. 1 Kelsey Bass, 160 ft. to N and 
W lines of Blk. 45, Sur. 2, Por. 86 ...... eabecsecce 
Great Plains Oil Co.'s No. 1 Sanchez, 660 ft. from w 
line, 330 ft. from ° line oe SE of NW of Sur. No. 
844 ...00 escescoes dD. 2,385 ft; 
Great “Plains” Oil Co.’s. No. 2 Sanches, “2,050 “ft. to 8 
line, 1,645 ft. from most westerly W line of Sur. 344..T.D. 250 ft; drig. 
Jeffries and Lambeth Drilling Co.’s No. 1 Starr County 
Cattle Co., 11,572 ft. from N line, 2,490 ft. from E 
line of Porcion 89, Jurisdiction of Camargo .......... T.D. 
Boyd C. Jones’ No. 1 Garza, 2,407 ft. from N and E 
lines of Share 26, Part. of SuneenS 67-72, Jurisdic- 
tion of Mier ....-s++eeees coccccccocseseT D, 560 ft; standing. 
LaJoya Oil & Gas Co., in Porcion ‘ts, NB part of county. . Location. 
A. C. McGahhey’s No. 1 Fernandes Bros., 1,800 ft. from 
W line, three-quarters of a mile from Rio Grande 
River, in Porcion $9, Jurisdiction of Camargo .......T.D. 180 ft.; drig. 
D. A. Miller’s No. 1 Madrigal, 4,827 ft. to N line, 1,987 
ft. to E line of Share 15, Porcions 67, 72, 1 mile 
NE of Roma .....cccscccscvccsessessestesssstes ese TD. 380 
John Pope, trustee’s No. 2 H. Gonzales, 166 “tt. ‘w of cen. 
of E line of Sur. No. 339 .......-- ope 
J. W. Seaward’s No. 1 F. Dawson, 495 ft. "trom ‘Ww line, 
240 ft. from 8S line of tract in Blk. 6, Share 3-B of 
Porcion No. 70 .....+++ ° ° 
George Stobaugh’s No. 1 Seabury et ‘al, 160 “tt. from ‘s 
and W lines of Porcion 107 «......-seeeserees ecceceeT.D. 278 
Travelers Oil Co.’s No. 1 C. Ramos, 2,000 tt. from Bw 
lines, 2,640 ft. from NW lines of Sur. ope eeee 
TRAVIS COUNTY 
J. L. Collins & Co.’s No. 1 John Carlson, 630 ft. to NE 
lines, 1,570 ft. from SE lines of 177-ac. tract in 
M. W. Smith Sur. ..cccccrcccsesse ceccccccccccsceceleD. 1,188 ft; 
and chalk. 


-T.D, 381 ft; drig. 


. Location. 


drig. 


1,522 ft; drig. in. 


ft; standing. 
--Spudded in. 


- Location. 
ft.; no report. 


- Location. 


drig. Serpentine 

Franklin et al’s No. 1 Reimer, 1,200 ft. from SBE line, 
1,400 ft. from most southerly SW line of Sur. 35 ..T.D. 

Fritz Fuch’s No. 2 Wm. Smith, 160 ft. from NB line, 

750 ft. from NW line of N 113 ac. in L. Kimbro Sur..T.D. 
Robinson et al’s No. 1 O. L. Brady, 155 ft. to N ee 
300 ft. to W line, McMillan Sur. ............ oe 
Watson et al’s No. 1 Maggie Kee Brady, 880 vrs. “to 

NW line, 54 vrs. to NE line of Elkins McMillan 
BER. cvccccccedccececentss cence ssudsegeeestsesensesess T.D. 470 ft; 
UVALDE COUNTY 
J. V. Scoggin’s No. 1 Olive Henry, 1,100 ft. rrom N and 
E lines of tract in Hugh Kilgore Sur. ..... 
WEBB COUNTY | 
J. W. Edwards’ No. 1 M. D. Slator, 1,320 ft. to NE 
and NW lines of Blk. 72, Slator Subd. of J. V. 
BorreGe STAR .ccccccsccccccceccowce eveceeceeeee Ts D. 2,060 ft; standing. 
O. W. Killam’s No. 6 Bruni, 160 ft. S 55 deg. W from 
S cor. of Sur, 18, Ranchita Pasture, Borrego grant..T.D. 2,238 ft; abd. 
WILLIAMSON COUNTY 
McLean et al’s No. 2 R. C. Miller, 800 ft. to 8 line, 
100 ft. to W line of tract in B. Manlove Sur. .... 
E. F. Smith’s No. 1 H. C. Braker, 1,600 ft. to SW lines, 
900 ft. to NW lines of EB. J. Mahan Sur, ........... T.D. 613 ft.; S.D. 
R. 8S. Wilson’s No. 1 Gray, 6%-in. csg. set 720 ft. ...... T.D. 1,140 ft; in chalk. 
ZAPATA COUNTY 
Hamilton, Brower & Crow’s No. 1 Slator, 2,111 ft. from 
SW line, 1,980 ft. from SE line of Blk. 1, Subd. 
of Slator ranch in J. V. Borrego grant .............Spudded in. 
Donohoo et al’s No. 1-A Garcia, 150 ft. from NB and 
SE lines of Blk. 7 of Subd. of 700-ac. of Share A, 
Charco Redondo grant .....--sseesesseees ne Sateen T.D. 1,143 ft; standing. 
T. J. Murray’s No. 1 8. Vela, 285 “tt. from ‘NB line, 
158 ft. from SE line of Blk. 145, Doty Subd., Share 
4, El Grullo grant ecececcee 
Phelps, Taegel & Leyendecker’s No. 1 “Martinez, 150 ft. 
to N and W lines of Bik. 15 of 8S. T. Phelps, Jr. 
Subd. “A” of Villa @ramt .....0. ccccccccccccccrce --T.D. 1,982 ft; 
S. R. C. Oil Co.’s No. 1 T. Trevino, 660 tt. to S and E 
lines of Blk. 6, Sur. 60 ...c...-ceceeess ++«+-Spudded in. 
ZAVALA COUNTY 
Adair & Daniel’s No. 1 Gates, 1,320 ft. from N line, 
1,220 ft. from E line of Hooper & Wade Sur. No 13. -T.D. 3,920 ft; 


312 ft; S.D. 


760 ft.; fishing. 


- Location. 
drig. lime. 


- T.D. 670 ft.; 8.D. 


--T.D. 1,669 ft; S.D. 


- Rigging up. 


drig. 


standing. 





Southwest Texas Proven Areas 


Week Ending January 28 
RIDDLE POOL—BASTROP COUNTY 
Company, well, farm name, section and block— 
Ogden & Reed’s No. 8 Riddle, 600 ft. S and E of No. 1 
Riddle in 94.5-ac. tract in Joshua Gray Sur, ....... Rigging up. 
Ogden & Reed's No. 1 Miers, beginning at the intersec- 
tion of the C. L. Riddle and W. M. and Viola Riddle 
tracts, thence W 300 ft., thence S at right angles 
150 ft. in W. H. Leech Sur. peetibestie deca omammnenaed T.D. 2,365 ft; 
Ogden & Reed’s No. 2 J. W. Mears, “600 tt. W of No. 1 
BOM BUF. occcccccecevccsccoccccccocsce cocesccocces Location. 
ae Le Reed's No. 2 Riddle, 600 ft. N of No. 1, J. Gray 


Remarks: 


abd. 


$00 08000 006000 s0besess cotsenee PO >censseecentine Location 
aceon +--+» Location. 
NORMANNA POOL—BEBE COUNTY 
Gulf Coast Oil Co.’s No. 6 Hicks, 600 ft. B of Nichols 
Oil Co.'s No. 2 Hicks ......+-+0+- T.D. 
PETTUS FIELD—BEE COUNTY 
J. L. Mauldin's No. 3 fee, 300 ft. S of No. 1 fee, George 

Te: GOR: . 6000.0 000066600605 20440 4006504 abnnb serene T.D. 3,881 ft; 
Slick-Seeligson’s No. 8 Ray, 800 ft. from SE line, 300 

ft. from NB line of spore lease in George A. 

Meee GOR. oocs coccchencacbensencsoene cccccccssccsccsed-D. 3,889 ft; 
“TULETA POOL—BEB COUNTY 
Conservative Oil Co.’s No. 1 Cloutts, 165 ft. from W 

line, 150 ft. from N line of SW SW SW Sec. 2, of 

Ragsley Subd. of Miller ranch in Uranga Sur. ..... 
Taber et al’s No. 1 Harris, 150 ft. from N and W lines 

of Bik. 13, Sec. 13, Ragsley Subd. of Uranga grant . 
The Texas Company’s No. 2 Cox, 260 ft. from S and W 

lines of SE of SW of SW of Sec. 2, Ragsley Subd. 

of Uranga tract .....+-.. 


American Gas Co.’s No. § W. H. Kennon, 1,750 ft. from 
S line, 2,000 ft. from EB line of 400-acre tract in 
Maria F. Rodriguez Bur. .......sscsceesececseecesesT D. 2,330 ft.; standing. 


seeee Sere et tena teases Ceese 


4,060 ft; 


coring. 


darig. in. 


tested oil and 


eeeee rr 


gas. 


-T.D. 4,323 ft; abd. 


-T.D. 4,328 ft; re-completing. 
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BCKERT POOL—BEXAR COUNTY 
Alamo Nat. Gas ‘Co.'s No. 3 J. H. Gembler, 180 ft. 
from N and B lines of tract in A. Manachaca Sur. 51.T.D. 1,216 ft.; standing. 
Bowman & Richards’ No. 3 Halbardier, 1,920 ft. to B 
along N line of Jose M. Perez Sur. from W of NW 
cor.,, 160 ft. S of N line of same survey «saeeee+-»- Location, 
B. M. Cari’s No. 1 F. Gembler, 160 ft. from nN line, 760 
ft. from B line of tract in J. Montez Sur. .......---T.D. 826 ft.; standing. 
F. H. Eckert’s No. 1 Adolph Brehm, 150 ft. to 5 and 
ak of tract in west part of Boquar Sur. .......---T.D, 726 ft; 10 bbis. 
Eckert’s No. 6 Louis Brehm, 320 ft. 8 of No. 
nee ft. to & line, 480 ft. to EB line, Boquar Sur. .....Moving in rig. 
Gatlin Oil Co.'s No. 16 I. A. Beck, 160 ft. from 8 and B 
lines of tract in J. Montez Sur. ...--sseeescesere -++-T.D, 723 ft; set cag. 
D. C. Pegg’s No. 2 Walter Gembler, 150 ft. to S line, 
160 ft. to EB line of Walter Gembler 20-ac., Mana- 
chaca Sur, No. 61 ....+++.« 
W. R. Swearingen’s No. 11 Halbardier, ‘400 tt. SE of No. 
10 Halbardier, J. F. Perez Sur. .....+++ 4:+++-++++++++Location. 
DUNLAP POOL—CALDWELL LL COUNTY 
Bob Rose’s No. 2-B Walker 46-ac. tract, 360 ft. from 
NW line, 600 ft. from SW line of tract in Solomon 
Seal Sur. weasceeseoece ceeeetoseetteseceseces ToD, 2,872 ft.; waiting for pump. 
SALT FLATS—CALDWELL COUNTY 
Hickman et al’s No. 1 C. A. Dickerson, 160 ft. N of 
cen. of 8 line of tract in John D. Rains Sur. .........T.D. 2,363 ft; 8.D. 
NORTH GOVERNMENT WELLS POOL-—DUVAL COUNTY 
Buckner & Graham's No. 1, Sur. 65 ....sceeeesceeeevces Location on 36-ac. strip off east 
side of Sur. 55. 


eeeeeeer 


Buckner & Graham's No, 1, 330 ft. to 8 and E lines 


Of BEB WO of Bur. 42 ccccccvcccsecdcccccssccevececss: T.D. 2,270 ft; set cag. 
R. B. Byrd’s No, 4 Wright, 1,086 ft. from W line, 330 

ft. from 8 line of Sur. No. 101 ...ceccececccsesetteces T.D. 2,332 ft; C.O. 
R,. B. Byrd’s No. 6 Wright, 330 ft. from. N line, 1,470 

ft. from W line of Bur, 101 2... ce ecce cree nv wveenee Location. 
Central Producers’ No. 6 Tuck-Johnson, 330 ft. to N 

and © lines of SW SW of Sur. 42 .... 14. -se-seencee Rigging up. 
H. H. Coffieid’s No. 6 H. Wendt, 810 tt. to B line, 330 

ft. to BS line, SH NB Sur. 45 ...-.seeccscseees - Derrick. 
W. T. Daniels’ No. 1 F. J. Smith, 330 ft. from N ‘and. 

W lines of SW of NB of Sur. NO. 46 ...ceccceccuves T.D. 900 ft; waiting on boiler. 
Highland Oil Co.’s No. 6 Lundvall, 660 ft. to B of "No. 

a td ce eteebdt.ecetnccecgeesteadee eeeeeee+T.D. 2,281 ft; comp. 45 bbls. hrly. 
Highland Oil Co.'s No. 7 Lundvall, 330 ft. to N "and E 

lines of B% of NB of Sur. 42 2... oc cccccscneceeeees Location. 
Highland Ol Co.'s No. 8 Lundvall, “330 ft. to 8 and E 

lines of 8% of NB of Sur. 42 ..... ccc ees eeeeeeees Location. 
Luse & Russ’ No. 4 Hahl, 330 ft. to 8 and B lines of 

NW of SE of Sur, 46 .ncccccccceccccceceneerseneees T.D. 2,319 ft; drig. in. 
Edwin M. Jones’ No. 1 Luptak, 150 ft. to S and 

lines of NE NB of Sur. 41 2... ec cccccsceeeeneeccees T.D. 2,280 ft; set csg. 
Magnolia Pet. Co.’s No. 3 Brodbeck, 330 ft. from Nand & ' a 

B lines of W% NW NE Sur. edecodedordcrebcedets Spudded in. 
Magnolia Pet. Co.'s No. 3 White, 330 tt. from N and 

W Mmes of Bur. No, 64 2... cecccccscccncsevesences T.D. 1,850 ft; drig. 
Magnolia Pet. Co.'s No. 1 Hahl-Weiderkehr, 330 ft. to 

8 and BE lines of N% NW of Sur. 45 .......--edecees Location. 


Magnolia Pet. Co.'s No. 3 J. W. Riley, 330 ft. to N and 

B lines of SW SW of Sur. 45 .....2--cecccerceveees T.D. 1,920 ft; drig. 
Reynosa Oll Co.'s No. 3 C. W. Hahl, 330 ft. to N and 

W lines of N% NB of Sur, 42 ....ccccccernceccccces T.D. 2,248 ft; set cag. 
San Diego Oil Corp.'s No. 6 B. Riley, 330 ft. from 8 and 

W lines of NW NW of Sur. No. 46 2... cecerqgeres 
San Diego Oil Corp.'s No. 2 L. Bennett, 600 ft. a of 

No. 1, 260 ft. to W line of SE SW of Sur. No, 44. 
San Diego Oil Corp.'s No. 4 B. Riley, 230 ft. from N 

line, 659 ft. from W line of NW NW of Sur. No. o: -T.D. 2,291 ft; abd.; dry. 
San Diego O. & G. Co.’e No. 2 Heller, 200 ft. to 


--T.D. 2,286 ft; drig. in. 


- Location. 


and W lines of SW SB of Sur. 44 ........-e05- - Location. 
Seacord & Putnam's No. 1 Lundell, 330 ft. from 8 and. 
EB lines of NW of NB of Sur. No 60 .....66.-ceeeeee Derrick. 


The Texas Co.’s No. 3 D. J, Freer, N% NB of Sur. 45..Making location. 
The Texas Co.'s No. 4 D. J. Freer, 330 ft. to S line, 

990 ft. to W line of N% NB of Sur. 46 ......-66+-- T.D. 38 ft; set csg.; W.O.C. 
The Texas Company's No. 3 Riggs, 200 ft. from N and 

EB lines of NE of NW of Sur. No. 46 ........eeeees +-T.D, 2,200 ft; drig. 


Violet Oil Co.'s No. 1 M. Webb, 330 ft. to 8 and B { F 
lines of 8% NB of Sur, No. 41 .....cccccccccccecess T.D. 1,536 ft; drig. 
Whisenant et al’s No. 6 Hahl, 330 ft. to N and W 


lines of SW SW of Sur. 44. 
Wilkins Seacoard’s No. 1 Lundell, “330 ft. to 8 and E 
lines of NW of NE of Sur. -T.D. 1,790 ft; drig. 
Windsor Oll Co.'s No. 3 rl 330 ft. from N- 
line, 330 ft. from EB line, B% NW NE Sur. 44 .....-.Locati 
SOUTH GOVERNMENT WELLS FIRLD—DUVAL COUNTY 
Humble Oil & Ref. Co.'s No. 10 White, 330 ft. to 8 line, 
1,660 ft. to B line of Sur. 249 cacceceT LD, 2,266 ft; 
SARNOSA FIELD—DUVAL COUNTY 
Atravasada Oil Co.'s No. 1 P. Henrandez, 330 ft. to 
NW and SW lines of B half of Sur. 674 .......+-+- 
Sarnosa Oil Corp.’s No. & Weil, 660 ft. due 8 of No. 4... 


210 bbis. 


eee eee eeeeee 


-T.D. 1,605 ft; drig. 
.T.D. 2,429 ft; drig. in; running 


tubing. 

Smith & Sreew No, 4-A Duval bevested Ranch Co., oan, 

No. oeccccesecece ++++T.D, 2,361 ft; set cag. 
Sun Oil Co's No. 2 Cuellar (Cano), 150 ft ctrom ‘sw 

and SE lines of B quarter of Sur. No. 676..........+.- Rigged up. 
The Texas Co.’s No, 3-A Duval County Ranch Co., 1,- 

063 ft. to SH lines, 330 ft. to SW lines of N\& of 

Ge BOO Fore O Hie 0000000 0oe0clss chases sseeciesncces 2,465 ft; drig. 


T.D. 
DARST CREEK FIELD—GUADALIUPE COUNTY 

John F. Camp’s No. 3 Sue Denman, 1,026 ft. 8 of road, 

640 ft. to BD line of tract in Wm. "arrington Sur, ....T.D. 3,126 ft; drig. 

SAL-MAR FIELD—GUADALUPE COUNTY 

A. H. Barnholl’s No. 1 Chas, Woehler, 300 ft. to N and 

B lines of 138-ac. tract in G. W. Williams Sur. No. 46..T.D. 1,866 ft; drig. 
A. W. Wormaer’s No. Harris, 160 ft. from N line of 

tract and 160 ft. B of creek in Green Dewitt Sur...... Derrick. 

HORD’S CREEK—GOLIAD COUNTY 

Sam Vanderwelss’ No. 1 Kaufman, 3,700 ft. NE of NE 

line of B. Merrill Sur., 300 ft. NW of NW line of 

Vincente Ramos Sur. ........ -T.D. 4,440 ft; drig. 

ALWORTH ‘FIELD—Jim ‘HOGG COUNTY 
B. C. Cate’s No. 1 B. J. Leyendecker, 70 ft. to B line, 
320 ft. to 8 line, Blk. 10, Sur. 143 ..........+++++.+-T.D, 1,132 ft; standing. 
SANDIA POOL-—JIM WELLS COUNTY 

Crude Oil Royalty Co.'s No. 1 Allen (first carried as 

Hughes & Long's No. 1 Wade), Cen. Bik. 2, Wade 

ranch ececece ++-+seeesRig on ground. 
Larcro Gas & Pet. Co.’s No. 3 Wade. (3.000 tt. 8, "33 deg 


W of No. 2 Wade, thence 1,970 ft. N, 57 deg. W.... Material on ground. 
WERN POOL—KBERR COUNTY 


Sterling O. & G. Co.'s Mo. 2 Willie bt che 470 ft. N, 
160 ft. W of No. 1 ........ Soeahdedesarcccenebeseuss T.D. 935 ft; drig. 
JACOB POOL—McMULLEN COUNTY 
Lefevre & Spice’s No. 1 Jacob, 2,666 . to 8 yd ae 
ft. to B line of J. Peitevent Sur. 


re Pee. 26h eas een one ese veecpecseccecsDh 1,056 ft; 
Tarver & Nance’ s No. 1 J. Dickinson Farm Mtg. Co., 

160 ft. to E line of McMullen County, 200 ft. to NW 

Mnes of tract, or 200 ft. SH of SE line of Campbell 

Berry Bur. «-.ccccscecccee cee 00/0 00s ie aaree Ati changing to rotary rig. 
ADAMS “FIELD—MEDINA COUNT 
Yantis Oil Co.’s No. 1-A Adams, 60 ft. from No. 1 .......T.D. ese ft.; S.D. 

COUNTY 


plugging back. 


SAXET FIELD—NUECES 
Capps and Smith's No. 1 Hutchins, 330 ft. from 8 and 
E lines of 80-ac, tract in George Frank Sur. No, eatetig 5,004 ft; sidetracked; drig. 
980 ft. 


Gibson Oil Co.’s No. 1 F. J. Smith, 330 ft. to S and B 
lines of Shepherd Farm Lots No, 35 ........... «+++ T.D, 2565 ft; drig. 








February 2, 1933 





Gulf Coast Oil Co.'s No. 2 Perkins & Lagasse, 650 ft. 
from N line, 990 ft. from EB line, Sec. 26, Shep- 
herd farm lots ....-+«-+0+-0+: coecscccese Rem 6,060 ft; 
Gulf Port Oil Co.’s No. 1 Isencee, 330 tt. ‘to KN and W 
lines of 300-ac. tract in C. Land seeceeeseeees LOCAtion. 
Gulf Port Oil Co.’s No. 3 Frank Bliss, 1,699 ft. to N 
line, 350 ft. to EB line of 235-ac. tract in J. W. 


plugging back. 


Seared Ge. Ma GE ain c cadre ckciceicccesecsces ED, 4,059 ft; drill pipe stuck. 
Gulf Port Oil Co.'s No. 2 Humphreys. ‘Cirst ‘carried as 
No. 2 Smith), 330 ft. S and B lines of Sur. 406 ..... T.D. 3,434 ft; abd. 
Houston Oil Co.’s No. 2 McGregor, 600 ft. W of No. 1....T.D. 4,570 ft; drig. 
Shasta Oil Co.'s No. 1 Quiros .......2ccee ss ceecnceveees Derrick. 
Texas Coast Oil Co.’s No. 1 Clark-Morgan, 330 ft. from 
8 and E lines of N% of Sur. No. 406.............. T.D. 2,135 ft; drig. 
Texas Coast Oil Co.’s No, 1 Clark-Morgan Co. ...... --Rigging up. 


Titus & Calloway’s No. 3 Lagasse, 330 ft. from N and 
W lines of B half of Bik. 25 of Shepherd farm lots.. Derrick. 
Titus & Calloway’s No. 1 Ran Morgan, 330 ft. from N 
and E lines of W 80 acres of E 160 acres of N half 
of 423 acres of B.S.&F. Sur. No. 403 ......0eeeeeeeses Derrick. 
Violet Oil Co.’s No. 1 McGregor-Polk ............s+0+---- T.D. 1,610 ft; drig. 
WHITE POINT FIELD—SAN PATRICIO County 
Saxet Oil Co.’s No. 19 Rachel «.....ceecseecececceeseceesT.D. 4,919 ft; 
LOS OLMOS POOL—STARR COUNTY 
Austin et al’s No. 1 Kelsey Bass, 150 ft. to N and W 
lines of NW of NW of Sur. 4, Porcions 75, 76, 77, 
Jurisdiction of Camarg@o .....---cccccccsscececseeees Rigging up. 
Brooks O. & G. Co.'s No. 1 Kelsey Bass, 150 tt. from 
N and E lines of NW SW Sec. 6, Pors. 75, 76, 77, 
Sumindlaetion CAMMATHO cobs cedstvcctccccsccccccsccsecs T.D. 385 ft; drig. 
Goodwin & Yantis’ No. 1 Kelsey Bass, 160 ft. to 8 an 
B lines of SE of NW of Sur. 3, Porcions 75, 76, m .«. Rigging up. 
Goodwin & Yantis’ No. 1 Seabury, 150 ft. from N and 
EB lines of N 80 ac. of Share 6, W portion of Por- 
Cham. FE, GOMNBPMO cc ce cic cccccctccsccvcccrenscccccene 
J. B. Harper & Co.’s No. 1 EB. Salinas, 160) ft. to S and 
B lines of 40-ac. tract in Share 16, Por. 75 .......... 
Hooks & Weaver's No. 14 Kelsey Bass, NE ~ Sec. 6, 
Porcions 76, 76, 77, Camargo ........ 
Keck & Keane’s No. 2 Kelsey Bass, 150 tt. from N and 
W lines of NE NB Sec. 6 of Subd. of Porcions 76, 
76, 77, Jurisdiction of Camargo ......+....++eeeees- T.D. 
Los Olmos Oil & Gas Co.’s No. 42 Kelsey Bass, 450 ft. 
from BD line, 420 ft. from N line of SE of NW Sec. 
7, Porcions 76, 76, 77, Camargo ........sceeeeeeeeers T.D. 210 ft.; drig. 
Los Olmos Oil & Gas Co.’s No. 44 Kelsey Bass, 200 ft. 
from E line, 120 ft. from N line of = of NW Sec. 
1, Porcions 76, 76, 77, Camargo .......6-ccceeecceeeee Spudded in. 
Los Olmos Oil & Gas Co.'s No. 45 Keisey “Base, 600 ft. 
from E line, 120 ft. from N line of SE NW Sec, 7, 
Porcions 76, 76, 77, Camargo ....-..eeececceeecceess Location. 
Los Olmos Oil & Gas Co.'s No. 46 Kelsey Bass, 800 ft. 
from B line, 120 ft. from N line of SE NW Sec. 
7, Porcions 75, 76, 77, Camargo ........ pw b0ds's © Location. 
Los Olmos O. & G. Co.’s No. 47 Kelsey Bass, 200 ft. 
to EB line, 106 ft. to S line of NB NW Sur. 7, Por. 
WEST cnvccewecssssesre ; 
Los Olmos O. & G. Co.’s No. 48 Kelsey Bass, 425 ft. 
to B line, 106 ft. to S line of NE NW Sur. 7, Por. 
TARE ccc eds tbc seseess 
Los Olmos O. & G. Co.’ 5 No. 49 Kelsey Bass, 650 ft. 
from E line, 106 ft. to S line of NE NW Sur. 7, Por. 
WIPERS .: aninme cade 6660d 0 6bdb ber ce co recess decccccencs Location.- 
Los Olmos O. & G. Co.’ 5 “No. 51 Kelsey Bass, 425 ft. 
to EB line, 330 » to 8 line of NE NW Sur. 7, Por. 
TOWTOWES cevnceccvesseseccec cbc cbede ceebeteneeessébccs Location. 
Los Olmos 0. & c. Co.’ 8 "No. 62 Kelsey Bass, 650 ft. 
to E line, 330 ft. to S line of NE NW Sur. 7, Por. 
TT ee 
Los Olmos O. & G. Co.’s "No. 54 “Kelsey Bass, ‘415 ‘tt. 
to E line, 655 ft. to S line of NB NW Sur. 7, Por. 
POSNNPEE 06 nb cvcccedccesctescsadede cbceseccrsccocioe Location. 
Los Olmos O. & G. Co.’ s No. 5 Kelsey Bass, 700 ft. 
to E line, 656 ft. to S line of NE NW Sur. 7, Por. 
16-76-77 ..0e00- oe 
R. A. Mitchell's No. i 2 Kelsey Bass, 150 ‘tt. ‘from’ 3 and 
W lines of NW SE of Sur. 8, Subd. Porcions 75, 76, 
77, Jurisdiction of Camargo .......-ssse+eerers-eeees T.D. 212 ft.; standing 
J. P. Moore and C. B. Van Matre’s No. 1 Seabury et al, e 
150 ft. from BE line, 760 ft. from § line ses Share 6, 
Subd. of W part of Porcion 76 ......sesecceeseee- ss T.D. 300 ft: aba 
Cc. L. Sinclair's No. 2 Kelsey Bass, 150 “tt. to 8 line, : ; 
1,050 ft. to W line of SW of SW of Sur. 5, Por- 
GE FE, Fy TU cocccocccceccesse: éoccescevceccecess: T.D. 602 ft.: 
Wells et al’s No. 1 Lenagraf, 160 ft. from N and B ? 
lines of SW of SW - Sur. 7, Porcions = 76, 77, 
Camargo ....... eETrvrerr itt Terr. Ce paecsceettes. T.D. 387 ft.; 
Cormick. 
RIO GRANDE CITY POOL—STARR COUNTY 
Chiquita Oil Co.’s No. 1 Jones & Doyno, 870 ft. to W 
line, 150 ft. to N line of Blk. 5, Share A-77, Por. 
BL, COMIRPEO ... oc occvesccceeosscccccccccccdecccesses Rigging up. 
Mundy and others’ No. 1 Salines, 190 ft. to S and W 
lines of Bik. 12, Share C-38, Porcions 80 and 81, 


set csg.; W.0.C 


D. 934 ft; bailing oil. 


378 ft; standing. 


250 ft; drig. 


1,040 ft; no report. 


. Location. 


++ Location. 


fishing. 


being drilled by 


Camargo .....-- Terre r reer eee eee ere ee eee eee D. 1,460 ft.; standing 
LAUREL POOL—WEBB CouNnTY 
— hey Co.’s No. 2 Garcia & Villareal, 330 ft. W of 
L wccces-- Cee cers eerrcceseeerossersessceess T.D. 2,191 ft; bailing. 
L ry patents "No. 1 ‘Garcia ‘& Villareal, 160 ft. to N 
and W lines of Bik. 2, Sur. 1,099 .......cee--sseuee T.D. 1,780 ft; testing sand 


O. W. Killam’s No. 1 Garcia & Villareal, 150 “tt. to N 
and W lines of SH NE Sur. 1,110 .... 


ee ee 3,000 ft; abd. 
Magnolia Pet. Co.'s No. 1 Garcia & Villareal, 150 ft. — 
from N and W lines of NW NE of Sur. 1,100........T.D. 2,206 ft; 800 bbls 
Newton Drilling Co.'s No. 1 A. Garcia, 2,560 ft. from S sg 
line, 2,340 ft. from W line of Sur. i 62, 2 miles 
SW of Carolina Texas Field .........00---eseceeee--s T.D. 2,080 ft.; standing 
G. B. Parr’s No. 1 Gates et al, 330 ft. to S and E ; ; 
GE es ie i CRO Anne bios oes ct vheccecctacees: Derrick. 
Reward Oil Co., RN ee Location, 
Reward Oil Co.’s No. 1 Caltex Royalty Co., 150 tt. from A ml. SW of Dyck 
N and W lines of Bik. 24, Sur. 768............ee00-- T.D. 2,440 ft; abd. 


Reward Oil Co.’s No, 1 Garcia & Villareal Co., 330 ft. 
from N and W lines of NW SE of Sur. 1,100....... Location. 
R. R. R. Oil Co.’a No. 1 Garcia & Villareal, 330 ft. to 
N and W lines of Bik. 11, Sur. 338 .........-e2eee05- Location. 
Sal-Mar Oil Corp.’s No. 1 Vela, 660 ft. from NW and 
SW lines of Bik. 16, Sur. No. 1,011 ........ceeeeeeees Location. 
Smidon Oil & Gas Co.’s No. 1 Vela, 460 ft. to 8 bcm 
160 ft. to S line of Blk. 14, Sur. 263 ............... T.D. 3,080 ft; 


835 ft; 20,000,000 ft. a 
Smith @ Story’s (Wolcott & Rehmet) No. 1 Sarah ero 


Lioyd, 600 ft. from W line, 150 ft. from S line of 
Co Le ce epeetews Rigging up. 
Geo. EB. Smith's No. 1 Garcia & Villareal, NW cor. of 
Mee, 32, We. BOB, ncccccscccececnkes+c0066be cbece +++ Location abd. 
South Texas Oil Co.’s No. 1 Garcia e Gates, Sur. 272... . Location. 
South Texas Oil Co.’s No. 1 Garcia & Villareal, Sur. 1, 099. - Location, 
South Texas Oil Co.'s No. 5 Laurel, Bik. 9, Sur. 270 ....T.D. 1,525 ft; drig. 
South Texas Oil Co.’s No. 10 Laurel, 511 ft. to E line, 
160 ft. to S line, Blk. 16, Sur. 271 ............0.4.-- 
Whisenant & Trenchard’s No. 1 Duval County Ranch 
Co., 150 ft. to N and W lines, Blk. 17, Zapata 
County School Lands, Sur. 101 ........06--eeceeees Spudded in. 
MOCA POOL-—-WEBB COUNTY 
Moca Oil Co.’s No. 2 Duval County Ranch Co., 1,650 ft. 
to N line, 638 ft. to W line of Bik. 22, Share 3, 
Zapata County school lands ...........cceseeee-eees T.D. 1,780 ft; darlg. 
CAROLINA-TEXAS POOL—WEBB COUNTY 
Foster Barnsley’s No. 2-F Webster, 165 ft. from N and 
E lines of SE of NW of Sur. No. 684 .......-.-++4+- T.D. 2,588 ft; abd 


D. 2,202 ft; set csg. 


. location. 
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ESCOBAS POOL ZAPATA COUNTY 
Norden & Morris’ No. 4 E. B. de los og 200 ft. 
ok a lines, 1,377 ft. to SE lines, Share 7, Comitas 


Sbee Ce OU UE 04 be chile nd ete cocbean .. Abd. location. 

ous e Morris’ No. 4 Pedro de los Santos, 200 ft. to 

SW lines, 1,377 ft. to SE lines, Share 6, Comitas 

grant .-+++e0-* Okbe e's wi pphves dePeds os ove ose weve eas T.D. 1,242 ft; abd; oil and 8.%V. 
The Texas CK, RT BN aio oc bse dec ce cic ccceccees Making location. 
The Texas Co.’s No. 18 Measles, 3,342 ft. to SE lines, 

795 ft. to SW lines of Cerrito Blanco grant ......... T.D. 920 ft.; drig. 
The Texas Co.’s No. 19 Measles, 450 ft. N 74 deg. E of 

No. 15 Cerrito Blanco grant .......6.-0e-seesseeeere Location, 





Wildcat Operations in Louisiana-Arkansas 
(Continued from Page 42) 


qexana Oil Co.’s No. 1 Lawson, 180 ft. W, 600 ft. 8 
NE cor. NW NB Sec. 28-16-9........--ceseecccncee:: Drig. 1,025 ft. 
BOSSIER PARISH 
Breazelle & Steckoll’s No, 1 Nattin, C SW NE, Sec. 
18-22-14 ..ccccccccccrccree Sissons vied e<eb ease ceeee.- Set 6-in. 2,967 ft; swabbed; show 
oll and gas 3,018 ft; S8.D 
Breazelle & “Steckoll’s No. 2 Nattin, 300 ft. S and W, 


NE cor. NW NE Sec. 22-22-14 ........2cee-ceee-seee: Moving in rig. 
Cryer Oil Co.’s No. 1 fee, 2,400 ft. N, 1,080 ft. E, SW 
dame Bel, eee 06 6c ce bebb de coer ene cas dgectcecenec Derrick. 
A. W. Phillips, tr.’s No. 1 Oden, 300 ft. W, 150 ft. N, 
SE cor. NW NW, Sec. 4-18-18 ........--cecesseees Cored 12-ft. sand showing oil; W. 
’ ft. 
CADDO PARISH 
Bolinger & Walker’s No. 1 Thompson, SE SW Sec. 
SeSS-E6. ches casckos: cecesbdecccageccess veedeeecvie: Base chalk 2,126 ft; S.D. 2,207 ft. 
CLAIBORNE PARISH 
Leue Oil Co.’s No. 1 Kimer, Sec, 2-21-7 .....++-0+---+-005 Rigging up. 
A. W. Phillips, Tr.’s No. 1 Jehu Knighton, 330 ft. N, 
$30 ft. E SW cor. NB SBE, Sec. 31-20-7 ............-.- Derrick. 


United Gas Public Service Co.’s No, 1 Meadows, ap- 
proximately 100 ft. 8S, center B% E% Sec. 13-21-5.. 
Webster Oil Co.’s (was Robertson & Aurand) No. 1 
Smith, 200 ft. 8 and E, NW cor. SE NE Sec. 8-21-7..Shale 1,780 ft; S.D. 
CONCORDIA PARISH 
M. M. Stokes’ No, 1 Pan-American Life Ins. Co., 7,300 
ft. W, 300 ft. N, SE cor. irregular Sec. 18-9n-10e 
DE SOTO PARISH 
No. 1 Moore, 330 ft. S, 330 ft. W 


Drig. sandy shale 3,168 ft. 


..Drig. 1,355 ft. 


Baggett et al’s 


PS COR. ee Se - GORD 4.505 ecdte ceavesackesencocee Rig. 
Coker et al’s No. 1 Boone, 200 ft. N and W, SE cor. 
BW NW Gee, 88-1022 occ ccc rece scoccsceccccccce . 8.D. 60 ft. 
Donley & Chastain’s No. 1 H. Smith, 325 ft. W, 600 ft. 
N, SE cor, See. 81-14-16 ...2..ccce ssececcscssseess S.D. 2,470 ft. 
M. B. Gill’s No. 1 W. J. Hill, 330 ft. N, 330 ft. E center 
Sec. 4-10-18 coceeceseptecsccesecs Evoecedereesecccosecs Began drig. Dec. 1; cmtd. 12%-in 
111 ft. 
Mrs. A. L. Ibach, tr.’s No. 1 Rambin, 250 ft. S and E, 
NW cor. NB NB Sec. 82-11-11 .. .w... cece cccneceees Coring 2,192 ft. 
BE. T. Oakes’ No. 1 R. H. Bryant et “al, 200 ft. N’ and 
W, SB cor. NE NW Sec. 80-18-15 ......cccceeseeeee-: Cored Oolitic lime showing oil 
4,240-60 ft; coring 4,615 ft. 
DeSoto Dev. Co.’s No, 1 Nickey, Sec. 7-13-12 ............. Partly rigged up and 8. D. 
Geo. L. Pace’s No. 1 John Cole, 200 ft. N, 150 ft. E, 
SW cor. SH NE Sec. 11-11-11 ........00--seeececessss Rig up. 
G. C. Smith et al’s No. 1 Wollums, 330 ft. N and W, 
BUS COR: GI SOPRBED oc cccciscbeccccccccccesscsees S.D. chalk 1,520 ft. 
BE. J. Stanberry’s No. 1 Naborton O. & ‘s. Co., Sec. 
BB-18-21 wcccccccccceseceesscccccattoseccccessece ..8.D. fuel 1,250 ft. 
State Drig. & Prod. Co.’ 8 No. 1 Wemple, 330 ft. N and 
E, SW cor. NW SW Sec. 14-12-11 .........2-5-0+--- S.D. chalk 1,205 ft. 
Warren & Craig’s No. 1 J. A. beqeecae 150 ft. S and 
W from GC, Bee, B-18-14 oc .cccvcccccsccsscccscces --Drig. shale 2,810 ft. 
Jack Whitson’s No. 1 Sanders, 330 tt. N and E, SW 
Cor. Sec. 19-11-18 ....cesccccccccccrese ereccesecees Tested dry; top Blossom 2,026 ft: 


S.D. for csg.; claim 4-ft. sand 
showing oil; cmtd. 6-in, 2,713 
ft; T.D. 2,750 ft. 
GRANT PARISH 
A. W. Phillips, tr.’s No. 1 Cameron, 300 ft. N, 200 ft. 
E, SW cor, SW NW Sec. 26-7-3W ....-2.-00---eeeeee Cmtd. 10-in. 60 ft; S.D. 
0. Robichaux’s No. 1 T. M. Bradford, 1,870 ft. EB, 314 
* ft. 8S, NW oor. Bec. 16-9m-10 .. 1.2... cc ccccccrccceses Derrick. 
H. H. Temple’s No, 1 Edenborn Est., 2,640 ft. EB, 550 
ft. S, NW cor. Sec, 20-7-3W .... cc cccccccceccccesses Derrick pattern. 
H. H. Temple’s No. 1 Guaranty State Bank, 200 ft. E, 


200 ft. 8S, NW cor. Sec. 9-5-1.........ccccceees .- Location, 
MOREHOUSE PARISH 
Feazel & Kaill’s No. 1 Davenport, Sec. 28-21-6e ........ S.D. 2,510 ft. 
H. G. Samson’s No. 1 Barnes & Sullivan, NE cor. SW 
On, RE Wa 24 ¢ caWhis o¥ ao te bce Cow d ube c06.60 00s 459 6% Rigging up. 
H. W. Snowden’s No. 1 Meyers, 330 ft. S and E, SW 
Cor. NIB WEB Bee. 16-88-T7e ...ccccscc ccvccs-cccssss -8.D. 30 ft. 


NATCHITOCHES PARISH 
Allender & Rasmussen’s No. 1 Cane River, 330 ft. N 


and W, SB cor. Sec. 61-6n-5W .......-seee-eeeeres S.D. 100 ft. 
W. M. Coates’ No. 1 Ross Olive, Sec. 10-9-10, 660 ft. 
8 and E from cen, of Sec. ........ sce eeeeeees-eeee-S.D, fuel, 


2,150 ft. 
J. B, Oil Co."s No. 1 Hankins et al, Sec. 67-10-7 ...... S.D. 670 ft. 
Natchitoches Pet. Co.’s No. 1 Edenbarn, 2,240 ft. W, 
1,320 ft. S, NB cor. Sec. 4-11-6w .....-..-+2+.4- ° 
Sampson et al’s No. 1 Friedman estate, 406 ft. N, 428 
ft. E SW cor. Friedman estate in Sec, 52-7-6 . 
Texana Oil Co.’s No. 1 Clark-Morris Lbr. Co., 878 ft. 


. Coring chalk 2,589 ft. 


Moving in rig. 


N, 660 ft. HB, C, Sec, 28-B-6 ... ccc cvccrcccccceseecss Set 6%-in. 3,300 ft.; tested 8.W 
3,475 ft. 
OUACHITA PARISH 
Inabnet & Pipe’s No. 1 Van Horn, 1,980 ft. N, 660 ft. E, 
Se OG, DE bb cours coves eeesoce¥eedce Cosvdces ses .Rig up; W.O. 
Milhivan Gas Corp.’s No. 1 W. Va. L. & T. Co., 1,980 
ft. E, 1,320 ft. N, center Sec. 10-17-5e .............- Location. 
Monroe Oil & Royalties Co.’s No. 1 Thieler, 150 ft. N 
and BE, SW cor. SE NW Sec. 34-18-2e .....-+.0+--++- S.D. 2,575 ft. 
RAPIDES PARISH 
Evers & Collingsworth’s (was A. G. Beck et al) No. 1 
Hickman-Simmons Lbr. Co., 330 ft. S, 330 ft. W, 
NE cor. SW SW Sec, 82-4-le .......seeceeeeeereces Derrick. 
Pet. Industries, Inc.’s No. 1 Lee Lbr. Co., 330 ft. N, 
300 ft. W, SE cor. NW SE Sec. 13-5n-2e ..........- Derrick. 
RED RIVER PARISH 
Edward & Clay’s No. 1 Delta Pecan Co., 1,600 ft. N, 
450 ft. BE, SW cor. Sec. 27-18-11 ........-+.-e+e0+---+ 8.D. 1,700 ft. 
H. M. Jones’ No. 1 A. N. Sample, 330 ft. S, 330 ft. E, NW 
COP. SoG. WG-BbeAL .cncccccrccrsrcvcessssccecevese:-e - Location. 
G. T. Shaw et al’s No. 1 Wilkinson, 300 ft. N, 460 
ft. W, SE cor. NE SE Sec. 4- — WemGe.ee os +09o 4 obs Cmtd. 6-in. 2,500 ft. 
RICHLAND PARISH 
Humble Prod. Co.'s No. 1 fee, SW NW Sec. 11-14-6 ......Location. 
SABINE PARISH 
Craft & Primm’s No. 1 C. Alford, 720 ft. 8, 460 ft. E, NW 
cor, SW NW Sec, 18-17-10 ......--cecercessece-soeees Cmtd. 6-in. top marl, 2,537 ft. 
Ellis & Dumas’ No. 1 Pickering Lbr. Co., SE SE Sec. 
te EE A rE iE ery = Moving in rig. 
Flinchbaugh & Myers’ No. 1 Aaron, 250 ft. S and BE, 
re GR ee, wo a cngevare Rigged up on second hole; W.O. 


R. L. Gay, tr.’s No. 1-A Long Bell Lbr. Co., 430 ft. 8, 
200 ft. W, NE cor. NW NW Sec. 10-8-13 
T. Henderson’s No. 1 Sistrunk, 450 ft. N, 150 ft. W. 


C, Sec, 9-9-18 ........00. idaho tae he oanvnens se Cmtd. 6-in. 1,670 ft; bailed dry 1,- 


999 ft; will use acid. 
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For Remote or Exposed Places--- 


a Lighter, Simpler, and 
More Self-Protecting 


REGULATO 


ECAUSE of lighter weight 

and greater compactness and 
because they are less subject to 
disturbance by meddlers wheag 
used in exposed places, spring- 
loaded regulators are sometimes 
preferable to those of the lever 
type. For such requirements the 
Fulton Spring Type Regulator 
will be found thoroughly depend- 
able and satisfactory. Sizes, 2- 
inch to 3-inch, inclusive. Made 
for high or low pressure service. 
High-pressure reduces from 300 
pounds to anything between 10 
and 50 pounds. Low-pressure is * 
suitable for the reduction of a 
maximum inlet pressure of 50 
pounds to an outlet pressure not 
exceeding one pound. Full infor- 
mation on request. 








Fulton Spring-Type Gas 
Regulator for High or 
Low Pressure 


The Chaplin-Fulton Manufacturing Company 
28-40 Penn Avenue Pittsburgh, Pa. 


FULTON REGULATORS 





note sein Came st Cored hard lime and shale 7,043 ft. 











BUILT and ERECTED 


The engineering department of GRAVER offers you expert service in 
modern economies of design and erection. We are equipped to build 
and erect field storage, refinery bulk plant, service station and truck 


tank equipment of steel plate construction with necessary fittings, either 
to your specifications or designed to your needs. GRAVER manu- 
facturing and fabricating facilities are unexcelled, yet production costs 


are low. GRAVER experience and responsibility are long stand- 
ing. GRAVER field erection is recognized for its good workman- 
ship. Let GRAVER figure on your work. 


GRAVER TANK & MFG. CORP. 
Ne Ses See ee ; Indiana 
icago, 332 So. brags gua Pein 9d in Principal Cities. 








Manufacturers and Erectors—Special Steel Plate Construction—Water 
Conditioning Equipment. 


Nearly 75 Years in Steel 
1 foha-Me doleolalaohatela’ 


















the 
ts last as long as 
Velen — they require no shellac, 
7 eamy be used again and — 
Sy 
For quick repairs on me a, 


S, 
ay and dictel ‘ifamoid sheet packing. 


With a knife or ball-peen hammer, you 


complete set 
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t quality. 
gasket of the rere tment offers you 


on gaskets in quantity. 


Our large gasket depar 


splendid service 


We can be of real assistance to 
you on your gasket problems 


king ~aeisot Gaskets 
does not handle, write to 
id Co., Worcester, Mass. 


Sheet Pac 
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Ross-Meehan Foundries 


Manufacturers— 
RIVER CLAMPS a Specialty 


Williamson Multispeed Winch for Oil Fields 
Williamson Drum Units 
Electric Steel Castings, Electrically Annealed 
“Certified” Malleable Iron Castings 
“Meehanite Metal” Castings 
Gray Iron Castings 
Special Analyses Castings for— 


Oil Producers and Refiners 
Chattanooga, Tennessee, U.S.A. 











Classified advertising is productive from a 
standpoint of unit cost per inquiry running as 
low as 3c per reply. 


Why waste time and money dickering 
around when you can reach your prospects 


through the medium they have chosen themselves? 


Ghe Or ana GAS JOURNAL 


TULSA OKLA. 


Classified Department 
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Helis et al’s No. 1 Sabine State Bank, 350 ft. N an¢ 
W, SE cor. SW SW Sec, 28-8-11 ......-.6-ee00-ee0e+.Cmtd. 6-in. top marl, 2,236 ft: 
bailed dry; arranging to deepen: 


T.D. 2,345 ft. 
Ab gd No. 1 Garcia, 200 ft. S and Ww. NE cor. NW 
BF re eS Te T.A. 2,070 ft. 
a. B Jordan’s No. 1 Dew, 330 “e N, ‘340 tt. B, SW cor. 
SW SH Sec, 84-8-11 ... 0... 0 eee e eee reeeceseee-ceee-Cmtd. 6-in, 2,351 ft; 500 ft. fiuig 


arranging acid test; T.D. 2: 
635 ft. : 


G. W. Langley et al’s No, 1 Me ag Lbr. Co., 330 





ft. 8 and W, NE cor. Sec. 16-5-9. «+eeee++- Derrick. 
Geo. LeGrand’s No. 1 McGough, 300 tt. 7 4 300 ft. E, 
NW cor. SW NW Sec. 2-8-10 ......0000--6- eeeee- B.D. 2,410 ft. 
Cc. D. Loe, tr.’s No. 1 Whitney, 330 tt. hy and Ww, SE 
cor. NW NB Sec. 12-9-14 .......... Coccee oveeecta 8.725 ft. 
Ben Merritt’s No. 1 Lucins, 400 ft. N, iw 
cor. SW NB Sec, 4-5-12 ........ - Derrick. 
H. W. Perritt’s No. 8 Brown Lbr. Co, sis ft. 8, “465 
ft. W, NE cor. NW NB Sec. 81-8-10 .......-s000-s +--Cmtd. 6-in. top marl 2,529 ¢- 


tested dry 2,600 ft; S.D. repairs 
2,604 ft; T.D. 
Roy Raines et al’s No. 1 _— 720 ft. B, 700 ft. N, 


SW cor. SW SH Sec, 8-8-10 .. 2.26 ce ecceerccseccee- S.D. 830 ft. 
Reeves & McNeely’s No. 1 Ponder, 336 ‘tt. 'N and Ww 
from C, Sec. 15-7-11 ....... epecésucees 2 Seseee doeveos ame arig. Nov. 7; ‘cmtd. 10-in 
1 ft 
Thornton et al’s No. 1 S. S. Martinez, 355 ft. S, 330 
ft. W, NE cor. SH NE Sec. 4-7-1383 .........see-eeeee- S.D. 2,048 ft. 
Otis A. Roberts’ No. 1 Sabine Lbr. Co., 224 ft. 8, 481 ft. 
W, NB cor. SW NE Sec. 5-7-13 ... 1... cee cc cece cccecs 8.D.; W.O. 2,500 ft. 
Roberts & Sledge’s No. 1 La. Long Leaf Lbr. Co., 290 
ft. N, 468 ft. EB, SW cor. NE SE Sec. 29-8-10 ........ Derrick. 
Roberts & Sledge’s No. 2 Sabine Lbr. Co., 803 ft. W, 
796 ft. N, SW cor. SH SW Sec. 5-7-12 ........--00-05-- W.O.S.R. 2,480 ft. 
Roshko & LaBane’s No. 1 Maines, 427 ft. E, 114 ft. N, 
SW cor. SH SH Sec. 35-8-11 ....... 2c cee eeeecvees S.D. 1,650 ft. 
CONVERSE DISTRICT 
Alford & Cleary’s No. 1 Jackson, 330 ft. N and B, SW 
cor. BH NW Gec. 10-9-13 ........ccccscccccesceseesss Location. 
Alford & Cleary’s No. 1 Patrick, “330° it. 8 and W, NE 
GaP. GW TH MOG. BeBoBS: oo nck cee vedic evcecccne Location. 
Cloud & Bolin’s No. 1 Bowman-Hicks, SE cor. NE NE 
BOG, BB<B-BS oc cccccceces Covconeéetdes SFE Pe eee 8.0. and S.W.: arranging t e| 
en; T.D. 2,220 ft 
Evans Bros.’ No. 1 Cranford, 300 ft. S, 300 ft. W NE 
GOOG: GEE GE, Bee, BO-BoBS oo. occ vascvicess csecceccces Cmtd. 8-in. top marl 
T.D. 1,507 ft 
H. P. Key’s No. 1 T. J. Paul, 120 ft. S, 110 ft. W, NE 
cor. Bik. 26, Converse townsite in Sec. 10-9-13 ...... Location. 
Lambert et al’s No. 1 Edwards, 300 ft. S and E, NW 
oy Gee Seer GO SOMBRERO. oes capdedeesy ee. diescreces Rigging up. 
H. C. Lessenger’s No. 1 £7 peenened 330 ft. S, 330 : 
$0. HL WW eer. Bee. 18<B-48 .. . wc ceccccessscccee-ce Derrick. 
Lee & Burnett's No. 1 Burckett, 330 tt. N and W, SE 
cor, NW SW Sec. 10-9-138 ........cceeccvee- ... Tested dry 1,795 ft; Wo 
Hy Rockmill’s No. 1 Cassell, 830 ft. S, 330 “tt. Ww. ‘NE 
ee SD avleb.oudipd dus 6 Odd 4rd 0g0e06060.0'0 66:0 0 Derrick. 
Chief Of] Co.’s (was Rockmill et al’s) No. 1 Bowman- 
Hicks, 330 ft. S and W, NE cor. NW Sec. 36-9-14....Cmtd. 8-in. 1,628 ft; drig 1g 
Nick Barbare’s No. 1 Ryals, 330 ft. S and E, NW cor. 
EE Wis obSb S04 COREE acon sébebede cca dase ..Cmtd. 6-in. 1,515 ft.; top sand 
1,535 ft; tested dry; W.O.; T.D 
1,555 ft. 
Rockmill et al’s No. 1 Patrick, 330 ft. S, 330 ft. E, 
ee es Ee EP GR, DOMOEE coccccncsccecess s+ceses Rig up. 
@. M. Self’s No. 1 Paul, 330 ft. N and W, SE cor. NE 
nT ori o.L> 6 dia as cele’ 6 pula £004060 vs b ee cee Derrick. 
Service Drig. & Royalty Corp.’ s No. 1 Whitney Corp., 
330 ft. N and W. SF cor. Sec. 82-10-13 ............ --Drig. chalk 2,100 ft. 
Ben Youngblood et al’s No. 1 Burket, 330 ft. S and 
W, NE cor. NH NW Sec. 10-9-13 ............-02025.. Derrick. 
Roshko & Labarre’s No. 1 Maines, 427 ft. EB, 114 ft. N, 
ee Cam, Gib WM 0G. BS-B-18 2 ccccccccccscccecce: ...Fishing for bit; T.D. 1,072 ft 
Sabine Prod. Co.’s No. 1 oe Corp., 150 ft. N and 
B, SW cor. Sec. 4-9-1838 ............. Poderveneccceoces Top mar! 1,470 ft. and emtd. 6-in 


drig. 1,730 ft.; tested S.W., sma"! 
show gas 7,184 ft; S.D. 2.207 ft 
Skidmore & Mize’s No. 1 Stoker, 440 ft. N, 225 ft. E, 


SW cor. SH NW Gec. 88-8-10 ............000-- sees eee S.D. 1.450 ft. 
Cc. W. Smith et al’s No. 1 Pattison, 330 ft. S and E, 
NW cor. SH NW Sec. 88-10-11 ........cceceeeee-es -Junked; W.O. 3,100 ft 
Southland Drig. Co.’s No. 1 Frost Lbr. “Co., "330 ft. N 
and W. SE cor. NH NE Sec. 18-9-11 ............ -.-.8.D. fuel, 2,337 ft. 
Triangle Drig. Co.'s No. 1 La. Long Leaf Lbr. Co., 330 
ft. N and W, SB cor. Sec. 11-6-11 ................. --S.D. 4,013 ft. 
W. M. Ungerman’s No. 1 F. Cross, 63 ft. S, 146 ft. W. 
Bee ee Be ee I REE ccc ccccccccescepesiccces Cmtd. short string 414-in 
drig. chalk 2,520 ft 
Zwolle Prod. Co.’s (was Baird Bros.) No. 1 Tatum, 
i a aE ee ee eee Drig. 1.750 ft 
TENSAS PARISH 
BH. V. Schumacker’s No. 1 Currey, 1,320 ft. S, 1,320 ft. 
OG See GG OU ENCED. Su péae ck aeeueseneesSbbenecess Drig. 3,655 ft 


UNION PARISH 
B. 8S. Goens et al’s No. 1 Frost Lbr. Co., 330 ft. S and 
BE, NW cor. Sec, 17-22-2e ........ betnnetbbab iden. -Cored sand showing gas 1,045-4% 
ft.; S.D. 1,050 ft 
W. D. Wingfield et al’s No. 1 Union Sawmill Co., 330 


ft. N and B, SW cor. Sec, 27-28-le ..............+.- Fishing drill bit and collar D 
2,838 ft 
VERNON PARISH 
Barl Jones’ No. 1 Willis, 350 ft. N 400 ft. E, SW cor. 
ee ee Ry I nce cvewenscccacéiccvocccecsccs .-S.D. 820 ft 
Liano Co-operative Colony’s No. 1 fee, NW NE Sec. 
SO cccocsewscsssees cccccecévec Seesre He SSF ea Arar Fiching reaming tool; T.D. 2.- 
637 ft. 
WEBSTER PARISH 
J. B. Bundy’s No. 1 Walker, 300 ft. S, 300 ft. W, NE 
eee Beer. Cy SPE bine « e600 0c wnlee coccesseove- Derrick pattern. 
R. E. Silvey et al’s No. 1 Drake est., C NE NE Sec. 
OR ee eee ae Drig. shale and lime 2,839 ft 


WEST CARROLL PARISH 
Mamie S. McCurry’s No. 1 Richard & Donnaw, 300 ft. 


N and B, SW cor. Sec. 13-19-9e ............ .. Rigging up. 
WINN PARISH 
P.V.T. Of! Co."s No. 1 Southern Paper Co., 150 ft. S 
and W, NB cor. SW Sec. 28-18-38 ............. page oon 8.D. for 8-in. csg. 1.059 ft 


CLEBURNE COUNTY 
Frank 8. Craver et al’s No. 2 Doniphan Lbr. Co., 700 
N, 200 ft. B, SW cor. SW Sec. 34-11-9 ............ 8.D; W.O. 3,400 ft. 


co. 
Kendall Of! Co.’s No, 1 Fullenweider, 300 ft. S and EB, 
NW cor. NH NE Sec, 13-17-22 -Cmtd. 6-in. 2,460 ft.; claim show 
ofl and gas 2.520 ft.: hailed 
down 1,100 ft.; SW. show 


eeeeee ee ee 


HEMPSTEAD COUNTY 
A. G. Bagnell’s No. 1 Trottner & Rhinehart (was re- 
ported Rhinehart & Trottner’s No. 1 C. H. Jones), 
330 ft. N, 330 ft. EB, SW cor. SW SW Sec. 2-13-26... Derrick. 
JEFFERSON COUNT 
R. V. Harrell et al’s No. 1 McGoughey NW or. Sec. 
22-7-10 ....... eeccese 08566065 6O8 bee 6an 0 6etee cbnces Drig. 450 ft. 
LAFAYETTE COUNTY 
Chas. McDonald's No. 1 Allen, 400 ft. N and W, SE 
cor, SH SW Sec. 2-19-26 ............. wes sade Kats Drig. lime 2,940 ft. 
Sam EB. Wilson, Jr.’s No. 1 ‘Smith, 330 ft. 'N and E, 
SW cor. NW SE Sec. 24-19-25 
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LINCOLN COUNTY 
wrence M. Cook, tr.’s No. 1 McGhee Planting Co., 
420 ft. S, 220 ft. W, NE cor. NE SW ............... Drig. 3,420 ft. 
LITTLE RIVER COUNTY 

American Portland Cement Co.’s No. 1 fee, 1650 ft. 8 


and E, NW cor. SW NB Sec. 21-12-32 .............-- Cmtd,. 10-in. 100 ft; drig. 965 ft. 
ua. EB. Sanderson's No. 1 Hale. 1,200 ft. E, 800 ft. N, 
sw cor. SE SE Sec. 22-12-29 .............++-.++..--S.D. 1,405 ft, 
MILLER COUNT 
Baker & McMurray’s No. 1 Andrew Rose, 150 ft. 8 
and W, NB cor, NE NW Sec. 4-16-26............ rr » of 10-in. cmtd. at 
Capt. EB. Byrd’s No. 1 Miller Land & Lbr. Co., 1,320 ft. 
N and W, SE cor. Sec, 29-18-27 ...... Seccvvccouse -- Derrick. 
John M. Burnham’s No. 1 E. L. Beck, 150 ft. N and 
EB SW cor. SW NE Sec. 33-15-26.......... ovvsesee wt Rigging up. 
John DeGrozier’s No. 1 Andrew Rose, 150 ft. S and E, 
NW cor. N% N%& NW NW Sec. 4-16-26..... «sess Location, 
John DeGrozier’s No. 2 Andrew Rose, 155 ft. S and E, 
NW cor. N% NE NE Sec. 4-16-26.........00---eeee: Location. 
Duluth-Ark, Oil Co.’s No. 1 H. E. Beck, 150 ft. N, 170 
ft. E, SW cor. NW SW Sec. 34-15-26......... 020005 Coring 2,992 ft. 
-Ark, Oil Co.’s No. 1 Price, NW cor. NE Sec. 18- 
coy aanenieee ROE, ES > RE 2° ES iE i Fp = Derrick. 
Fitswater et al’s No. 1 C. J. Norsen, SW cor. SE SW 
Sec, 20-15-27 .......-++--s mintigsdSne «ve ees bncdeeee tee alee Ob 
Fitzwater et al’s No. 1 Fouke, 150 ft. 8 and W, NE 
OF. BSG, WeBFeET cccccsccccccccvcccccccccecvccsoess .Cmtd. 12%-in. 105 ft; S.D. 
Lee L. Foster’s No. 1 Geo. Jones, 660 ft. N, 200 ft. W, 
SE cor. NW NW Sec. 29-16-26........05.ceecceeeenes Drig. 1,240 ft. 
Jenkins Bros.” (was Roy Jenkins et al’s) No. 1 B. F. 
Smith, 330 ft. W, 330 ft. N, SE cor. SE SE Sec. 
BD- 46M. Does ite cen 0 Sere pie shi ckene «04 Drig. 2,880 ft. 
Jenkins Bros.’ No. 2 Smith, 150 ft. S and W, NE cor. 
SE SE Sec. 32-16-26. .....++..--eeecvesces bes ovenecee Location. 
Jenkins Bros.’ No. 3 Smith, 150 ft. 8S, 710 ft. W, NE 
Gee, Ge ee I PEs 600 eve cescecsenceccccccce -- Location. 
Jenkins Bros.’ No. 4 Smith, 150 ft. 8 and E, NW cor. 
BW Bee. 88-15-86 .occ. ccc cccvccccscccccccccscces Location. 
Bob Manziel’s No. 1 B. F. Smith, 150 ft. N and W, SE 
cor. 8% 8% NE NE Sec. 32-15-26..........-.06. ---Began drig. Jan. 18; 10-in. 202 ft; 
drig. 1,320 ft. 


Bob Manziel’s No. 2 Smith, 150 ft. N, 660 ft. W, SE 
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KEEP PURE DRINKING 





P “Ure... 


clear drinking water 


When you have a GOTT 
Water Cooler handy, you 
will always be assured of a 
fresh supply of pure drinking 
water kept delightfully cool. 
Order one from your supply. 
store... now! 





H.P.GOTT MFG. CO., Winfield, Kansas 


WATER ALWAYS HANDY 








cor. NE SE Sec. 32-15-26.......-..++0. Cocesccecesess Location, 
Bob Manziel’s No. 3 Smith, 150 ft. N and EB, SW cor. 
NE SE Sec. 32-15-26......... ooeecceeveson pebccceces Location. 
Molar Oil Club’s No. 1 A. M. Gibson, NW cor. SW Sec. 
80-18-27 .....2--00- eeccccessccese C0 aR ecceggecccesese Derrick 
Cc. H. Nelson et al’s No. 1 Rose, 155 ft. S, 155 ft. W, 
NE cor. SBE NW Sec. 4-16-26 ........00--cecrecesees Drig. hard sand 2,560 ft. 
W. E. Noel et al’s No. 1 Dickson hrs, 1,980 ft. W, 
660 ft. S, NE cor. Sec. 11-20-27 .. osccecede 8.D., W.O. 2,600 ft. 
R. M. Olds’ No. 1 E. D. Olivet, 150 ft. S and W, NE 
cor, NB SW Sec. 4-16-26... ....-cccccccccceesscvcces Location, 
J. D. Reynolds’ No. 1 B® L. Beck, 450 ft. EB, 250 ft. N, 
SW cor. SW SB Sec. 35-15-26........ccceeeeessceees Location. 
J. D. Reynolds’ No. 1 B. F. Smith, 150 ft. N and W, 
SE cor. SE SW Sec. 33-15-26...5....24.-c0-seeeees .. Location, 


John C. Rogers’ No. 1 Price, 230 ft. 8, 400 ft. EB NW 
cor. NW NW Sec, 17-16-25 ........eeee-seeeeseee. «Rig up; 8.D. 
E. H. R. Sabens’ No. 1 E. V. Olivet, 150 ft. S, 907 ft. 
W, NE cor. NE SW Sec. 4-16-26 .......cecceseecees Location. 
Simon & Birdwell’s (was C. E. Starr’s) No. 1 Barker, 
330 ft. S, 150 ft. E, NW cor. NW SE Sec. 31-17-26... Began drig. Jan. 22; 10-in. 197 ft. 
Sorrells & Tidwell’s No. 1 Roy McCowan, 660 ft. S and 
EB, NW cor. NW SB Sec. 22-15-28 ..... ee ..-...Set 10-in. 106 ft.; top Nacatoch 
778 ft.; S. D. 
Stephens, Byers & Sartain’s No, 1 Lowe, 600 ft. S, 200 
ft. 


E, NW cor. SE NW Sec. 14-16-27 ......0-eeee08: Coring 3,023 ft. 
A. C. Taylor’s No. 1 Williams, 150 ft. N and BE, SW 
cor, SW NB Sec, 5-16-26 ........cccee-sesccsccess Location. 


OUACHITA COUNTY 
Chas. Steele et al’s No. 1 Anderson, 155 ft. 8S, 150 ft. 
BE, from center Sec. 36-12-18 ........-+eesee--eeecees T.D. 1,016 ft. 
PRAIRIE COUNTY 
Powell Creek O. & G. Co.’s No. 1 Kloss, NE SW Sec. 
BARK GW cccccccccccecccccccccccecesccseccoces +++++esPartly rigged up end 8.D. 
UNION COUNTY 
Graves, Ferguson & Fuller’s No. 1 Patterson, SW cor. 
NE NE Sec. 81-19-16 .......eseeeees bpsedeceedobeses Began drig. Dec. 23; cmtd. 10- 
in. 103 ft; S.D. 
Mamie McCurry et al’s No. 1 Rowland, 200 ft. N and 


MR OW Ger. WEG: On8O8E on cccccvesce cece ccocccccsece. Derrick. 
Pigeon Hill Oil Co.’s No. 1 Union Sawmill, 150 ft. 8, 
100 ft. E, NW cor. NE NE Sec. 9-17-12 ...........- Drig. red shale 3,175 ft. 


Wilson & Chapman’s No. 1-A D. Norman, 330 ft. 8 
and BE, NW cor. N% NE SE Sec. 3-18-13 ............8.D. 1,678 ft. 
WOODRUFF COUNTY 

B, F. Thompson's No. 1 Rosser, 500 ft. N and E, SW 


OOP. BE GP Bee. TG BW occ cs ccccccccveessccccce. Reported abd. in error; drig. gum- 
bo, shale and streaks of lime 
732 ft. 
° YELL COUNTY 
(Cable tools) 
Rainbow Oil & Gas Co.’s No. 1 Barrett SE cor. NE NE 
Sec. 16-bm-34 ... cece rcccccee COTSCOSCOSSCDOBSEseCK ee S.D. 278 ft. 
East Texas 
BOWIE COUNTY 
Roy Anderson et al’s No. 1 Breckenridge, center 465-ac. 
Breckenridge tract in Nancy Dycas Sur. ............ Coring 3,030 ft. 
Tom Bell et al’s No. 1 Mars, 1,800 ft. N, 2,160 ft. W, 
NE cor. 465-ac. tract in O. D. Watson Sur. ......... Drig. shale 1,616 ft.; (C.D.). 
Lanford et al’s No. 1 W. W. Whybark, 200 ft. S, 200 
ie We er Wee Se UE, WGP BOM wcccctcceecscccecsss:. S.D. 2,248 ft. 
CASS COUNTY 
Davis & Digg’s (now Joiner Pet. Co.'s) No. 1 Roy Bryan, 
SW cor. Roy Bryan 88-ac. tr., Albert H. Latimer 
DUES thasteentetiges depen seecececeereesseessesSD, 2,860 ft. 
©. E. Murdock’s No, 1 First National Bank, Evans 
ME MEE Co bs becade che cdetcemsnsnddee <acscennes oe 8.D. 4,390 ft. 
. HARRISON COUNTY 
Flanagan & Foster’s No. 1 Davidson, 330 ft. N, 330 ft. 
ry ee We Ws MEET MENS v vcccacescp cadcusas eds Began drig. Jan. 14; 10-in. 112 ft; 
drig. 960 ft. 
Great Eastern Oil Co.’s No. 1 Rudd, Wm. Steele Sur. ....i0-in. 96 ft; 8-in. 846 ft; smal) 
= Pa ft; cmtd. back to 1,- 
5 ft. 


4. E. Roscoe et al’s No. 1 Vever Towell, NW cor. H. T. 
Edwards’ 340 acres in Louis Watkins Sur. ......... Drig. shale 3,708 ft. 

MARION COUNTY 

Baunoch Dev. Co.’s No. 1 Miller, 725 ft. N, 1,470 ft. B, 
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TANK 


FITTINGS 


Sear H. Fulgram Sur. (was Gist, Claunch & PROVEN BY 
Geo. Hindeman et ai's No. i ¥. V. Lindsey, 3,500 ft, “°*Dine to bottom; T.D. 4,586 tt. WORLD-WIDE USAGE 






8S most northerly N line, 3,555 ft. E most easterly 

W line, Alexander Albright Sur. ...........-.......-. 8.D.; W.O.; Georgetown lime 3,- 
Star: 701 ft. 

ling & Preston’s No. 1 Henderson, R. Bennington 

i ME EU b6s<ke ocndt ocean aes op-d amine ical ---Drig. chalk 2,570 ft. 
a, PANOLA COUNTY 

ter-Skidmore et al’s No. 1 C. J. Wooten et al, 785 

ft. N, 185 ft. E, SW cor. C. J. Wooten tract in P. 

PI 231 odlsisncuas too. - senkmaincmag ooukisedcees - Saeattee: 
Hampton Drig. Co.’s No. 1 Lioyd Thompson, 330 ft. N, 

330 ft. W, NW cor. C. Flanagan Sur. in Allen 

Coe eerecceseccsccsceccesseescesecess --. Location. 

Root-Skinner’s No. 1 Daniel, 600 ft. N and W lines, Mrs. 
z Gerrell 100-ac. tr. SW cor. Isabel Hanks Sur. ....... 8.D. for D.S. 740 ft. 
 L. Nelson et al’s No. 1 J. Williams. 300 ft. 8, 700 ft. 

W, NE cor. Williams’ 67-ac. tr., James Hanks Sur....8.D. 3,055 ft. 


THE OIL CONSERVA- 
TION ENG’G CO. 


877 ADDISON RD. 
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OHIO. 








JERGUSON 
REFLEX GAGES 












are ideal for gasoline, 
kerosene, steam, oil. No 
matter what the color of 
the liquid, they show the 
level in BLACK. 


The 
empty 
space 


appears 
WHITE 


The 
Liquid 
shows 


BLACK 


ee el 
SOE A 


a eo 
oe 6, 


Safe and durable at high- 
est pressures and temper- 
atures. Furnished with or 
without valves for every 
type of service. Write us. 


Jerguson Gage & Valve Co. 


M A d N 
yee are orthern Artery 








RED RIVER COUNTY 
Ry meng 4 Ss 780 
Oe a aa oe ee eee te ee see fe 
Peer} Se for fuel 2,827 ft. in lime. 


eee eeneee 


N, most southerly Hey . 220-ac. tract in 


ELBY 
J. H. Francis’ (now Bob Chew et al’s) No. 1 John 
Mims, Mary Smith Sur. ..... eeececcccececees Tested Gry 2,842 ft; B.D. 3,488 ft. 
General Minerals Co.'s No. 2 Pickering _ Co., 600 
ft. N, 400 ft. B, SW cor. D. S. Height Sur. .Cored lime 4,005 ft; arranging 
to plug back to 3,870 ft. to test 


gas show at 3,890-4,010 ft. in 
lime with streaks of shale. 


eee eee eee eee 


-8.D, 1,302 ft. 


Oll News’ No. 1 Pickering, C. H. Patterson Sur. ......... 
Neil Lease & Oil Well Synd.’s No. 1 W. P. Harvey, NW 
cor, W. P. Harvey 130 ac. in W. P. Harvey Sur. .....Derrick pattern. 
Prairie Creek Crude Co.'s No. 1 Ellington, 150 ft. and 
200 ft. W from SE cor. 42-ac. tr., J. Burleson Sur. .. ae emt. 4%-in..; T.D. 3,- 
422 
Ridgeway et al’s (now Roy F. Smith's) No. 1 Polley, 
Domingvez Gonzales Sur., 3,180 ft. E of SW cor., 
169 ft. N at right angles of Polley 457-ac. tract ....8.D, 8,046 ft. 
Redberry et al’s No. 1 Pickering Lbr. Co., 600 ft. N, 400 
ft. B, SW cor. Jane Stoddard Sur. ....... -eecees+SD. 2,376 ft. 
Gray & Dunbar’s No. 1 C. A. ——. 600 tt. N oe 


W, SE cor. 162-ac, tr. in D. T. F. Yordt Sur. ........8.D. for wtr, 2,280 ft. 





Louisiana-Arkansas Proven Areas 


North Louisiana 
BOSSIER—BELLEVUEB AREA 
Company, well, farm name, section and block— 
@. I. Morgan’s No. 2 Smith, 1,620 ft. N, 660 ft. W, 
ne. OO, SERBRE: . v4.0 bcd 0b be Oe 00d see cae Sheee. Ges Fishing D.S. 3,969 ft; 
CADDO—RODESSA AREA 
United Gas Public Service Co.’s No. 1 Levee Board, 
1,980 ft. N, 1,320 ft. B, SW cor. Sec, 27-23-16 ........ Cmtd. 6%-in. 5,361 ft. 
CADDO—BLANCHARD AREA 
Louana O. & G. Co.’s No. 1 Carrie et al, 1,320 ft. W, 
660 ft. S, NE cor. SH Sec. 32-19-16 .. 16... cece cnet: Tested estimated 5,000,000 ft. gas 
arranging set 2%-in. tubing 2,- 


745 ft; T.D. 2,771 ft. 
Louana ©. & G. Co.'s No, 1 Waskom, 660 ft. N and E, 
SW cor, Sec. 29-19-16 .....4- eevee -.- Set 10-in. 60 ft. 
hier a Oil Corp.'s No. 2 C. C. Wheeler, 660. ft. 8, 250 
ft. B, NW cor. Sec. 4-18-16 . 2... ccaccccccccees .».-Rigging up. 
EB 80TO PARISH 
Abecnathy et al’s No. 1 J. M. semeve 2,485 tt. 3, 
1,186 tt. N, SW cor. Sec. 32-13-11 ...........---++s ..«-Cored shale and shell 1,818 ft. 
SABIND PARISH—ZWOLLE 
J. ny & No. 3 Henderson, 400 ft. 5S, 1650 ft. B, 


Remarks: 


red beds. 


cor. SW SE Sec. 31-8-10 .. . . Derrick. 
Balra we No, 3 Martinez, 1,012 tt s. 907 tt. zg Nw 
Cor, NW BW Bec. 2-118 .. ce ccccceccsceccceccneee --. Tested dry 2,410 ft.; arranging to 
deepen. 
< W. Beene et al’s No. 1 Cutrer, 200 ft. al and E, 
SW cor. NW Sec, 12-T-11 .. nc cee cccccccccecvecs . Derrick. 
Brown Lbr. Co.'s No. 1 fee, 330 ft. B, 520 ft. XN, Sw cor: 
BEWe Ble BOG. BeaFodS .n.cccccccerseccovcscccccces - Rigging up. 
Cameron Oi! Co.'s — 1 @G. Martine, ‘g45 ft. E, “540° 
ft. N, SW cor, Sec. 2-T-13 ...--- cece ee ee cee eseeces Cmtd. 6-in. 2,022 ft; T.D. 2,064 ft. 


T. B. Carpenter's No. 1 Cutrer, 330 te 8 and B, NW 
Cor, SH Sec. 18-T-11 . nnn wccccscccccccsvecees 
Corning Oil Co.'s No. 1 T. lk Andries, 416 “tt. z "365 
ft. 8, NW cor. NE SB Sec. 15-7-11..... pERescovcutes Old well drilled to 100 ft. by Tuf- 
° free et al; rigging up. 
a Drig. Co.’s No. 1 Leone est., 70 ft. N, 200 
+ BH cor. Sec. B1-B-18 2... ccwcecveeessceceecess Drig. shale 1,900 ft. 
dncauiannen Oll Co.'s No, 2 Eberle, SE SE ‘Bec. 36-8-11.. Location. 
al’s No. 1 Ponder, 330 ft. N and EB, SW cor. 
Se ee MO, BEBE. cc bobiscce tc cede asce coccescccce Began Dec. 12; S.D. 
Crescent Drig. Co.'s No. 1 Malbry, 660 tt. N and 8B, 
BW cor, SE NW Sec, B-Telh. wn cece c ec ccc cwcccnccess Derrick. 
Bdwards & Hubier’s No. 1 G. Martinez, 610 ft. 5, 280 
ft. B, NW cor. SW SW Sec. 2-7-1838 .......+.-04-+- 
v. ree Hammons ¢ét al’s No. 1 Travis, 540 tt N, 160 tt. 
B. SW cor. NW SE Sec. 18-7-11 ... 2... esecceceeeecees- 8.D. chalk, 2,610 ft. 
D. D. Holcomb’s No, 2 = ‘i4s tt. N, ‘200 ft. 
B, SW cor. SH SE Sec. 11-T-11 .. «1. ce reece -cecees -- W.O.8.R. 2,652 ft. 
B. lL. Hunt’s No. 2 Livingston, 330 ft. 8 and z NW 
cor, BW NW Geo. 9-7-1) . 2. 0c cece eceeecees -Top marl 2,340 ft; cmtd. 6-in. 2,- 
330 ft; 1,500 ft. ofl; bailing; T. 
D. 2,396 ft. 


--Cmtd. 6-in. 2,546 ft. 


50 ft. 


Derrick. 


eereeeee 


Investors Prod. Co.'s No. 1 8. J. Williams, 660 ft. E, 
600 ft. S, NW cor. Sec. 24-T-11...... cece cece ce weee Began drig. Jan. 14; cmtd. 10-in. 
40 ft; drig. 1,550 ft. 


H. M. Jones’ No. 1 Raines, 300 ft. S, 150 ft. W, NE 
cor, NW NW Sec. 14-7-11 4 . Acid test 2,660 ft; 


hole; swabbing. 


1,000 ft. ofl in 


Lion Ol! Pw ed 104 ft. N and B, SW cor. SE NE 
eee I Tre Cmtd. 6-in, 
drig. plug. 


top marl, 2,271 ft.; 


Loring Ol! Co.'s No. 21 Bowman-Hicks, 460 ft. 8, 275 
ft. B, NW cor. SW NW Sec. 16-7-18 .....--. 66. - sees 
Lowery & Green's No. 1 Adair, 330 ft. N and W, SE. 


Fishing D.S. 5,439 ft. 


Cor, BE SW Bec. 19-B-11 2 nn cee sce ec cece ee eceecnes Derrick. 
Martin et al’s No, 1 Porter, 330 ft. S, 330 ft. W, NE cor. 
fA ES SS Rea err are Cee Derrick, 


Ll. K. McGuffin’s No. 2 Chadick, 200 ft. S, 200 ft. W, 
NB cor. NW SW Sec. 32-8-10.......- 66. ee swe venes Location. 
H. C. Moulding’s No. 1 eww 330 tt. N, 330 ft. E, 


SW cor. NW NW Sec. 2-T-11 ...06...06.-- - a darig. Jan. 8; emtd. 10-in. 
t. 
Paul L. Miller’s No. 3 Chadick, 650 ft. N, 430 ft. E, 
SW cor. SH NW Sec, 32-8-10 .......2..ceecceecees Cmtd. 6-in. top marl, 2,547 ft.; 


arig. chalk 2,615 ft. 

‘cS. D. Neff, a Se cee oe ho, OW 
cor. SE SE Sec. $-7-11 o% 

EK. ¥F. Neely'’s No. & Ponder, ‘680 “t. s 870 ft. w, NE 

cor, Sec, 16-7-11 .. 


Nowlin & Cherry's No. 1 Turner, 109 ft. N, 330 ft. W, SE 
cor, Fractional NW NW Sec, 4-T-11 ........--eeseeeee Cmtd. 6-in. 2,232 ft; 


Pelican Nat. Gas Co.'s No, 19 La. Long Leaf Lbr. vow 
830 ft. N and EB, SW cor. SE ........---00---. 


HH. lL. Patton's No. 1 quneem 330 t. N and W, C 
BOR, BGeTeED  .. 0c atbd ord ebbabatcce bese. cccccdescose Top marl 2,376 ft; S.D. 
Perkins & Babbin's No. 7 Hopkins, 260 tt. S, 270 ft. 
W, NE cor. NB SW Sec. 11-7-11 ... ce ceeneccceeee Cmtd, 6-in. top marl, 2,403 ft. 
Picayune Oil Co.'s No. 1 Porter, 330 ft. N ana Ww, SE 
. cor, NW SW Sec. 36-8-11 


8.0.; arranging acid test 2,650 ft. 


ee eeene 


. Standing 700 ft. fluid; W.O. 32,- 
663 ft. 


dry 2,347 ft; 
arranging acid test. 


.-- Began drig. Jan. 19; 10-in. 60 ft; 
drig. 2,100 ft. 


Peee ee eee ee eee eee eee ween 


Nov. 21; cmtd. 10-in. 
8 tt. 


Began dr! 
40 ft.; SD. 1,818 
Pugh-Hickman Drig. Co.'s No. 1 Blackman, 330 ft. N 
and BE, SW cor. NW NW Sec. 80-8-11...... 2... scenes Began drig. Jan. 22; 
arig. 600 ft. 
Gam Riggs, tr.’s No. 1 Darby, N half SW Sec. 21-7-11 .....Small 8.0. on acid test; fishing 
for bailer; T.D. 2,566 ft. 


10-in. 40 ft; 


Ritchey Prod. Co.’s No. 1 Stille, SE NW Sec. 36-8-12...Drig. 1,600 ft. 
Robertson Drig. Co.'s No. 1 J..W. Hughes, 1,820 ft. W, 


GC, Bee. B6-B-18 2. ncsecsncecvcceees- sodeses- reat Location. 
Rotary Ol Gorp.’s No. 1 Hale, $80 ft. S and B, NW 
cor. SW Sec. 1-17-13 BesnanbapaangsseynccosqoosesscesiMunme Zee I ft. oll, using acid; T. 
ft. 
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6 ett ee ee 
cor. NW NW Sec. 8-T-11 .....eeees-- «ee+eeesBalled dry on acid test; 


ing pump; T.D. 2,376 f 
EB. M. Self’s No. 1 Newton, Ae een Ey 8 a 
tte, 225 tt. ‘= ‘197 tt. 8, 
NW cor. ow NW See. 18-T7-11 ...... wecccccecces - DOFFick, 
Scully & Beach’s No. 6 Lafitte, 413 tt. B ‘I90 tt. W, 
NE cor. SW NW Seo, 18-T-11 ......-.00-sseeee-seee+-Arranging swab through tubing 


160 ft. in ofl; T.D. 2,492 
Service Drig. & Royalties Corp.'s No. 2 Smith, Sec. 12-7- 
ga seeccectecs acy o> ar 3 second acid test; T.p, 
814 ft. 


arrang- 
ft. . 


eee ee eee eee ee eee eee eee ee 


Ben F. Smith's No. 4 Turner, NE cor. NE NW Sec. 
H-TH1L cc eeeceee - Derrick. 
Simmons et al’s No. 1 ‘Fieming, ny sa SE ‘Sec. 11-8-13.. Rigging up. 
Scully & Beach’s No. 3 Lafitte, 1,030 ft. S, 134 ft. B, 
NW cor. Sec. 13-7-11 ......... tg ieee ae 2,492 ft. 
F. BE. Stancil’s No. 1 Pouder, 273 te ‘s ‘397 ft. B, NW 
Cor. NE SBE See, 10-7-11 ...cccsccccccceseseseeseeess. balling; acid test; 


D. 2,593 ft. 
State Prod. Co.’s No. 1 Keazele, 150 ft. N and W, SE 
cor. NW SW Sec. 8-7-1383 ........+:. + seeeesee- W.O.8.R. 2,427 ft. 
State Prod. Co.’s No. 1 Lites, 150 ft. S and W. N 
cor. SE SW Sec. 28-8-11 ........++ +. +«+Derrick. 
State Prod. Co.’s No. 1 Sabine Lbr. Co, 365, ft. N, 100 
ft. W, SE cor. NW SW Sec, 8-7-18 ....-.ceeseseeeeees 8.D. 2,427 ft.; 1,000 ft. oil. 
The Texas Co.’s No. 1 C. E. Coopen 4038. tt. 's ‘115 ft. 
B, NW cor. NE SE Sec. 30-8-11....00--cceeeceeceees Began drig. Jan. 23; 10-in. 43 ft; 
drig. 1,090 ft. 


lost baller; T. 


The Texas Co.’s No. 1 Ponder, 1,490 ft. S, 200 ft. W, 
NE cor. Sec, 16-7-11 ....... peveeeceeses Balled small S.O. 2,365 ft.; dry: 
arranging acid test 2,678 ft. 


E. M. Thomasson’s No. 1 W. & H. Andries, 500 ft. N, 150 
ft. W, center Sec, 22-7-11 ..... WETTTTILT TIT TTT Cmtd,. 6-in. 2,300 ft; top marl, 2,- 
575 ft; top chalk 2,600 ft; dry 
2,750 ft; W.O. 


J. H. Watt et al’s No. 1 Pouder, 200 ft. S, 135 ft. W, 


NE cor. NW NE Sec. 16-7-11 ...ceee-seesseerenes . Derrick, 
B. R. White et al’s No. 1 Cooper, 330 tt. ‘s ‘and BE, NW 
cor, SW NW Sec. 82-8-11 ........+++. oceeces- Derrick, 


B. R. White et al’s No. 1 Stille, 620 ft. Ww. ‘Qos ft. N, 

SE cor. NE SW Sec. 35-8-13 ......-cesscccecerectees Drig. 1,206 ft. 
Zwolle Prod. Co.’s No. 1 Tatum, 550 ‘tt. ‘5 330 tt. N, 

C Sec. 26-8-12 ........ ecoesececs Sale dbiege 16 bees eeees S.D. fuel 1,500 ft. 


Arkansas 
OUACHITA COUNTY—SMACKOVER 
L. L. McDonald’s No. 1 J. A. Robertson, 200 ft. S and 
BE, NW cor. NE NW Sec, 26-15-16 ......-62--.eeesee Derrick. 
UNION COUNTY—URBANA 
Graves, Ferguson & Fuller’s No. 1 Patterson, SW cor. 
NE NE Sec. 31-19-16 ....... 
Wilson & Chapman's No. 2 Emily King, Sec. 3-18-13, 
150 ft. 8S, 160 ft. B, NW cor. NE NE ...........--- ---S.D. 1.730 ft. 
East Texas 
PANOLA COUNTY 
Daisy O. & G. Co.’s No. 1 Rucks, John Palmer Sur. ..... 
Mississippi 
HINDS COUNTY 
Geo. P. Adkins et al’s No. 1 Woodland Hills, 400 ft. N 
and W, SE cor. NW NB Sec. 26-6-le .........-++.. Derrick. 
RANKIN COUNTY 
J. A. Baker et al’s No. 2 Rankin Side Dev. Co., Sec. 


-8.D. 3.359 ft. 


Ga io nb Fda cdivc cetetivcedevcccncsesenesecccccese.s 8.D. high wtr.; top chalk at 3,- 
61 ft. 
J. A. Matson et al’s No. 1 Warner, 1,100 ft. 5S, 200 ft. 
W, NE cor. W% SBE Sec. 14-5bm-le ........6+--6+ ++.- Waiting on cag. 2,477 ft. 





Wildcat Operations in Mississippi 


AMITE COUNTY 


Company, well, farm name, section and block— Remarks: 
Magnolia State O. & G. Co.’s No. 1 Anderson, C NE 
NW Sec. 14-38-36 .. 0... cece eccsccccetsccescs -8.D. 400 ft. 


CLARKE COUNTY 
PF. X. Gowans et al’s No. 1 aaa, 7 = NE Sec. 13-in- — 8.D. 104 ft. 
VINGTON COUNT 
Bastman Gardner Interest’s (was odioenee Drig. oo. 
No. 1 Eastman-Gardner Lbr. Co., No. 1 Minerals 
fee, NE NW Sec. 29-O9n-6W ......--2---00--- sees .--Drig. marl 1,400 ft. 
HINDS “COUNTY 
Cleve Love’s No. 2 Security Realty Co., 1,855 ft. N, 
782 ft. B, SW cor. Sec, 36-6-le ...... 6. cee wwe eee eeees T.D. 2,447 ft; set 6-in.; drig. plug. 
Love & Lancaster’s No. 1 — Plantation, C SE Sec. 


S| PPPTTEPET Te. co Pee Ce 8.D. Butow (Blossom) 6,050 ft. 
National Gas Co. of Miss.” ‘No. ‘i M. C. Halder, 160 ft. 


B, 660 ft. N, SW cor. Sec. 16-Gn-le ......:..+--++4--- 8.D. for cag. 810 ft. 
JASPER COUNTY ’ 
B. B. Jones’ No. 1 Bank of Philadelphia, 660 ft. N and 
W, SE cor, Sec. 35-3m-126 2.1... cece ccc da We eeeeees Drig. pyrites 4,096 ft. 
JACKSON COUNTY 
Gulf Ref. Co. of La.’s No. 1 Danciger, 2,440 ft. 8, 1- 


120 ft. W, NB cor. Sec, 27-46-8w ......cencecces sees Began Dec. 6; core drig. 
LAMAR COUNTY 
Chas. W. Gorr et al’s No. 1 Jordan, NW cor. SW Sec. 
DBR BGRW cccccccccesovecs coccccagececeesescces «+.++«+Derrick. 
Stauffer & Kouri’s No. i Bond, sm = Sec. 18- 2n-l4w ...D.S. stuck 3,025 ft. 
ONROE COUNTY 
P. J. McAlpine’s No. 1 Rye, Sec. sobs tte Sbaeeeenenes € 8.D. in lime 2,335 ft; high wtr. 
N N COUNTY 


EWTO 
Bob Dalton’s No. 1 Majure, 400 ft. N, 300 ft. E, SW 
cor. SE Sec. 25-Gm-lle .....s.e0+-- «seeeeeeDrig. sandy shale 2,450 ft. 
RANKIN COUNTY 
Home Oil Prod. Corp.’s No. 1 So. Jackson Land Co., 85° 
ft. S, 180 ft. W, NE cor. NW SW Sec. 23-5n-le ...... S.W. and abd 2,500 ft. 
Love Pet. Co.'s No. 2 Int. Lbr. Co. 450 ft. S and BE, 
NW cor. Sec. 28-6n-2e ... «..«++Drig. chalk 2,670 ft. 
Majestic O. & G. Co.’s No. 1 Elton ‘Lor. Co., ‘Sec. “40- 4n-3e. . Derrick. 


SCOTT UNTY 
M. U. Culley et al’s No. 1 Owens, Sec. 2-8-9 .......... ----8.D. 760 ft. 
SUNFLOWER COUNTY 
Mies. O. & G. Dev. Co.’s No. 1 School land, 330 ft. N, 
330 ft. W, SE cor. SH NB Sec. 16-20-4............--- Began drig. Jan. 15; drig. 100 ft. 
WEBSTER COUNTY 
P. J. McAlpine’s No, 1 Hensley, Sec, 15-21-11 ...........Cored Tuscaloosa 1,800 ft; S.D. 
WILKINSON COUNTY 
Foster Creek Oil Co.’s No. 1 Foster Creek Lbr. Co., Sec, 
BEBO cin cdccssccciccccoess «eee-Drig. 600 ft. 





Wildcat Operations in Alabama 
BALDWIN COUNTY 
(Cable tools) 
y, well, farm ~ ang section and block— Remarks: 
H. Givens No, 1 Ashman, Sec. 10-6-5e...............-Drig. 600 ft. 
CULLMAN COUNTY 
Cc. V. Corey’s No. 1 King, NEB cor. NE NW Sec. 35-8-4w..8.D. 710 ft. 
LAMAR COUNTY 


Soto O. & G. Co.’s No. 1 Gardner, NW NW Sec. 
22-168-léw seeeeepeperesceresseesseccsescsecee.--..- 8D; shale 3,300 ft. 


WASHIN 
South Ala. O. & G. Co.'s No. 1 Wilson, Sec, 26-in-lw .....8.D. in sand 2,969 ft. 
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TECHNICAL QUESTIONS ANSWERED 


By Charles K. Francis, Ph. D., Technical Editor 

















Kinsel Acid Process Recovering 
Lead From Doctor Sludge 


Several years ago I saw in The Oil 
and Gas manne a description of a 
process for recovering lead from 
doctor sludge. I have searched for 
this article without success and it 
would be a great favor if you would 
give me the reference or better a de- 
scription of this process.—T. M. F. 


A description of what is known as the 
Kinsel Process for recovering lead from 
used doctor solution was given by L. M. 
Fanning in The Oil and Gas Journal, 
October 1, 1925, page 352. This process 
is patented, U. S. Patent 1,525,301. The 
following description is from this article. 

The lead sulphide as drawn from the 
agitators is run to a filter where it is 
separated as far as possible from the 
caustic soda solution present. The filtered 
lead sulphide is discharged to a tank 
where it is mixed with diluted “sludge” 
sulphuric acid from previous gasoline 
treatment and is converted in this reac- 
tion to lead sulphate. The converted sul- 
phate is washed free of acid and dis- 
solved in caustic soda solution which 
gives the desired doctor. 


A more detailed explanation of the 
process is as follows: 


The lead sulphide and spent caustic 
soda solution drawn from the agitators 
is run to a settling tank where by means 
of a steam coil it is warmed up and then 
allowed to settle—this warming greatly 
facilitates the separation of the lead sul- 
phide and caustic. The clear settled caus- 
tic solution is drawn off to be made 
further use of and the lead sulphide is 
pumped to the filter. Here it is filtered 
as dry as possible (about 30 per cent 
moisture content) and then discharged 
into a tank containing a necessary amount 
of diluted sludge acid for the conversion 
of the sulphide to the sulphate. The acid 
used is the sludge acid from previous 
gasoline treatment which has been diluted 
with water to 35-40° Be. and allowed to 
stand for separation of the tar present. 

After complete conversion in this tank, 
the lead sulphate is pumped to a wash- 
ing tank where it is washed to an acid 
content of about 0.5 per cent. The lead 
sulphate is now ready to be discharged 
to storage or direct to the solution tanks 
where it is mixed with caustic soda so- 
lution to give fresh doctor solution. 


The process not only totally recovers 
the lead, it also recovers 75 to 80 per 
cent of the caustic soda used in making 
up the doctor solution, and the gasoline 
which may be drawn from the agitator 
along with the lead sulphide. As the lead 
sulphide is totally recovered into sodium 
plumbite, it naturally assumes the pre- 
vailing market value of lead oxide. 

The method now extensively used for 
the recovery of lead from doctor sludge 
is based on the original description by 
Rowsey and Whitehurst in The Oil and 
Gas Journal, December 27, 1927, page 
250. The essential principle of this meth- 
od is oxidation of the precipitate, lead 
sulphide, with air to lead sulphide and 
conversion to sodium plumbite with caus- 
tic soda. The spent solution from the 
treater is settled back in a tank and the 
sediment is pumped to an open tank, 
which is equipped with steam coils and 
Perforated pipe through which air is in- 
troduced. The air serves to keep the 
heavy mixture, in the presence of water 
and caustic soda, agitated and introduces 
the required oxygen while the tempera- 
ture is held just. below the boiling point. 
The operation is complete when a clear 





This t of The 
Oil and Gas Journal is 
devoted to the manufac- 
turing branches of the oil 
industry. . 

Those connected with 
the refining of crude pe- 
troleum, the manufacture 
of natural gasoline and 
closely allied industries 
are invited to submit their 
problems to Dr. C. K. 
Francis, technical editor. 
The department was cre- 
ated for the purpose of 
aiding managers, superintendents, 
engineers, chemists and all those en- 
gaged in the various phases of plant 
operation; also those connected with 








marketing and utilization 
of petroleum products, 

Questions should be 
submitted in as much de- 
tail as possible. 

Inquiries must be signed 
but only the given initials 
will be printed. The source 
of the questions is con- 
sidered to be confidential. 

Questions requiring a 
discussion of patents, the 
use of intricate formulas, 
extended computations, or 
cost estimates cannot be 
considered. 

When the matter is of general in- 
terest the reply will be published 
within a reasonable time. 








solution is obtained. While the solution 
will sometimes finish almost free from 
color it is usually tinged with brown. 
The solution is brought to the desired 
density by the addition of caustic soda. 


Utilization of Sulphur in High 
Sulphide Crudes Not Feasible 


The growing activities in the Gulf 
Coast fields, the crude of which, as 
generally known, is rich in sulphur, 
raises the question whether the sul- 
phur might not be extracted and put 
to certain uses. Will you kindly give 
your opinion as to the prospects of 
that development and whether the 
reclaimed sulphur might not become 
a serious competitor to our native 
sulphur industry?—E. § 


What might be considered to be a 
high sulphur crude oil would not attract 
any attention as a source of sulphur. 
The crude oils are classified as high sul- 
phur oils when the percentage of total 
sulphur amounts to over 0.75 per cent 
and oil is seldom found containing more 
than 2 per cent. Sulphur is present in 
petroleum in the form of several differ- 
ent compounds, and in rare instances as 
free sulphur, which separate from the oil 
at different temperatures and the sulphur 
in them can be separated only by the use 
of involved and expensive processes. The 
conditions cannot be compared with the 
smelting of certain sulphide ores, such as 
the sulphides of copper, lead and zinc, 
which are heated in the presence of air 
to drive off the sulphur before the ore 
is reduced in the presence of suitable 
fluxing agents. The roasting of these 
ores, which contain sulphur in appreci- 
able quantities, causes large quantities of 
sulphur dioxide to be produced, which 
may cause serious damage if permitted 
to escape, and the economical way to 
dispose of this by-product is to convert 
it into sulphuric acid. 

If there were sufficient sulphur in a 
petroleum to indicate that it would be 
desirable to recover it, or to convert it 
into sulphur dioxide or sulphuric acid, 
it would not be feasible to extract it be- 
eause the refining process is not oper- 
ated in a manner to permit the separa- 
tion. Sulphur dioxide is easily formed 
when a sulphur compound is burned, as 
when roasting an ore, but there is no 
step in the refining of petroleum where 
it would be possible to carry the heat- 
ing to high enough temperature to cause 
the union of the oxygen of the air with 
the sulphur to form sulphur dioxide and 
still allow for the separation of products 
like gasoline and other liquid products. 
The sulphur deposits of Texas and 








Louisiana are very pure, approximately 
99.5 per cent sulphur, now selling at the 
mines for around $18 a ton, or less than 
1 cent a pound. It does not appear rea- 
sonable that any process will yield a by- 
product which could compete in purity 
and price with this native sulphur. A 
sulphur extracted from petroleum woul: 
without doubt be contaminated with hy- 
drocarbons of various sorts, unless the 
methods employed were so technical that 
the sulphur obtained would cost so much 
that it would serve no useful purpose. 





Dehydration Costs Not Charged 
Against Government Oil 


The United States Interior De- 
partment regulations relating to the 
payments to the Government from 
lessees of oil royalties originating in 
California, stipulate that the cost for 
dehydration shall not be deducted 
“unless the condition of the oil be 
such as to demand some special 
method of treatment involving un- 
usual expense”. What does the 
quoted expression mean?—H. D. 


When the pipe lines make agreements 
for accepting oil to be delivered through 
their systems to the refineries, the con- 
tract provides that merchantable oil shall 
be delivered. Certain impurities that are 
commonly found in petroleum as produced 
are specifically mentioned, such as sedi- 
ment and water. The total quantity of 
these permitted may vary from 1 to 2 
per cent, the full percentage found being 
deducted when making payment. 

The general quality of the oil to be 
delivered to the pipe line is agreed upon 
by the producer in some fields, according 
to the following clause in the contract: 

“You shall deduct from all oil received 
from wells into pipe lines or gathering 
system the full percentage of basic sedi- 
ment, water or other impurities, as shown 
by your test, but no deduction shall be 
made when such test shows only one- 
half of 1 per cent or less of such basic 
sediment, water or other impurities. Also 
corrections will be made for temperature, 
deducting or allowing at the rate of 1 
per cent for each 25 degrees in tempera- 
ture below or above 60° F. You are to 
receive merchantable oil only under the 
terms of this division order.” 

If the percentage of water and sediment 
combined exceeds that specified, the oil 
must be treated on the producing prop- 
erty by some method that will reduce the 
quantity of these impurities to the per- 
centage stipulated. Large quantities of 
emulsified petroleum (water, salts and 
sand held in suspension), are produced 


and such oil is rejected by the purchaser. 
It is oil of this character which is puri- 
fied by the seller in many oil fields. Sim- 
ple dehydration, that is the separation 
of water from the crude oil, does not 
require any unusual expense, the water 
being drawn off from the lease tanks, or 
removed by means of a trap set close to 
the well from which the oil is being pro- 
duced. 

The treatment of emulsified oils may 
sometimes be made at little expense, as 
where a small quantity of chemical when 
added to the oil will break the emulsion 
and permit the water to settle; however, 
there are oils produced that are so firm- 
ly emuisified, or contain unusual impuri- 
ties in large quantities, such as organic 
acids or excessive percentages of sulphur 
compounds, that special and extensive 
treatment is necessary to so purify the 
oil that it will be accepted as merchant- 
able oil. The oil produced on many prop- 
erties could not be marketed if it were 
not chemically treated, washed and set- 
tled. In fact, considerable emulsified pe- 
troleum is burned in open pits because 
the necessary expense for recovery would 
be excessive. The equipment required to 
bring such oils to pipe line quality may 
include steam boilers, pumps, towers, 
contacting units and tanks. The invest- 
ment and handling expense for such units 
is so high that it is no more than reason- 
able and just that a charge should be 
made for the purification of this oil. The 
Government recognizes the problem and 
the wording of the regulations mean that 
such extra treating costs may be deduct- 
ed when making payments for royalty oil 
taken from government properties. 


Composition of Crude Oil From 
Matagorda County, Texas 


Can you furnish an analysis of the 
Buckeye crude produced in Matagor- 
da County, Texas? We would like 
to receive an analysis of the crude 
showing yields and tests on the va- 
rious products with special reference 
to the octane number on the gasoline 
and the pourpoint on the various 
products.—L. F. R. 





The analysis available is identified as 
Buckeye crude, Matagorda County, Texas, 
from No. 1 Stoddard, Bay City. 


Method—Dry distillation, 1,500 cc. 
Oil as received—Gravity, 38.8° A.P.I. 
Color, green. 
Distillation— 
Gasoline yield ......se0-+0-+% 


21% 
53.9° A.P.L. 


GEG odcviccdocssvccecsces 
BMAEIAR sccccccseccevcceseces 140° F. 
Per cent: 
DB nes sccctecsencepivnsean 200° F. 
BO vecrvcccccccsccensccecs 236° F. 
GO  coewecocccccaccveecsece 296° F. 
BD ccnccdccccccccccccccee 386° F. 
TEED. ccdc coc cecctoovces 428° F, 
Octane number ..........-.- 60 


Kerosene yield 


23% 
42.2° A.P.L 





Gravity ..cccccseccccccccsess 
WORE cca ccccccccewensscesse 126° F. 
DED. ccdenaccoccesses caves 346° F. 
MmGpeimt ...ccccccccccesces 642° F. 
Gas oil yield ........seeeeeees 21% 
Gravity 5 85.7° A.P.L 
Plas cccccccccces .-.210° F. (P.M.) 
POUF .ccccscccccseces ° O° F. 
Initial 456° F. 
Endpoint 630° F. 
Fuel ofl yield .........0ee008- 28 
GFOVIty cccccccccssccesseces 26.6° A.P.I 
Vis. (Say. Univ.) at 122° F.. 128 sec. 
Vis. (Say. Univ.) at 210° F.. 49 sec, 


The quality of this oil, as indicated by 
the analysis, is better than many of the 
Gulf Coast oils with respect to the yield 
of gasoline. There are oils produced in 
the adjoining Brazoria County, for ex- 
ample, that test about 20° A.P.I. gravity 
and contain no gasoline. 
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Cleveland Trench Guards 
Displace Wood Barricade 


The Cleveland Trencher Co., 20100 St. 
Clair Avenue, Cleveland, Ohio, manufac- 
turer of wheel and ladder type trenchers, 
has announced a new product, Cleveland 
trench guards. These interconnected metal 
trench and excavating guards are in- 
tended to replace the old wooden “barri- 
cades.” ‘The illustration shows the de- 
sign and construction of these guards. 
The fact that the “guard rail holder” 
swivels in any direction, assuring equal 





efficiency no matter at what angle the 
rails are set, increases materially their 
usability. 

The guards are interconnected, eliminat- 
ing open spaces. This connecting of the rail 
also cuts in half the number of supports 
required on any job. A combination lan- 
tern and flag support which places either 
lantern or flag well above the guard rail, 
is in full view from every direction. These 
new trench guards, strong and durable, 
are made of rustproofed malleable iron. 


Linde Puts on the Market 
New Purox Welding Torch 


The Linde Air Products Co., 30 East 
Forty-second Street, New York, has added 
a new welding torch to its Purox line of 
oxy-acetylene apparatus. Designated as 
the Purox No. 28 welding torch, it has 
the same range of usefulness and the 
same efficiency and economical gag con- 
sumption as the Purox No. 20 torch, but 
is somewhat different in design. 

Ten one-piece, 60-degree goose-neck 
tips, numbered from 6 to 15, are avail- 
able for use with this torch. They are 
said to be unusually well built, with 
plenty of hard-drawn copper stock to 
withstand the intense reflected heat of 
the heaviest welding job. By means of a 
union nut these tips may be adjusted so 
as to point in any direction. Thus, over- 
head or vertical welding can be accom- 
plished without any change in the normal 
grip of the torch handle. 

Tips Nos. 6, 8, 10, 12 and 14 are fur- 
nished with the torch, giving it a range 
from 16-gauge sheet up to heavy castings. 
By using the Purox No. 21 Cutting At- 
tachment with this torch, steel up to 2 
inches in thickness can be cut. 

The Purox No. 28B welding torch is 
the same as the Purox No. 28 except that 
it is supplied with tips Nos. 6, 8 and 10, 
mixer No. 610, friction lighter, and 
wrench. 

By means of an adaptor Purox No. 11 
welding torch tips can be used on both 
the No. 28 and No. 28B torches. This 
provides a convenient and economical 
means of increasing the range of useful- 
ness of the Purox No. 28 in the lighter 
welding field, obviating investment in an 
addijtienal small torch when there is only 
ceecasional need for light welding. 


























Notes About Trade Literature 








The false economy of using antiquated 
or imperfect steam traps is discussed in 
an interesting article in the current is- 
sue of the Armstrong Trap Magazine, 
published by the Armstrong Machine Co., 
Three Rivers, Mich., and obtainable on 
request. 


The Moeller Instrument Co., 261 
Sumpter Street, Brooklyn, N. Y., an- 
nounces a catalog on mercury and dial 
indicating thermometers, barometers, vac- 
uum gauges, etc. A copy will be sent on 
request. 

A four-page insert for its mechanical 
goods catalog on its Maxecon general 
service conveyor belt, and improved hot 
material belt has been published by the 
B. F. Goodrich Rubber Co., Akron, Ohio, 
and it is available on request. The in- 
sert discusses construction and typical 
applications of the two types of belting. 

A broadside illustrating and describing 
the new line of TAG flow instruments, 
including the Magnetic clutch flow con- 
troller, is being distributed by the C. J. 
Tagliabue Manufacturing Co., Park & 
Nostrand Avenues, Brooklyn, N. Y. 


The Henry Vogt Machine Co., Louis- 
ville, Ky., is sending to those who ask 
for it a card which may be hung up for 
eonvenient reference, giving a summary 
of welded vessel requirements under the 
A.S.M.E. code of 1931, with 1932 ad- 
denda. It is designed to help engineers 
and others responsible for the design and 
construction of welded vessels. 

A booklet, “Lathes for the Service 
Shop,” showing and describing the auto- 
motive servicing work that can be done 
practically in shops of various sizes, has 
been issued for free distribution by the 


Technical 


Service Department, South 


, Bend Lathe Works, South Bend, Ind. 


An eight-page illustrated bulletin is- 
sued by the Bridgeport Machine Co., 
Wichita, Kans., explains features of the 
company’s improved line of straight-lift 
pumping hangers, comprising eight models. 

The National Rust & Waterproofing 
Co., Thirty-first and South Main Streets, 
Los Angeles, Calif., offers literature de- 
scribing Saverite, a liquid protective 
coating designed to check rust on tanks, 
pipe lines, metal surfaces in refineries, 
ete., by penetrating to the metal not yet 
attacked and from that point to the sur- 
face preventing further absorption of 
moisture, air, fumes or other deteriorat- 
ing agencies. 

8. F. Bowser & Co., Inc., Fort Wayne, 
Ind., recently engaged an independent 
engineer to make a study of the problems 
of barrel and can filling. A digest of the 
information obtained has been published 
in a booklet entitled “A Study of Barrel 
and Can Filling Problems,” and sent on 
request. The book enables any company 
which packages its products in barrels or 
eans to compare obsolete or inefficient 
method with an economical and efficient 
one. 


Goulds Pumps, Inc., Seneca Falls, 
N. Y., has announced its new dealer 
catalog for 1933. The new book is similar 
to the 1932 edition, but incorporates im- 
provements, including tabulations of 
prices and specifications to make the se- 
lection of a given pump easier for the 
dealer. The book is divided into four sec- 
tions: “Shallow and Deep Well Water 
Systems,” “Hand Pumps,” “Accessories,” 
and “Industrial Pumps.” It contains 128 
pages and over 200 illustrations. 





Two Control Principles United in Blowout Preventer 





The Cameron Iron Works, Inc., Hous- 
ton, Tex., has placed on the market the 
new MP series blowout preventer, which 
combines two principles of well control, 
fluid-operated and hand-operated. It is 
fluid-closing and manual opening. In this 
new blowout preventer the manufacturer 
says economies important at this time 
have been achieved and yet all of the 
features of safety necessary have been 
retained. 

When danger of blowout warns, the 
driller closes the rams instantly and se- 
curely through the fluid-operated feature 
by a mere 90-degree turn of a valve. This 
forces fluid under pressure to the rear 
of the rams and securely holds them in 
place around the pipe that is in the 


hole. After the fluid has placed the rams 
in the closed position, the rams can be 
locked firmly by the hand screws. When 
danger of blowout is past, the driller 
releases the rams manually from a wheel 
control at the edge of the derrick floor. 

Connections for handling fluid are made 
from either boiler or slush pump or both, 
as desired. These connectiong are made 
when the preventer is installed, and are 
always ready. The new design permits 
converting of a manually operated pre- 
venter to this improved type. 

A single screw at each end of the pre- 
venter not only locks the rams in the 
closed position, but also is used to re- 
lease the rams and completely open the 
preventer. 


Men Well Known in the 
Equipment Field 








The Bridgeport Machine Co. of Wich. 
ita, Kans. is moving equipment into 
Conroe, Tex., for its ney. 
est branch store. The com- 
pany’s field representa. 
tives have been in the 
territory making a survey 
of operating conditions to 
determine the class of ma 
terial most suitable for 
the economical develop. 
ment of the field. John 
Weston, formerly map- 
JOHN WESTON ager of the company’s 
branch in Oklahoma City, is in charge ip 
Conroe. 

A. A. Buschow, president of the conm- 
pany, says: “We are going into Conroe 
under a plan different from that ordi- 
narily followed. We believe present oper- 
ating conditions demand more economical 
practices and that the drilling companies 
and the industry as a whole should not 
be required to bear the expenses of ex- 
travagant practices ordinarily employed 
in establishing branch stores in new 
fields. We are not rushing into Conroe 
with an expensive building, large stocks 
and a heavy overhead, but are feeling 
our way, sending in only stocks most 
suitable for use in this particular field, 
with the idea of supplying the kind of 
material and service needed by operators 
to carry on their work profitably.” 

Bridgeport already has branches in Kil- 
gore and Camps, East Texas. It handles 
its own make of rotary and cable drill- 
ing and fishing tools, production equip 
ment, and rental tools of all kinds, as 
well as both new and used tubular prod- 
ucts, rotary drilling outfits, drilling and 
production equipment. 


Attractive Features Mark 
Federal’s Trucks for 1933 


A new idea in truck design is exempli- 
fied in the 1933 models produced by the 
Federal Motor Truck Co., Detroit, Mich. 
The long, streamline hood, with ventilat- 
ing doors; the chromium-plated slanting 
V-type radiator, with handsome cowl; 
wide, sweeping fenders; heavy, chromiun- 
plated bumper; extra-large chromiun- 
plated head lamps and twin disc chre 
mium-plated horn, mounted on head lamp 
bracket, are among the features whicb 
contribute to the outstanding appear 
ance of these vehicles. The construction 
basically is typical Federal All-Truck de 
sign. 

The 144-ton model is available with 
four and six-cylinder engines in 130, 142, 
154 and 166-inch wheelbases. The four- 
cylinder power plant develops 50 horse 
power; the six-cylinder engine develops 
64 horsepower at 2,500 r.p.m. Standard 
tires are 6.00/20 balloons front and 32 
by 6 high-pressure rears. " 

Other features of the 1%4-ton Federal 
are 10-inch heavy-duty clutch, four-speed 
transmission, full-floating rear axle, 
sturdy pressed steel chassis frame and 
four-wheel hydraulic brakes. The chassis 
weighs 3,225 pounds. 

Two other models of the new series 
carry pay load ratings of 2% to 3-ton 
and 3% to 4-ton, with gross ratings of 
15,000 and 18,000 pounds respectively. 

These modelg are powered by heavy- 
duty six-cylinder truck engines, The one 
used in the 2% to 3-ton vehicle develops 
72 horsepower at a governed speed of 
2,500 r.p.m., that used in the 3% to + 
tonner develops 84 horsepower at a g0V- 
erned speed of 2,400 r.p.m. 
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Stone Encountered in California 
Possesses Queer Features 


I ran across a stone in California 
which has some strange fixations in 
its makeup. It has a central core or 
shaft, which is surrounded by as- 

tum, and this same black hydro- 
carbon is well dispersed through the 
whole stone (not on the outer edge). 
The stone, cylindrical in its general 
shape, with rounded ends, weighs 
about 60 pounds. It is about 15 
inches long and about 10 inches in 
diameter. The surface is yellow- 
brown. (The earth formation here is 
bluish slate stone.) The diameter of 
the shaft is 1 inch. The bushing or 
bearing box is about one-half inch 
thick. There is a cone-like cap on 
the ends of the boxing. The shaft is 
oiled—that is, asphalt is all around 
iteas if the stone had revolved 
around the shaft. The core and box- 
ing are somewhat harder than the 
stone, but the color is the same, 
gray. No parts of the stone have 
been chemically analyzed yet. I have 
looked through books on geology and 
mineralogy and I find no pictures of 
such “center-core” stones or any ref- 
erences to them. If you know of any 
books contining explanations of these 
stones I would be pleased if you 
would give me their names.—B. B. 


While you have given a good descrip- 
tion of the stone you have failed to tell 
where you found it. If it was found on 
the surface of the ground it might have 
been transported a long distance by some 
person or persons, and it would be hard 
to trace its origin. On the other hand, if 
it was broken from a matrix, or taken 
from a well or shaft there might be 
something from which to form some con- 
clusions as to its origin. 

It is apparently a type of concretion 
formed by deposition of several materials 
at different stages of its construction. It 
is assumed you do not recognize the dif- 
ferent characters of materials making up 
the whole stone as you have not desig- 
nated them definitely by name. 

It is suggested that you take the speci- 
men to the University of California, 
Berkeley, and have the geological staff 
examine it. That university has expert 
geologists with whom you could talk, tell- 
ing them many things that you hardly 
could hope to get by writing. 


Regards Methods of Estimating 


Oil Reserves as Imperfect 





I note in your issue of April 7, 
1932, that a formula has been devised 
which will permit an accurate esti- 
mate of oil reserves to be made. I 
would very much appreciate that 
formula. I have been making a few 
valuations of oil properties here, but 
because of lack of adequate and spe- 
cific data have had to base the es- 
timates of recoverable reserves on 
Saturation, porosity, the percentage 
of hard and soft sand saturation and 
Possible percentage of recovery. This 
to me is very unsatisfactory, as the 
Percentages which have to be used 
are general and because of lack of 
teal inormation the method I am 
Using is practically useless. Any in- 
formation along the line mentioned 
mM your article as to the formula for 
estimates will be gratefully received. 


'° . . 


The article in The Oil and Gas Jour- 
nal of April 7, 1932, to which you refer 
did not say a formula for the estimation 














This department is con- 
ducted in order that men 
connected with the drill- 
ing, producing or trans- 
porting branches of the 
petroleum industry may 
obtain aid in solving 
problems that confront 
them in their work. Read- 
ers are invited to send 
questions freely. These 
questions will be placed 
in the hands of persons 
capable of answering 
them authoritatively, and 
the answers, based on the best avail- 
able information, will be published. 

Each question should give as 
much detail as possible, especially if 
it involves depth of sands, types of 








sands and operations on 
adjoining or nearby prop- 
erties. The source of 
questions will be consid- 
ered confidential, and only 
the initials of the sender 
will be published. Ques- 
tions involving patented 
processes, intricate for- 
mulas or estimates of cost 
cannot be answered. If 
an immediate answer is 
important, one will be 
given by mail when the 
writer requests it. 

In this connection, The Oil and 
Gas Journal will be glad to publish 
articles from field men who have 
devised new methods or improved 
old ones. 








of oil reserves had been devised. It said 
that “from work that has been carried 
on by engineers in the oil industry it 
now seems that formulas soon will be 
prepared that will permit an operator to 
make accurate estimates of oil reserves.” 
So far as this department is informed no 
such formula is available at this time. 

The statement made was based upon 
work now being carried out by many of 
the major oil companies in ascertaining 
bottom hole pressures and other data 
which later may lead to formulas that 
ean be used for estimating reserves. 


Data gathered in the Bast Texas Field 
covering bottom hole pressures there at 
various times show evidence of changes 
in pressures in areas and in The Oil 
and Gas Journal of April 21, 1932, was 
published a paper presented before the 
Tyler meeting of the American Petroleum 
Institute, by E. V. Foran on interpreta- 
tion of bottom hole pressures in East 
Texas. 


In the gas industry a formula common- 
ly used for estimating future reserves is 
written : 


V 
Q = — (P,-P,) 
14.4 


in which “Q” is the quantity of gas pro- 
duced during a decrease in rock pressure 
from P, to P,. 

It is thought by many that with suf- 
ficient data it may be possible to write 
a formula of this general type for use 
in determining oil reserves. 

Your attention is called to an article 
in the “Field Problems” page of the 
April 21, 1932, issue, headed ‘“Repressur- 
ing in Argentina.” In this article you 
will find reference to two U. S. Bureau 
of Mines bulletins on estimating under- 
ground reserves. 


Significance to Oil Industry of 
Reports on Magnetic Storms 


We have noticed in reading The 
Oil and Gas Journal at different 
times an account of magnetic storms. 
I am interested in knowing why this 
appears in your magazine. What is 
the significance of this information 
to the oil industry?—F. L. E. 


Your question is not a strange one be- 
cause the connection between magnetic 
storms and the oil industry might be ob- 
secure unless you have been following the 
articles in The Oil and Gas Journal for 
some time. In its issue of February 27, 
1930, The Oil and Gas Journal announced 
the beginning of this service of reporting 
magnetic storms as recorded by the U. S. 
Coast and Geodetic Survey station in 
Tucson, Ariz. 

This is done to give useful information 
to the geological departments of the vari- 
ous oil companies that have magnetome- 
ter survey parties in the field. ‘ 

It is presumed you are familiar with 
the general principles of the magnetome- 
ter and know that it is a steel dip needle 
so mounted as to record variations pro- 
duced because the magnetic properties of 
many of the minerals and rocks which 
occur in the earth’s crust differ sufficient- 
ly among themselves to produce appre- 
ciable magnetic anomalies which can be 
measured at the surface. 

Prolonged observations have shown that 
the eerth’s magnetic field is subject to 
disturbances of varying kinds, which have 
been demonstrated by Schuster to be due 
to external causes. The most important 
of these is a periodic variation, known 
as the diurnal variation. This has been 
proved to depend upon the sun’s position 
above the horizon and, according to 








Why Was It Called That? 


SPUD 


“Spudding” and “spudding in” refer to the operation of starting a well 
hole, to be drilled to a greater depth with cable tools. As a noun the word 
“spud” long has had a place in the English language. An older form was 
“spudde,” meaning, an iron head or blade socketed on or fixed to a plough- 
staff. As a verb “spud” originally meant to dig up or out, to remove by 
means of a spud. It probably was in this sense that it was taken into the 
vernacular of the oil field. Associated with “spudde” is another old English 
word, “‘spuddle,” meaning to turm over, dig up, stir or work at. 











Schuster, is due to electric currents in 
the upper atmosphere. 

These diurnal variations, and also the 
local anomalies, are small compared with 
the total magnetic scale. They must be con- 
sidered in making magnetometer readings 
and it also has been found that other 
violent disturbances known as magnetic 
storms are frequently experienced and 
are known to be of solar origin. They 
vary in intensity and length of time, some 
lasting only a few hours while others 
continue for several days. 

In order to determine the magnetic 
field completely at any station which is 
only in temporary occupation, and to 
facilitate comparison of measurements 
made at a number of stations in any 
area, it is necessary to eliminate the 
errors which may arise from these dis- 
turbances. For this purpose it is usual 
to obtain the requisite information from 
the nearest observatory at which con- 
tinuous observations of the magnetic ele- 
ments are recorded, or if the observatory 
is at so great a distance as to render 
this information inapplicable to the sur- 
vey, a second instrument, which is read 
at frequent intervals, may be employed 
to record the variations at a fixed point 
within the survey area. 

It would be possible for each company 
to obtain the type of information direct 
from the observatory in Tucson, and some 
companies do this, but by publishing these 
records of magnetic disturbances in The 
Oil and Gas Journal the news is available 
to everyone having access to this publica- 
tion. 


Wants Literature That Will Give 
General Information on Oil 


I desire to obtain information per- 
taining to the discovery of oil, the 
technique of the oil driller, etc. What 
are the indications to the driller that 
he is nearing a strike? Or are there 
any? What is the value of an oil well 
that yields 100, 200, 500 or 1,000 bbls. 
of oil a day? What book or books 
issued by the Government would give 
me general information on oil fields 
and answers to the above questions? 
What is the name of the recent drill- 
ing machine that far surpasses the 
old drilling equipment in putting 
down wells?—H. M. H. 

If you will write to the Superintendent 
of Documents, U. S. Government Print- 
ing Office, Washington, D. C., you can 
secure a list of publications of the U. 8. 
Bureau of Mines. This will give you in- 
formation about the books and pamphlets 
on oil which the bureau has available. 

Your question about drilling machines 
ig not clear. Perhaps you desire to know 
about the rotary method as compared 
with the cable tool method. If this is 
your desire you will find complete infor- 
mation in Jeffery’s book on both methods. 

Books on valuation of oil wells and oil 
properties are quite intricate but if you 
are interested in that subject it is sug- 
gested that you obtain Osborn’s book, 
“Practical Oil Economics,” McGraw-Hi!l 
Book Co., New York City. Jeffery’s 
“Deep Well Drilling” is an excellent book 
for the layman and it covers most of the 
questions asked in your letter. If you 
want to obtain practical information con- 
cerning the various phases of the oil busi- 
ness it is recommended that you have 
The Oil and Gas Journal sent to you 
regularly and that you provide yourself 
with good reference books to enable you 
to clear up any points that you do not 
understand. In this way you would soon 
have a working knowledge of oil produc- 
tion, transportation, refining and mar- 
keting. 
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Boyle’s Law Deviation 
Shown in Natural Gas 


The relationship as expressed by 
Boyle’s Law, that at constant tempera- 
ture the volume occupied by a gas is in- 
versely proportional to the absolute pres- 
sure, is not strictly applicable to natural 
gas, according to the Bureau of Mines in 
a recently published report. The amount 
of deviation from the law depends upon 
the temperature, pressure and chemical 
composition of the natural gas. 


There are many problems in the nat- 
ural-gas industry connected with gas 
measurement and the estimation of nat- 
ural-gas reserves that deal with the rela- 
tionship between pressure and volume. 
The long-distance transmission of large 
volumes of natural gas has become an 
important part of the natural-gag indus- 
try ; and the attendant transmission prob- 
lems dealing with the flow of the gas 
through pipe lines, gas measurement, gas 
compression, and production problems, 
with particular reference to the estima- 
tion of gas reserves, have become of in- 
creased importance. Because of the higher 
pressures that are used throughout the 
industry from the producing to the dis- 
tributing facilities, consideration of de- 
viation from Boyle’s Law is a siginifi- 
cant factor in dealing with these prob- 
lems. Many engineers when solving these 
problems assume that natural gag con- 
forms with Boyle’s Law. 

This investigation was confined to nat- 
ural gas under pressures up to 1,000 
pounds per square inch and at tempera- 
tures ranging from 40° to 80° F. Within 
these ranges of pressure and temperature, 
natural gas with an increase in pressure 
is more compressible; and, conversely, 
with a decrease in pressure is more ex- 
pansible than the ideal gas. The report 
contains a detailed description of appara- 
tus used and the laboratory procedure, 
with an analysis of results and a discus- 
sion of the application of this deviation 
to gas engineering problems such as meas- 
urement of natural gas and estimation 
of gas reserves, 

Copies of this Bureau of Mines Tech- 
nical Paper 539, “Deviation of Natural 
Gas from Boyle’s Law,” may be procured 
from the Superintendent of Documents, 
Government Printing Office, Washington, 
D. C., at 5 cents a copy. 


Gas Sales Show Decline 
With Loss of Customers 


Revenues of manufactured and natural 
gas utilities totaled $50,758,182 in No- 
vember, a decline of 6 per cent from the 
same month of the preceding year, ac- 
cording to reports to the statistical de- 
partment of the American Gas Associa- 
tion from companies representing over 90 
per cent of the utility distribution of 
manufactured and natural gas. As of No- 
vember 30, the customers of the report- 
ing companies aggregated 13,530,580, as 
compared with 13,971,984 on the corre- 
sponding date of the preceding year, in- 
dicating a loss of 440,000 customers dur- 
ing the 12-month period. 

The manufactured gas companies re- 
ported revenues of $29,666,588 for No- 
vember, a drop of 8 per cent from a year 
ago, while revenues of the natural gas 
concerns totaled $21,091,544, or approxi- 
mately 3 per cent less than for Novem- 
ber, 1931. Sales of manufactured gas re- 
ported for November totaled 27,995,719.- 
000 cubic feet, a decline of 6.5 per cent, 
while natural gas sales for the month 
were 54,617,748,000 cubic feet, a drop of 
1.2 per cent. 

This decline in sales volume appeared 
to characterize most sections of the coun- 





try, although not to the same extent. In 
New England, November sales were 7.9 
per cent under a year ago, while in the 
Middle Atlantic states the decline amount- 
ed to 5.4 per cent. The curtailment in 
manufactured gas sales was especially 
pronounced in the East North Central 
states, comprising Illinois, Indiana, Mich- 
igan, Ohio and Wisconsin. Total sales 
for November were down 7.8 per cent 
from a year ago, the result in large part 
of a drop of nearly 14 per cent in sales 
to industrial-commercial users. 


Oklahoma City Franchise 
Petition in Controversy 


Mayor C. J. Blinn of Oklahoma City, 
having refused to call a gas franchise 
election in response to an initiative peti- 
tion filed by the Oklahoma City Gas Co., 
A. M. Beets, attorney for the new com- 
pany, stated that mandamus action would 
be taken to establish the sufficiency of 
the petitions and compel Mayor Blinn to 
eall an election. 

Checking of the petitions indicated that 
approximately one-half of the 26,047 sig- 
natures were not the names of legally 
qualified voters. Mayor Blinn also called 
attention to the fact that a large num- 
ber of signatures seemed to be in the 
same handwriting, and ruled that the 
petitions were not prima facie sufficient. 
He. likewise called attention to the fact 
that the franchise seekers had made no 
cash deposit to pay the election expenses 
or any legal offer to make such deposit ; 
and further stated there was serious ques- 
tion as to the legality of a call in view 
of the fact that the 10-day period speci- 
fied by the law had expired, the delay 
having been at the request of the peti- 
tioning franchise seeker. 


Laramie Expects to Have 
Natural Gas Supply Soon 


CASPER, Wyo., Jan. 28.— Laramie, 
Wyo., expects to have natural gas soon, 
following a preliminary investigation 
made recently by executives of the Ohio 
Oil Co. and its subsidiary, the Illinois 
Pipe Line Co., looking to providing that 
city with a supply from the Dutton 
Creek Field near Rock River. 

The plan is to pipe the gas through 
the Ohio’s dead oil line from Rock River 
to the old refinery site of the Standard 
Oil Co. (Indiana). This will necessitate 
the laying of some new line at both end 
of the oil line. Ohio and Mutual Oil Syn- 
dicate (Sidney H. Keoughan and others) 
have six gas wells at Dutton Creek ready 
to turn into the line. The Ohio is drilling 
at Allen Lake for a gas reserve. If 
successful in finding gas in commercial 
quantities, it will extend the Rock River 
line to Allen Lake. 


Panhandle Gas Hearing 
Upset by Court Order 


AUSTIN, Tex., Jan. 30.—Effort to 
regulate production from the West Pan- 
handle gas field of Texas was abandoned 
by the Texas Railroad Commission, leav- 
ing producers in the district free to use 
their output in whatever manner they 
choose. 

With three major companies, Cities 
Service, Texoma and Canadian River, 
protected from regulatory orders by Fed- 
eral court injunction, set for hearing 
early next month, the commission released 
the entire area from restriction. The 
commission held that it would work a 
handicap on independent operators to 
force them to observe conservation orders 
if the large operators were free to ex- 
ploit their properties without restraint. 

















Gross Production Tax on 
Natural Gas Shows a Drop 


AUSTIN, Tex., Jan. 28.—Though the 
valuation for taxing of Texas natural gas 
has been raised by some producers, and 
the quantity theoretically has seen an in- 
crease, the state gross production tax on 
natural gas steadily declined duting 1932, 
according to Comptroller George H. Shep- 
pard’s records. 

Originally a 2-cent per 1.000-foot basis 
was fixed for levy of the 2 per cent pro- 
duction tax, giving the State one-twenty- 
fifth of a cent on the gas. The State has 
now substituted the actual gross receipts 
in money for the gas as the valuation 
basis. 

The State is getting at the rate of 
$92,000 a year production tax on an es- 
timated production used for fuel of 180,- 
000,000,000 feet of gas a year. The total 
natural gas produced in Texas, used for 
oil and gas field consumption, for carbon 
black manufacture, for casinghead gaso- 
line stripping, and in connection with oil 
production, is roughly estimated at 2,000,- 
000,000 feet a day, of which 75 per cent 
escapes taxation. 

The state natural gas production tax 
for the March quarter of 1932 was $34,- 
914, for the June quarter it was $26,917, 
and for the September quarter, $23,798. 
Additional taxes of about $7,000 per 
quarter are collected on casinghead gas- 
oline stripping gas. 

The Texhoma Natural Gas Co., one of 
the major operators in the Panhandle, 
and a principal exporter to Chicago 
among those sending out between 200,- 
000,000 and 300,000,000 feet daily, has 
increased its valuation basis to 344 cents 
for tax computation, but many others are 
paying on a rate of from 2 cents up to 
3% cents, Comptroller Sheppard’s records 
show. Following are the Texhoma’s pro- 
duction and taxes per county for th 
September quarter of 1932: . 





County— Feet Tax 
SEE thaw e<<\e% o¢ 542,871,000 $372.41 
EN he Bede's os cuwes 665,843,000 466.77 
2.6 ines oo we 95,169,000 65.29 
Hutchinson .......... 26,997,000 18.52 
ee © eee ete. - 3,029,5615,000 2,078.28 

Total 


4.360.395,000 $2,891.24 


Final Summary Report on 
Mixed Gas Research Out 


Publication of the final summary re- 
port on mixed gas research marks the 
completion of the most exhaustive study 
of this subject ever undertaken. This re- 
search program was carried on continu- 
ously 5% years at the American Gas 
Association’s laboratory in Cleveland, 
Ohio, under the direction of the com- 
mittee on mixed gas research of the tech- 
nical section. 

The final bulletin (Report No. 689) is 
the last of a series of three which have 
been published at different intervals as 
various phases of the investigation were 
completed. The information presented in 
the final bulletin is divided into three 
principal parts, namely, Part 1, “Utiliza- 
tion of Various Mixtures of Natural 
Gases and Modified Manufactured Gas” ; 
Part 2, “Formula for Determining Lim- 
its in Mixing City Gases”; and Part 3, 
“General Summary of Results of Entire 
Investigation.” 

The information presented under Part 
1 represents a summary of the results 
secured during the final phase of the in- 
vestigation, It covers (1) the use of pro- 
ducer gas in modifying manufactured 
gases for diluting natural gas, including 
blue-producer-natural gas mixtures, coke 
oven-producer-natural gas mixtures, and 
reformed natural-producer-natural ga s 














————. 
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mixtures, (2) results of tests with mix. 
tures of natural gas and modified many. 
factured gases to obtain increased flex}. 
bility in plant operation, and (3) dily. 
tion of 1,000 B.t.u. natural gas wit) 
blue gas and with coke oven gas. 


Part 2 shows the development of a) 
impirical formula which permits calcula. 
tion of acceptable limits for mixing varj. 
ous gases. This formula was derived as 
the result of an exhaustive study of prac. 
tically all detailed data accumulated dur. 
ing the course of the entire investigy. 
tion. Consideration is also given to the 
practical application of the formula and 
examples are presented illustrating its 
use. 


A genera] summary of the results ge. 
cured during the investigation which in- 
volved conclusion of approximately 175, 
000 separate tests and determinations 
using 250 different gas mixtures is pre. 
sented under Part 3. This summary, al- 
though rather brief, nevertheless brings 
out the salient points disclosed by the 
entire study. The subjects discussed are 
(1) variations in factors of gas service 
with domestic and similar industrial ap- 
pliances, including variations in specific 
gravity, heating value, chemical compo- 
sition, and gas pressure, (2) variations 
in gas service with industrial appliances, 
and (3) utilization of butane, including 
the use of butane-air and butane-enrich- 
ment of various gases. A more complete 
and detailed summary of the results of 
the first two phases of the research is 
given in Reports No. 597 and No. 645. 


Northern Oklahoma Rates 
Reduced by Commission 


Gas rate reductions for 15 towns served 
by the Consolidated Gas Service Co. in 
northern Oklahoma were ordered by the 
State Corporation Commission. The first 
order made a cut of 2% cents in the 
Tonkawa rate which was cut from 50 
cents to 47.5 cents a 1,000 feet. The 
second order reduced Fletcher rates ll 
cents, from 66 to 55 cents a 1,000 feet. 
The third order cut rates at Medford 
from 60 cents to 48.5 cents a 1,000 feet, 
a reduction of 11% cents. The fourth 
order cut rates 6 cents in Watonga, Cus 
ter City, Thomas, Butler, Canton, Weatb- 
erford, Fairview, Okeene, Hitchcock, 
Drumright, Fay and Hammond. The re 
duction was from 66 to 60 cents a 1,000 
feet. 


In the towns covered by the fourth 
order and also for Fletcher the minimum 
rate was 12 cents for the first 100 feet, 
or at the rate of $1.20 a 1,000 feet. The 
average rate at Fletcher was 66 cents. 








WASTE GAS EXPERIMENTS 


CHATHAM, Ontario, Jan. 28. — Pre 
liminary results of experiments in con- 
nection with Turner Valley waste gas 
were announced recently at Calgary by 
Paul Gishler of the Institute of Tech- 
nology, who has been associated with 
Dr. BE. H. Boomer in the experiments. 
The experiments show, among other 
things, that every 1,000 feet of stabilizer 
gas wasted contains approximately 5 
gallons of benzine; while the extraction 
process resulted in a tar byproduct 
which could be used in the dye industry. 
Further experiments will be necessary t? 
determine the full commercial aspects of 
the discoveries made. 





SOUTHERN UNION GAS OFFICES 
District offices of the Southern Union 
Gas Co. have been moved from Pyote to 
Monahans. Harvey Beauchamp, district 
manager, will move to Monahans. 
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ener 


Carlton Meredith, geologist and consulting petro- 
Jeum engineer, has opened an office in Dallas, Tex. 
* * ~ 


W. R. Peel, district manager, General Motors Fleet 
Sales Corporation, Dallas, Tex., was in Tulsa last 
week. 

- ” - 

Ww. G. Skelly left St. Johns Hospital, Tulsa, Sat- 
urday, fully recovered, following an operation for 
appendicitis, December 24. 


> @&, @ 


Pp. W. Fenton, purchasing agent, Tide Water 
Companies, Tulsa, and E. H. Salrin, vice president 
of the company, are in New York. 

* x * 

P. J. Hegwer, district engineer with the U. 8. 
Geological Survey, at Casper, Wyo., has returned 
from a 30 days’ leave, spent in California. 

- ™ a 


Carl Adler, general manager of “Olex,” German 
marketing subsidiary of Anglo-Persian Oil Company, 
has been elected president of the German Association 
of Motor Spirit Companies. 

7 * +. 

M. B. Roberts, district geologist in West Texas 
for Pure Ofl Company, having finished a six 
months’ study of the Rocky Mountains, has re- 
turned to his headquarters at Odessa. 

* + * 

T. G. Shedore, former manager of the national 
accounts department of the Four Wheel Drive Auto 
Company, of Clintonville, Wis., has been appointed 
assistant sales manager of the company. 

*- * a 

John Nicklos, assistant division superintendent 
for the Continental Oil Company, Fort Worth, Tex., 
is visiting with his brother, EB. J. Nicklos, in Ponca 
City, Okla., while convalescing from pneumonia. 

a a * 

W. W. Runkle, district manager, Fort Worth, 
Tex., and Paul Steele, representative at Denver, 
Colo., of the Hazard Wire Rope Company, met in 
El Paso, Tex., during the week to discuss business. 

* “ - 

Charles Alcorn, formerly production engineer for 
the Shell Petroleum Corporation, in the Dallas, Tex., 
offices, has been transferred by the company to 
Tulsa where he will be in charge of the salvage de- 
partment in that division. 

_ —_ 2 

M. F. Turner, representative for the Continental 
Supply Company, has been transferred from Fort 
Worth to McCamey, Tex. L. R. Wright is being 
transferred from Tulsa to the Fort Worth place 
left vacant by Mr. Turner’s transfer. 

* * * 

Chapin K. Morris, son of George B. Morris, presi- 
dent of the Bradford Motor Works, who has been 
representing this company in the Eastern division, 
has been transferred to the Oklahoma and Kansus 
division and will make his headquarters at Tulsa. 

= * *« 

Capt. J. F. Lucey, president of the Lucey Petro- 
leum Company. of Dallas, Tex., has just returned 
from an European trip. He returned by the way of 
New York and Washington, where he conferred with 
President Hoover, an old friend, and other officials. 

7 > a 

J. D. Hunt, of Carlsbad, N. Mex., has been 
placed in charge of oil and gas inspection work in 
Eddy and Lea Counties, New Mexico. He will han- 
die all of the work in the two counties, in which 
he was formerly assisted by T. A. Stancliff, who 
was retired as an economy move in administration 
oz the work. 

. os 

Robert Verdier, refinery engineer, with Compagnie 
Francaise de Raffinage, Paris, France, visited in 
Tulsa and other Mid-Continent points last week. Mr. 
Verdier is spending several weeks in the United 
States studying refinery operating methods, His 
company recently finished construction work of a 
complete refinery in France. 








Paul Harmon, of Fort Worth, Tex., announces the 
arrival of Jon Duncan Harmon, 7 pounds 11 ounces. 
+. + x 

C. B. Capito, O.B.E., petroleum technologist to the 
Trinidad Government, has left London for Trinidad. 

« « * 

W. A. Harvey, assistant purchasing agent, Skelly 
Oil Company, Tulsa, was included in a number of 
company employes recently awarded a 10-year serv- 
ice medal. 





Men of the Industry 











EDGAR M. CLARK 


Edgar M. Clark, director and vice president of 
the Standard Oil Company (New Jersey), is an- 
other of the executives of the Jersey company who 
has risen from the ranks to the presidency of two 
subsidiary companies and the post of vice president 
of the holding organization. He is an outstanding 
figure in refinery circles through his joint holding 
with Dr. William M. Burton of the patents on the 
Burton and Clark pressure still and through his 
work in hydrogenation development in this country. 

Born in Gallipolis, Ohio, in 1870, Mr. Clark started 
his career with the Chicago & Alton Railroad as a 
telegrapher. Two years later while adjusting a dif- 
ficulty in Whiting, Ind., incidental to increasing oil 
shipments from that point, he became acquainted 
with the traffic manager of the Standard Oil Com- 
pany’s Indiana subsidiary and shortly thereafter 
entered the shipping department in the Whiting re- 
finery. In 1895, after being superintendent of the 
barrel department, he left Whiting and went to 
work on the sweetening and steam stills at the 
Wood River Ill, refinery. It was here that he met 
Doctor Burton, with whom he perfected the crack- 
ing process bearing their names. 

In 1907 Mr. Clark became superintendent of the 
Wood River plant and in 1922 he went to the Stand- 
ard Oil Company (New Jersey) as general manager 
of the Bayonne refinery and a member of the manu- 
facturing committee. He was elected to the board in 
1921, and in 1927 was made president of the Stand- 
ard Shipping Company. Shortly thereafter he took 
on the additional duties of president of the Stand- 
ard Oil Development Company. He also holds ex- 
ecutive posts with the various subsidiaries handling 
the licensing and operation of the hydrogenation 
process for the world outside of Germany. He was 
elected vice president of Standard Oil Company 
(New Jersey) in May, 1930. 





Frank Buttram, geologist and operator, has been 
re-elected president of the Community Fund of 
Oklahoma City, Okla. 

+ + * 

Harry Spencer, director of purchases for the Con- 

tinental Supply Company, St. Louis, Mo., has just 


completed a round of the fields in Texas. 
+ * « 


Mr. and Mrs. David W. Matheson who returned 
some months ago from the Colombia fields have 
taken up their residence in Petrolia, Ontario. 

« - > 

Oliver Whiting, mill representative for the South 
Chester Tube Company, with headquarters at Tyler, 
Tex., has returned from a visit with homefolk in 
Marietta, Ohio. 

* 7 * 

Fred B. Cooper, oil field distributor of the Rume- 
ly division, Allis-Chalmers Manufacturing Com- 
pany, is spending some time in the South Texas 
and Gulf Coast oil fields. 

of * * 

C. R. McKay, superintendent of the Sand Springs, 
Okla., refinery of the Sinclair Refining Company. 
has been elected president of the Chamber of Com- 
merce at Sand Springs, an industrial suburb of Tulsa. 

- om 


George Gibson, sales engineer with OC. H. Leach 


- Company, manufacturer of refinery equipment, has 


returned to the Mid-Continent territory after spend- 
ing a month at the home office in New York City. 
+ 7 o 


H. R. Shidel, district sales manager, Eagle-Picher 
Lead Company, Joplin, Mo., in company with F. W. 
Cc. Bailey, Tulsa sales representative, called on oil 
company purchasing agents in the Tulsa area last 
week. 

- . + 

Paul E. Mahaffey, president of the Happy Belt- 
ing Company, Tulsa, and Art Nixon, vice president 
and Texas representative for the company, Fort 
Worth, are making a two weeks’ trip over the Texas 
fields. 

* * * 

W. A. Yeager, Permian Basin manager for Sin- 
clair Prairie Oil Company; James S. Noland, West 
Texas land man for Barnsdall Oil Company; and 
Harvy Sloan, independent operator, have been elect- 
ed directors of the Midland, Tex., Chamber of 
Commerce. 

7 « * 

Philip O. Deitsch, manager of group activities of 
the Manufacturers’ Section, of the American Gas 
Association, has resigned, effective February 1. Mr. 
Deitsch is leaving the employ of the association to 
engage in his own business of trade association 
management. 

* ¢ « 

Archie A. Goodman, who has been associated with 
the Pure Oil Company for the past 13 years, an:l 
who has been in charge of that company’s opera- 
tions in the Van area in Texas as district superin- 
tendent for the past three years, has resigned to 
enter the oil business as an independent operator, 
in the Mid-Continent area. 

on * ot 

Maj. EB. B. Aldrin, president of the Stanavo Specifi- 
cations Board, and manager of the aviation depart- 
ment of the Standard Oil Company of New Jersey, 
was elected a member of the board of governors of 
the Aeronautical Chamber of Commerce at its an- 
nual meeting in New York City last week. Major 
Aldrin is the only oil company representative on 
the board. 

+ + * 

Robert B. Moody and O. M. MacCurdy, of the 
Tulsa offices of Jarecki Manufacturing Company, 
have established offices in Dallas, Tex., and will 
eare for business emanating from the Bast Texas 
and surrounding territory. H. R. Carpenter, of the 
Bartlesville, Okla., office of the company, has been 
in Texas for the past two weeks on business for 
his firm. 


















































Township and Range 
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the farm, the owner, the 
the well and the initial 
wel) 


Note—In the following report 





SUMMARY OF ALL FIELDS 
WELLS COMPLETED 

Comp. Prod. Dry Gas 
Bastern .....cecccsveee 104 332 14 26 
Central Ohio .......... 32 171 7 21 
RE nn is od one nene 10 63. 63 C8 
Indiana ......... 23 227 «68 7 
Michigan ......cese00. 20 «63,826 «66—lCO 
Kentucky .........665. 36 976 8 4 
DN sch o3aecee 6 4 2 3 1 
Kansas ......... 65 15,324 23 0 
ee 114 38,608 29 y 
North Central Texas .. 90 1,168 651 1 
B. Central and E. Tex. 372 22,585 19 0 
West Texas ........... 24 2,963 s 2 
Texas Panhandle .... 18 9,110 2 2 
Gulf Coast ote 97 75,500 28 1 
South west Texas 72 12,666 38 2 
North Louisiana 48 2,115 29 4 
Arkansas 13 350 12 0 
Mississippi .........«.«.. 2 0 1 1 
Alabama ........ees- 1 0 1 0 
East Texas gas area 2 0 ii 1 
Montana ......... a) 670 4 1 
rr il 163 2 3 
Colorado .......... 3 30 2 0 
New Mexico ...... 9 38,916 2 0 
Total December 1,179 226,741 319 88 
Total November .1,190 207,619 275 96 
Difference 9 18,122 36 2 

RIGS AND WELLS DRILLING 
Rigs Drig Ttl 
Eastern a tithe he cn. wanes 49 132 181 
Central Ohio ...... 17 74 91 
BE capiicciccsces 4 19 23 
Indiana ......... 3 78 81 
Michigan ..........+: 64 71 125 
DE Beesécwcessecses 4 48 52 
Illimois ............ 1 12 13 
Kansas Save e ees ee 47 98 145 
Oklahoma... cece ccnens 146 331 477 
North Central Texas 47 152 199 
E. Central and EB. Tex. 191 261 452 
ee 26 113 139 
Texas Panhandle ......... 15 53 68 
Guif Coast ....... ’ 15 197 212 
Southwest Texas ......... 36 152 188 
North Louisiana .......... 56 107 163 
Arkansas ........... i4 20 34 
Mississippi ............ 3 17 20 
ST B40 ce bsesceeee 0 4 4 
Bast Texas gas area ..... 4 21 25 
Montana ......... bee 4 41 45 
DET. 24 padehae sees oe 0 17 17 
Wyoming ...... 9 64 73 
Colorado ..... s 67 65 
New Mexico ....... 10 59 69 
Tetal December ...... 763 2,198 2,961 
Total November ........ 737 2,343 3,080 
Difference 26 145 119 


the Section, 
are given first; 


then 


serial number of 


production 
In lines where the Section, Township 
and Range are missing the wells are 
Townships 
which appear next above in the report. 


Oklahoma Fields 


Summary of Wells Completed 


and 


of the 


located 
Ranges 


County Comp. Prod. Dry Gas 
) SER 1 0 1 0 
PEED técachels onpaceic 2 3 1 0 
Carter 5 959 1 0 
Creek 17 2,143 2 2 
Garvin 1 0 1 0 
Grady 2 0 1 1 
Jefferson 3 120 0 0 
0 Eee 1 0 1 0 
Hughes 15 1,802 2 l 
Kay 1 0 1 0 
SET eee 2 260 1 0 
Logan : 1 970 0 0 
Marshall ........ 2 10 1 0 
Muskogee ........ 3 12 2 0 
ee eseteoh habe i 0 1 0 
Oklahoma 12 28,841 0 1 
SMe wemee «sd Mbbees 8 65 0 0 
Okmulgee 7 95 3 1 
SUEUR oo web ei cdcees 3 115 1 0 
og OES TERE Tre 3 65 ) 0 
Pittsburg 2 0 0 2 
Pottawatomie 3 1,508 1 0 
Pontotoc 3 310 0 0 
Seminole ..... 2 1,212 0 0 
Stephens 9 63 2 1 
EP Sala n> hie ed pid @ oie! 6 45 3 0 
EY “WOR ew biae dé ceetc 1 0 1 0 
, ree 3 10 2 0 

Total December -114 38,608 29 9 

Total November 111 38,932 34 12 

Difference .......... 3 324 5 3 

Summary of Rigs and Wells Drilling 

County—. Rigs Drig. Ttl 
ME vbd.cdVaeduidde &. 1 i) 1 
A odd hs vothin ed esis ee cd 1 12 13 
ET inion mediates ont «dace t 0 3 3 
PE, is bawelislae@Le cases 0 1 1 
Cleveland 1 0 1 
Ga Pe bac cckdoe ee 0 3 3 
A hthdes ochbhs'e Oks o0'ba:e 15 33 48 
EE bite A actin edits 04 i's a o's 1 0 1 
MET ELST ob eB vce cceccece 3 7 10 
SEES To Pe ee 1 5 6 
Commanche ..,......-.... 1 3 3 
Cotton 0 1 1 
Sas «PURO SP od. Soba se cles 0 1 1 
CR Sia i rt al a 0 3 3 
ED Pho o's'c> uae cas 0 3 3 
ME MateNas ~ Cad Wid ti La oS 1 0 1 
Hughes ....... . 12 32 44 
Haskell ......... 0 1 1 
epee 2 5 7 





pO eT ee GaP te. -0 00 Mes 2 1 3 
TEIOWE occ rccesoccatigvce . tf) 1 1 
EMO onc th cc cecstabe dene 0 1 1 
BOE Ph ccsccdccusbeseeess 1 3 4 
FR ar 1 6 7 
DED ciempestadecanecees 1 9 10 
MoCurtaim ...cccces-sccceee 0 1 1 
oe en ear 1 6 7 
SE da bass Secvces 66h tc 1 1 2 
Noble FOUL RERUN ELeVTeere 2 5 7 
SED aden s dvb clin a bsiaws 33 35 68 
WRF FS Kae Mas + che 11 14 
GEL ‘as 'b deb cone ceece oe 25 31 
Okfuskee . wa dWABuS o 2 HN) 11 
OEE -oceonsiovenetdenns 18 6 24 
Pawnee .. A ob 440660050 6.*. 2 4 6 
Pontotoc ... eehxs ve s 21 29 
Pottawatomie ....... ... 11 15 26 
URGE oo Seccccces a ae. ae 3 5 
Pushmataha soe ow vsec le 1 1 
Roger Mills . i) 2 2 
Seminole s 11 "4 
Stephens i ye oes 7 13 29 
Texas ... Nes €ecdbee te : 0 1 1 
Tulsa .. 1 17 18 
Washita ...... 0 2 2 
Wagoner POT hn ti ee 2 9 11 
Wood ... e6 bee od 1 0 1 
Total Dex 146 $31 477 
Total Nov. 121 344 465 
PUTS ONGN dc ob Ve tlals cod 25 13 12 
WELLS COMPLETED 
ALFALFA COUNTY 
12-27-llw Smith Bros. 1 ............ dry 
Wells amenees os edges baa kees 1 
DUP  Avewse. 1 
ATOKA Cc OUNTY 
5-1-14 Harrell et al 1 ...... es ora dry 
5-1-15 Hicks 2 ... oc cseeeeenyr< ores 3 
Welle entaploted ...cccsivetbecssece : 
an Pe 3 
UT Sie boc ct 360 cccaumeaeee 1 
Cc ARTER « COUNTY 
27-1 -5w Gouin et al 2 ........ cee dry 
24-4 -3w Schermerhorn-Ardmore 15 40 
$1-1s-2w Samedan Oil Co. 1 ........ 345 
19-1s-2w Carter Oil Co. 1 400 
26-1s-3w B. Le Lundy 1 ..........0e0. 174 
Wells completed .............. Pees 5 
PPOGUOHOE oc ccc cc cisevatene 959 
ew 1 
CREEK COUNTY 
1-19. 9 Johnscon Oil & Ref. Co, 1 200 
17-19- 9 Sample & Mann 3 .......... 50 
20-18- 9 Jackson & Wise 1 ..... 4 
27-16- 9 Smith & Williams 2 ...... 40 
2-16-12 S. W. Anthony 2 gas 
6-36-23, Ghewty ot ab 1 ne cee: escscase 5 
6-15- 7 Magnolia Pet. Co. 1 1200 
26-18- 8 J. B. Crosbie 1 . iA oF acnd 50 
19-17-10 Curtia Of] Co. 3 .....ceccveees 5 
22-15- 8 Bilingslea 8 ere 125 
12-18-11 A. Pepis 1 ........ dry 
27-18- 8 Merriett et al 4 ...........+5-. 10 
30-19- 9 Gled Oil Co. 1...... dry 
1-19- 9 National Ref. Co. 10 .......... 72 
25-19- 8 Gled Oil Co. 2 ....... gas 
18-15- 8 Jillson et al 1 ero 307 
29-19. 9 Johnson Oil & Ref. Co. 6 75 
Wells completed ............ aad 17 
Production .. ss : Stree coueees 
ee Se Sebide} «had beads 0 emads 2 
Gas ‘ ne cee CoM ewE os 2 
Gas production Ft Sawaide ee 500,009 
GARVIN COUNTY 
20-1-3w Merrick et al 1 ; dry 
NE, 5p. oad «odes 0-000 1 
RET, 5 pa OP Pe 1 
GRADY cou NTY 
36-4-8w Lone Star Gas Co, 1 gas 
36-4-8w Lone Star Gas Co. 1 .......... dry 
Wells en 2 
ey Seer rere ere ee 1 
GOS 2. ccccese . i 
Gas production ..... . . 2,000,000 
JEFFERSON cou NTY 
30-6-5w Bridwell Oil Co. EPS d6-4 38 
3-7-5w Southern Oil Co. ; <p eae 50 
30-6-5w Bridwell Oil Co. 1 ............ 40 
Oe ONO 66k: 6:0 ig 2 ohne 42 ¢0'x0 3 
eT 6.55) ones ue Gale» 6 6-60 0 120 
GARFIEL D c OU NTY 
9-20-4w Continental Oil Co. 1 ...... dry 
Wells es ba cebwcs des oae br 1 
ee ee eee ee 1 
HUGHES COUNTY 
14-7-8 Galbreath et al 2 ............-.. 100 
15-7-8 Limestone Oil & Gas Co. 4 ..... 100 
10.7-8 Pringle & Marshall 1 100 


9-7-8 Mid-Cont. Pet. Corp. 2 380 
9-7-8 Mid-Cont. Pet. Corp. 3 .......... 455 
19-7-8 Rudman et al 1 ahas cl wedment 3 
14-7-8 Radial Oil Co. 1 ........... gas 
14-7-8 Southern Ol Co. 1 .. obit eine tee 
9-7-8 Boettcher Oil & Gas Co. 1, 4 hrs. 418 
20-728 FRAT 2 2. ccc c coeees Je 10 
15-7-8 Limestone Oil ‘& Gas Co. Sit HB 
15-7-8 Mid-Cont. Pet. Corp. 1 .. 22 
15-7-8 Robinson & Hicks 1, 18 hrs 129 
22-7-8 Peacock et al 1 ..........245. dry 
22-7-8 Royce 1 ........ 35 
Wells’ completed ok. cet cedelcsss 15 
Production tdi ade 1802 
DEY cccccccscvccrsces 
GTS ccogidibnwtich's. (hi siweie wad 
Gas production va aabie’ 8,000, eee 
KAY COUNTY 
4-25-lw Crawford & Long 1 .......... dry 


,. fare ea 1 
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LINCOLN COUNTY 


14-12-3 Sovereign Oil Co. 1 ............ dry 
SN ee Peery eee ee ee 260 
PG MOUNOOND access cccivevsss 2 
Production ........++. palminin asin 260 
DO chikckckdubeveckseaes cxcene ces 1 
LOGAN COUNTY 
31-19-4w Wentz Ol! Corp. 2 ........... 976 
_, reer s er 6 ae 1 
PRRTARIIEE ein 605 otinecies ce cegors 970 
MARSHALL COUNTY 
3066-6 DB. W MUGME 2 cccccee.t vccccies dry 
6-8-6 Kingston Oil & Gas Co. 1 ...... 10 
Wells completed .........see.- one 2 
WUGGUSCITE ccc cccccccscccese bry aeoe 10 
PE TPES TT Cree TEE 1 
MUSKOGEE COUNTY 
19-15-16 P. Boyle et al 5 ........seee- 12 
4-15-19 Kiskaddon et al 1 « . ary 
4-13-19 Mussellem et al 1 dry 
Wells completed ..i....-ccecceeees 3 
Production ae o> 6 Hwa’ 12 
DP -ccrcowre ovlities dove bea Hor 2 
NOBLE COUNTY 
22-23-2w Mid-Co. 14 ...... dry 
) GEG vcecccicsccscese 1 
Seca wae Uebe + od pease coc ees Ue 1 
OKLAHOMA ‘COUNTY 
22-11-3w Harrell-Davis Oil Co. 1, 4 hrs, 1936 
22-11-3w Mead Bros., 1, 4 hrs. .........2819 
22-11-3w Slick estate 3, 4 hrs. ........ 2919 
22-11-3w Russell Pet. Co. 1, 24 hrs.... 1454 


22-11-3w Klinkscale-Brown 1, 4 hrs. ...3633 
13-11-3w Cromwell-Franklin Oil Co. 16 gas 
34-12-3w I.T.1.0. Co. et al 3, 4 hrs, ....2542 
26-11-38w I.T.1.0. Co. 1, 4 hrs. ........ 3851 
27-11-3w Clements 1, 4 hrs. ............ 1228 
11-11-3w L.T.LO. Co. 2, 21 hra. ........ 1137 
22-11-3w Inland Dev. Co. 1, 4 hrs. 4310 
26-11-3w L.T.1.0. Co. 1, 10 hrs. ........3012 

_ | 12 

Production ..........-. 28,841 

PN (AMEEMEE ERD cece ccc vececsobonas 1 

Gas production ....... 000,000 
OSAGE COU NTY. 

3-23- 8 Simmons et al 4 ........... 10 
27-21- 9 Ohio-Osage Oil Co. 3 ........ 50 
26-27-11 Wacula Oil Co. 1 ............ 5 

Wells completed ......... 3 
Production ........ 65 
OKMULGEE COU INTY 

30-16-18 Tayter et al i ..........+- dry 

3-15-14 Appleby et al 2 ...... dry 
11-15-14 Dodge Bros. i .. 

17-13-12 Hendricks et al 1 ..... ae 
22-13-12 Rebold & Clark 7 ............ 20 
30-13-14 Mack Drig. Co. 2 Per ee a 
14.14-14 F. D. Misener 6 .........6.... 70 

Wells completed .......... 7 
Production ....... 95 
SES eee 3 
PERSE ST Se eee ee 1 
yas production ...... 1,500,000 
OKFUSKEE COU NTY 

23-11-11 Havel et al 2 .. Seree. "ON 
20-10-10 Burke Greis Oil Co. 1 aaaiwr dry 
36-10-11 Claude Drig. Co. 1 ..... 98 

Wells — a mal oes meals). b ae Obes 3 

Production aivdch 0.6 06: 60 6 Op e@e oe 115 

SY 6 és’: vans meee os 1 
PAWNEE cou NTY 

33-23-3 Watchorn Oil & Gas Co. 15 .... 25 

3-20-8 P. Adamson, Jr. 2 .. eh . 2% 
30-21-9 Murringold et all ...... wad x 15 

Wells completed ............ eee 3 
Production ....... ice s-0 os mathe 65 
PITTSBURG COUNTY 

4-7-18 Mid-Western Oil & Gas Co. 2 gas 

8.7-18 Mid-Western Oil & Gas Co. 1 gas 
Dr ny 205s» 6s«6.0ds ees? en 3 
Gas .. : Jeeves ° 2 


Gas produc tion “ ie oath 10, 000, 000 
POTTAW ATOMIE. COUNTY 


2-6-3 Spears Drig. Co. 1 ........... dry 
36-7-4 Magnolia Pet. Co. 1 350 
28-7-4 Phillaine Oil Co. 1 ...... 1158 
Wells completed ............. 3 
DE. oth etdentenep codes es 1508 
ettvass 1 
PONTOTOC COUNTY. 
25-5-4 Patsey Oil Co. 1...... J see 806 
32-5-5 Stanolind Oil & Gas Co. 4....... 45 
29-5-8 Gt. Lakes Oil Co. 1 ...........- 60 
Wells completed .......... ei ae 3 
ence i tnndn > 20h ehalve 310 
SEMINOLE COUNTY 
29-9-6 The Texas Co. 5 ......... es 962 
20-9-6 Sunbeam Oil Co. 2 .......... 250 
Wells completed .......... 1 2 
EIIRS S Piindies dap oe. oe npPedeasis 1212 
STEPHENS cou NTY 
11-28s-8w Brown et al 1 ....... 40 
$2-2s-6w G. Paces 1 ....... dry 
13-2s-4w Mudge Bros. 29 .......... 5 
13-2s-4w Mudge Bros. 30 ............ 5 
ST eRR Oe Be. BOR, BO nn. o 00s: cccsenes 4 
11-1s-5w Ables et al 6 ............... 5 
21-28-7w Becker et al 1 ........... dry 
24-2s-4w Mudge Oil Co. 9 ...... 4 
11-3s-6w Calif. P. & O. Co. 1 gas 
Wells completed ............-+e05. 9 
nt aoe wand Pa 40 06-9 63 
BO wd ob ebb ewes 2 
Cl aan Whasidhas & -iGw ++ gece ec deeb ee 1 
Bae production ... 220.6. cenee 5,000,000 
TULSA ‘COUNTY 
15-19-11 Gledden Oil Co. 2 ............ 10 
6-17-14 Bowden et al 2 ........... 25 
30-19-10 Holmes et al 1 ... cecerene 10 





February 2, 1933 


Summary of Operations in Alll Fields for December, 1932 


19-19-10 Johnson Oil & Ref. Co.1.. 





30-19-14 R. A. Bonnell 1 ...... pd 
18-16-12 Rader et al 1 .............. dry 
_— 

Wells completed .......... 6 
I 0s itn dinteblin Die we0 we o oe 45 
EES NE A See > aa 3 

TEXAS COUNTY 
11-1-18 Three Way Oil Co. 1 ......... dry 
Wella completed .............+... 1 
rarer Pret 1 
WAGONER COUNTY 

26-18-15 Stansbury 1 ..... és o> ae 
27-18-15 Boley et all... dry 
36-18-15 J. P. Flannigan 1 ............ dry 
Wells completed ...... 3 
Production 10 
Ee « dbeedeut tees 2 





Kansas Fields 
Summary of Wells Completed 


County— Comp. ame} Dr y y Gas 
TORPOGR 0.0. bs ce 0008 0 cce0 2 
Butler 2.0.2.6. -cececccees 3 0 3 0 
CRABS 2... ccccecevcceces 1 100 60 lg 
Chautauqua .........-.. » a 5 0 96 
COWMTOF  cecccccsvescccers 4 839 1s 
Greenwood 14 210 10 9 
REED Ske weptc dévocvee 1 2,093 0 06 
BEMIS ccceccccscses 1 0 1 90 
BECP ROPGOR. 02 seccccss, 17 11,002 0 06 
MOOG. di6.8c 00 09:0 Os Sed wee ve 2 168 1 90 
)  PPPT TET Tee 1 296 0 0 
pO ree 1 0 1 0 
Sedgwick ....2-..-sseees 4 611 2 0 
Summer ........ eé00 1 0 1 0 
Woodson = 1 0 1 90 
Total. Dec, ....-...6. 55 15,324 23 06 
Total Nov. ..cccvccccs 64 10,006 21 2 
DAPLOFOMCE «2... ccccees 1 5,318 2 2 
Summary of Rigs and Wells Drilling 
County— Rgs. Dlg. Ttl. 
Pere ee ee 3 6 4 
Butie® .....- ‘ er pare A 2 2 4 
TNE od co bd bet sncecdscees gg 1 2 
MRBWOTER 6 wc ccccccccccccceces 3 5 8 
DEE Lgtceevetesheenccees de 0 1 1 
Greenwood .......--esereeees 3 ( 9 
I a6 wade. 36: 449 046 0 whom 90s 0 1 1 
DET h.0.0.0'0 emeccesoceee es 1 6 
DEE 5 ¢ cet se’ ccvvecdeees 0 1 1 
DRNSIGOR © Fs 60.6 Ss Ke esiew dee 23 52 75 
EL odin eae «ph NK eed Cow 0 1 1 
a er te ee 0 1 1 
Rooks ...... co Meck ss ‘ 0 1 1 
Sa. cGaeadees: pk wes b Ft wre 2 5 7 
eS ee ere ee ee 1 2 3 
GE  .. sind Wow ids ole 4b vw ae 06 o0'e 4 4 7 
EE nat. oan cb b 6080 Seep size 1 4 
| Peer er ee eee 1 2 3 
REN: oka wi habit & eNare oO oe Oe 1 0 1 
GRREEOOE 6 dg wetsvoacosccesecse 1 0 1 
ree 0 1 1 
Rn: oa. 06h bb n.0 Swe Cem eens 47 98 145 
_.. £.. | Seer 42 103 146 
Difference 5 5 0 
WELLS COMPLETED 
BUTLER COUNTY 
30-26- 6 Magnolia Pet. Co. 27 dry 
18-27- 3 Ramsey et al 1 ........-055- dry 
11-27- 4 Palmer et al 1 .......-seeeees dry 
Wells completed .......-..--++0+5: 3 
Dry pn detintn alin da Geeebaeesre ce 3 
"BARTON COUNTY 
13-18-14w Smith & Ash 1 AP dry 
12-20-llw Terry et al 1 ........-+05-- dry 
Wells completed ...... 2 
DEY occcccsccccccccvces cbeuteeces 2 
CHASE COUNTY 
25-22- 9 Polhamus et al 2 “a 100 
Wells completed ............0e0055 1 
ProGucthom oo neces secre scevccccces 100 
CHAUTAUQUA ‘cou NTY 
15-34-11 Denman Bros, 109 ...........-- 3 
15-34-11 Sinclair Prairie Oil Co. 22 : 
Wells completed —— 2 
Py Pe ee 5 
COWLEY COUN TY 
22-32- 4 Wakeford et al 1 ..........-- 435 
11-32- 4 McNabb et al 1 ........-00--- dry 
22-32- 4 Deal O. & G. Co. 1 ........-- 400 
22-32- 4 Roth & Farout 6 ...........-- 4 
Wells completed .........2.eeeeee: 
WEED. anh bye coups st eeraccesse 839 
SN oo tasks bs ia 1 
GREENWOOD Cc sOU NTY 
6-24-12 Sinclair Prairie Oil Co. 3 .. 50 
10-24-12 Young et al 1 ...........-4-- dry 
26-24-12 Absher & Rex 1 dry 
32-23-11 Ward McGinnis 1 .........-- dry 
33-22-11 York State Oil Co. 13 .......- 50 
23-22-12 Theta Oil Co. 12 ............. 10 
28-22-12 J. Davisson et al 1 dry 
6-24-12 Gores et al 1 ...... dry 
15-20-10 Lewis et al 1 .........2--.2.-: dry 
S6-R0-00 I. Ta Bemitie 1... 2a. cccseces dry 
$1-23-14 Nye & Schaffer 1 .......... 100 
36-24-12 Lewis et al ..... cee eeceeces dry 
ere ree dry 
7-24-12 Mathews & Rex 4 .........-- dry 
Wells completed OLE 
ES ARRAS eS 210 
BU: dinibsbbmcswcddeleccclesicmesicones: 10 
McPHERSON COUNTY : 
16-21-3w Mylius et al 1 ...........--- 167 
16-21-3w Stanolind O. & G. Co. 3 ..... 529 
7-20-lw Palmer et al 2 ...........+-: 917 
10-19-2w McPherson O. & G. Co. 2 125 
25-19-2w Wolf Creek Oj] Co. 2 ...... 716 





Febru: 


6-19-3 


1-21-3 
34-20-38 
w-18-5 
19 
34-20-83 


iti 
$3-21-8 
rea . 





oe 


February 2, 1933 


19-2w Lewis Drig. Co. 1 
_ Slick, ai oe: et al 1 


3$-21-3w Derby Oil ~ 2 


3$-21-3w Mabee, Inc. 1 
11-20-3w Garden & Son 1 
§-20-1w Carter Oil Co, 1 
13-19-2w McPherson O. & G. Co. 3 


RENO COUNTY 
11-25-4w Vernon O & G. Co. 1 
24.28-4w Olsen Oil Co. 1 


SEDGWICK COUNTY 
2 Cameron et al 1 
2 Graham Bros. 1 
2 Gypsy Oil Co. 7 
2 Derby Oil Co. 8 


Lal 


HARVEY COUNTY 
19-22-3w Skelly Oil Co. 1 


MARION COUNTY 
14-19- 1 Hinkle et al 1 





32-19-9w R. Ramsey 


Wells completed 


21- 8-19w Boyson et 





eclweeleeseececcosecesco 


‘SUMNER COUNTY 
6-34- 2 Frees Oil Co. 1 


- | 
ot 


AWW H ee oOHaOH Cracow se ©! 





WOODSON COUNTY 
32-24-14 Sheedy et al 1 





Wells completed 


East Texas Fields 


Summary of Field Operations 
County— Comp.Prod. Abd.GasRigsDrlg. 
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WELLS COMPLETED 


W. H. Roeser’s No. 1 W. H. Hanks 





Wells completed . 


DELTA COUNTY 
s No. 1 Blackwell 





Wells completed 


FREESTONE COUNTY 
J. K. Hughes et al’s No. 1 Oliver Burle- 





- HOPKINS COUNTY 
Y. E. Hildreth’s No. 1 Cole 


KAUFMAN COUNTY 
T. L. Wynn et al’s No. 1 J. A. Nash.... 
L. Meaders’ No. 1 T. C. Coleman 
J. M. Scott et al’s No. 1 Sally Pannill.. 





CHEROKEE COUNTY 
Mid-Kansas Oil & Gas Co.’s No. 1 J. A. 


Wells completed 

Initial production 
GREGG COUNTY 

Atlantic Of1 & Prod. Co.’s No. 

Burnside, tapered -—— 


can, tapered tubing 
Atlantic Oil & Prod. Co.’s No. 36 Moore, 


Atlantic Oil & Prod. Co.'s No. 39 Moore, 





Atlantic Oil & Prod. Co.'s No. 5 Mc- 


George, tapered tubing .............- ° 
Delaney et al’s No. 3 H. Clemmons, \%- 
Sm, Celine TH BR. cee cccc cv ctccwssess 


— Oil Co.'s No. 2 Barrett, open tub- 
BME cccccdsesccsecccsscsesens--cocese 
Humble ou & "Ret. Co.’ s No. 3 H. Cas- 
tleberry, %-in. tubing ............... 
8. H. Killingsworth’s No. 1-C State, open 
2-in. tubing, 10 min. ....... warees 
J. BE. Mabee’s No. 4 Whitehurst, "2% -in. 
Gubinm, 1% Be. sacs cswevessctccreses 
Magnolia Pet. Co.’s No. 9 BE. H. Brawley, 


SIE CRI Ho Fees cedige de cccveces 
Magnolia Pet. Co.’s No. 12 E. H. Braw- 
ley, 2%-in. tubing .....00-.ccceceeee: 
Magnolia Pet. Co.’s No. 10 Ww. EB. Jones, 
2%-in. tubing ......ceccccccsees 
Pilot Oil Co.’s No. 10 T. D. Harris, 2 ‘in. 
Cui, Hh Be. ccccsccccesceccess 
Red Star Oil Co.’s No. 4 Christian, cage 
Ty MN DE Seiekae ate ¢0.448 606.009.6060 
Roeser & Pendleton’s No. 2 8. D. Smith, 
Sih-im. Opem tebles 22. cceccc ccc cccce 
Shell Pet. Corp.’s No. 11 A. V. King, 
tapered tubing, % hr. ........--e0+s 
Stanolind Oil & Gas Co.'s No. 3-A E. L. 
Walker, 2%-in. tubing, % hr. ....... 
Tidal Oil Co.’s No. 11 A. Davis, 2-in. 
open tubleg, 10 mlm. cccciccscce-ssee 


Yount Lee Oil Co.’s No. 5 A. Lee, 11/16- 
im, tubimg ChOMC ..cccocscccoeccccsces 
Yount Lee Oil Co.'s No. 8-C Maud Smith, 
11/16-in. tubing choke .......-.....+.-. 
Joe Anderson et al’s No. 1 G. Shaw, 
ODOM CMBR sco ceccvecccvesvoesccscces 
Base and Dillard’s No. a A Sam Carr, 
inim. tabling GHOMS 2. sccccesscoccece 
J. B. Burnett’s No. 4 W. Smith, %-in. 
tubing CHOKS :..ccccsccccccccccccsees 
Ray Dawson's No. 1 Douglass, 1%-in. 
Ce TH oh 0.204 006660000600 owe 
Gulf Prod. Co.’s No. 17 Culer, %-in. tub- 


3 Re 
Gulf Prod. Co.’s No. 47 Hilburn estate, 
%-in. tubing choke ..........+.++- 


Liner, Inc.’s No. 5-J Clayborn, %-in. 
tubing GOK 2... cccccccsccvccccocce 
Magnolia Pet. Co.’s No. 5 S. Carr, 1-in. 
tubing CMOKO 2... cccccccecccecs 
Magnolia Pet. Co.’s No. 1 Viola Wells, 
Open tuDing ...cccccccccccces : 
George Pendegrast’s No. 1 R. Lacy, % - 
Se, CUE GNGEND ok hve covecescsccve 
Quad Oil Corp.’s No. 3-B Duncan, %- 
a PEPER ERETE LIE 
Rajo Oil Corp.’s No. 6 McCormick, open 
CN ones cewtscvveseceesecenosevevs 
Rhoads Drilling Co.’s No. 7 — River 
(Tract No. 4) 1-in. tubing, % h 
Rhoads Drilling Co.’s No. 8 Sabine ‘River 
(Tract No. 4), 1-in. tubing, % hr. .... 
Ruston Drilling Co.’s No. 5 Sabine River 
(Tract No. 3), open tubing, 40 min. 
Shell Pet. Corp.’s No, 8-A Douglas, ta- 
pered tubing, TH Be. oc ccccce:-vcccses 
Shell Pet. Corp.’s No. 15 W. W. Elder, 
tCapereR tubime, % Be. .cccccc ccccces 
Shell Pet. Corp.’s No. 7 Jobe, tapered 
ee ee ee 
Shell Pet. Corp.’s No. 23 J. B. W atson, 
tapered tubing, % hr. pth ciewee ss epee 
Shell Pet. Corp.’s No. 25 J. B. Watson, 
sapere Cubine, TH We. .- ccccceccecces 
Shell Pet. Corp.’s No. 26 J. B. Watson, 
Supered tubing, % Br. 2... -cccccocece 
Steen Drilling Co.’s No. 5 W. D. Lacy, 
ae. ee, Se A ede ccac:.-s00sean 
Tidal Oil Co.’s No. 11 J. S. King, 2-in. 
Spe CG BGR. 2 < ccc ccscesves 
Jim Cloud et al’s No. 2 
Dut. Gabi BO GRR 6 bcc cdaws ccc. 
East Texas Oil & Ref. Co.’s No. 7 A. C. 
Christian, 1%-in. tubing, 50 min. " 
East Texas Oil & Ref. Co.’s No. 7 W. G. 
Hindman, 1-in. tubing choke, % hr... 
Humble Oil & Ref. Co.’s No. 8 T. M. 
Armstrong, %-in. tubing ............ 
Humble Oil & Ref. Co.’s No. 10 T. M. 
Armstrong, %-in. tubing ............ 
Humble Oil & Ref. Co.’s No. 13 Holland, 
eS OP ee 
Humble Oil & Ref. Co.’s No. 9 M. Kil- 
lingsworth, %-in. tubing ............. 
T. D. Humphrey’s No. 2 F. P. Branson, 
2%-in. open tubing ............ > 
8. H. Killingsworth’s No. 1-B State, is 
Sp, BE ¥6. 00 o:6.0:9. 8000+ cer cp cscnvere 
Magnolia Pet. Co.’s No. 7 E. H. Braw- 
ee 
Pitkin and Gohlson’s No. 3-A M. Bon- 
ne . SO ET Te 
Rosier and Pendleton’s No. 5 Satter- 
Te, EE © 0 4.660 6: o50 6000004 
Shell Pet. Corp.’s No. 8 H. Hampton, ta- 
pered tubing, % hr. ............. 
Shell Pet. Corp.’s No. 21 J. Moore, ta- 
pered tubing, % hr. ........ a 
Shell Pet. Corp.’s No. 22 J. Moore, ta- 
POPC CURIE, Fb BR, cocvccnccecccens 
Shell Pet. Corp.’s No. 23 J. Moore, ta- 
Oe eae 
D. & H. Oil Co.’s No. 1 Perry Howard, 
ek Ee re 
Gulf Prod. Co.’s No. 16 G. W. Culver, 
Te: SSD ca vocccsceeeee ees 
Gulf Prod. Co.’s No. 5 G. Davis, %-in. 
CUS, QIN 566 6.6 bddewnis’e ojos 8c 000,00 
Gulf Prod. Co.’s No. 4 S. B. Hall, %-in. 
eee eee ee 
Hughes and Foley’s No. 4 Adkins, open 
SD, AME Lh ible «ireie <9 ded o alt4b ayes 
Humble Oil & Ref. Co.’s No. 10 J. A. 
Knowles, %-in. tubing ............... 
Jones and O’Brien’s No. 11 Hughes-Ross, 
1-in. tubing choke, 25 min. 
Magnolia Pet. Co.’s No. 2 H. P. Hale, 
1-in. tubing choke, % hr. ............ 
Magnolia Pet. Co.’s No. 1 E. Prothro, 
Sel, SN GO. .6's knee eebc weeds 
Magnolia Pet. Co.’s No. 3 R. H. Row- 
land, open tubing, 55 min. ........... 
Pierce and Moore’s No. 1 J. S. and F. 
Elder, %-in. tubing choke ........ 
Rajo Oil Corp.’s No. 5 McCormick, open 
DL osndue oenneteen hb? osbe nee cee 
Rhoads Drilling Co.’s No. 2 Sabine River, 
Bees SE TBP. beceess dccdeaceecs 
Ruston Drilling Co.’s No. 2 
COR CURIE bc ccicecicicccess 
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Sam P. Shelburn’s No. 3 Crim Mercan- 


tile, % im. tubing choke ............. 
Shell Pet. Corp.’s No. 16 W. W. Elder, 
tapered tubing, % hr. ......-...000-5 
Shell Pet. Corp.’s No. 2 J. B. Watson, 
tapered tubing, % hr. ............6..- 


Sinclair Prairie Oil Co.’s No. 27-B A. A. 
King, through open tubing, \ hr. ... 
Sinclair Prairie Oil Co.’s No. 2-B A. A. 
King, open tubing, % hr. ............ 
Sun Oil Co.'s No. 7 Calvin Brown, ta- 
DOPGE CHINE ce ccccccccaedeends ce cksee 
Y. Oil Co.’s No. 2 Davis, %-in. tubing 
GR 5 ko FEKEE SHO CEN 4dSES OE cl oe ress 
Acme Oil Co.’s No. 1 C. Bean, %-in. 
|. | | Serr rrreeeeererT CE rErert ier ari 
Barnsdall Oil Co.’s No. 2 Gill, open 
aC eee ee ee 
Car! Dunham’s No. 1-A Scroggins, %-in. 
tubing CROKE ...ncsccccscccvcccscess 
East Texas Ref. Co.'s No. 4 West Andy 


Given, tapered tubing ............... 
Humble Oil & Ref. Co.’s No. 3 Ben 
Peterson, %-in. tubing ............+... 
Luling Oil & Gas Co.’s No. 2 Burton, 
Se SE SS Ore ree 


Wheelock and Collins’ No. 12 D. Wells, 
Thi; SE SEED 6 0.005 6d 0.0% aeen de 
Atlantic Oil & Prod. Co.’s No. 19-A 
Burnside, tapered tubing ........... 
Atlantic Oil & Prod. Co.’s No. 20-A 

Burnside, tapered tubing ........ 
Atlantic Oil & Prod. Co.’s No. 35 Moore, 
CRPOTSE CRBIME cic cece cvccccscas 
Atlantic Oil & Prod. Co.’s No. 37 Moore, 
CRDOTOR TOUTE ccs icevcvssveriscacens 
Atlantic Oil & Prod. Co.’s No. 38 Moore, 
OR eer eee 
Barnsdal! Oil Co.’s No. 9 G. E. Adams, 
ge er es ee ee 
M. G. Blalock’s No. 2 State, 1-in. tubing, 
NS Fe A Re 
East Texas Oil Co.’s No. 5 P. C. Castle- 


DeSry, CAPOTON CURR oo sccccccccases 
Foundation Oil Co.’s No. 2 L. Willis, 2- 
ey We. PI oe vc siace cee en eess 
Groveman and Dorian’s No. 2 State, open 
Cees Ue We. Baws ocabsnarcseesocrces 


Gulf Prod. Co.’s No. 29 Judge, %-in. 
EE gnu 60546. suimae s cee 
A. R. Hancock’s No. 2 E. H. Bramley, 
OU SE, wand 6b ceseee ++ ces meen ches 
Humble Oil & Ref. Co.’s No. A 
Knowles, %-in. tubing .............. 
Humble Oil & Ref. Co.’s No. 56 J. M. 
McFarland, %-in. tubing ............ 
Lee Brothers’ No. 1 Sa Kay, %-in. tub- 
CI. sie 230555.0046<bieebeod see Sbbess o% 
Lester and Duffield’s No. 4 J. Moore, 
open tubing, % hr. ... 


Magnolia Pet. Co.’s No. 4 J. Allen, 1%- 
1 


Gs. Mails ok enw sadimeneaweene 
Magnolia Pet. Co.’s No. 10 E. H. Bram- 
a ar rare 
Magnolia Pet. Co.’s No. 9 W. E. Jones, 
ee SEE ons 0.0 ere doen ouaiae ane eee os 
Magnolia Pet. Co.’s No. 8 Todd-Stinch- 
comb, open tubing ......ccccee. 
Rancho Oil Co.’s No. 2 J. M. W heeler, 
a Sn cctechehentaina<4otaeenne 
Shell Pet. Corp.’s No. 7 Akin, tapered 
GEES ecchdvccveconeretés -a0estceee 
Shell Pet. Corp.’s No. 13 W. T. Burnside, 
ee a 
Shell Pet. Corp.’s No. 10 A. V. King, 
tapered tubing, % hr. .............. 
Simms and Stanolind Oil & Gas Co.’s No. 
23-B J. J. Flewellen, tapered tubing. . 
Stanolind-Simms and Peachblossom’s No. 
5 Akin, open tubing, 27 min. ......... 
Sun Oil Co.’s No. 3 W. L. Fuller, ta- 
SE SE, og so ral odewaudeaiwed bee é 
Sun Oil Co.’s No. 1 J. T. Lodden, ta- 
SS exh, owes cbedaaws chee 
Superior Oil Ce.’ s No 
open tubing, % _ 
The Texas Co.’s No. 
 Gaetbwk scahs adn cndnébke os saedene« 
Yount Lee Oil Co.’s No. 3 M. McKinley, | 
SRF SORE: c'ns od cred scisdvstacze 
Blue Star Oil Co.’s No. 6-E Sabine River, 
atm. Celi CROMS cine sce cececces 
Blue Star Oil Co.’s No. 6-F Sabine River, 
Tcl. CRE GORD 6c ccc cece ddsscdcc 
Blue Star Oil Co.’s No. 6-L Sabine River, 
%-in. tubing ey eee ae 
Blue Star Oil Co.’s No. 7-B Sabine River, 
errr 


Delta Drilling Co.’s No. 1 L. D. Crim, 
CRO DERG sc vce scisemance gs oy eretes 
Gulf Prod. Co.’s No. 6 A. Nichols, %-in. 
ee er ee ee ee ee 
Jones and O’Brien’s No. Prothro, 

S-e. tubing. Wo GR sass caccccs+ 
c. C. Julian and Herold, receiver, open 
re eT eae has - NS a 
Luttes et al’s No. 1 Register, open tubing 
J. E. Mabee’s No. 7 M. T. Cole, open 
GES, 6 0-806 6006084 tabs eenG® «4% 6 dace 
Magnolia Pet. Co.’s No. 7 King, 1-in. 
Cee, BTM. cc ccécnucecsceees< cones 
Magnolia Pet. Co.’s No. 4 Nancy Rad- 
oe ee eee er 
Mullendore and Berry’s No. 2 G. Davis, 
COM TRUE <6 0. cthcw cdeee eee ctinsce 





10 
P. T. Bond, receiver, No. 2 O. Prothro, 


RR ee ny a 
E. J. Raddatz’ No. 6 Sabine River, open 
ee ey ee re are 
Rhoads Drilling Co.’s No. 7 Sabine River, 
Be: DR RI, binicw ie ones pad ie ben 
Rhoads Drilling Co.’s No. 2 Sabine River, 
Bom, CHO, Th BB, occ. wc eins veovccees 
Shell Pet. Corp.’s No. 12-A B. F. Laird, 
open tapered tubing, % hr. ......... 
Sinclair Prairie Oil Co.’s No. 4 A. A. 
King, open tubing, 40 min. .......... 
Sinclair Prairie Oil Co.’s No. 5 A. A. 
King, open tubing, % hr. ........... 
A. Snyder and Ashton’s No. 1 H. Adkins, 
" ‘ fee eRatgecet srs 
The Texas Co.'s No. 9 H. T. Elder, open 
PL UO oa sheee wh + bb. 0fmniédate « 
i Oil Co.’s No. 17 Bivens, open tub- 


Wolf and Bradley's No. 3 M. T. Cole, 
Cis WIE. oS ke Bb aig 14 kee Seibccel Mee 
Atlantic Oil & Prod. Co.'s 
Burnside, tapered tubing 















Atlantic Oil & Prod. Co.'s No. 32 Moore, 
tapered CeBIng 2.0 ccoseccnrcccscwse cs 64 
Dearing & McBride’s No. 3 Elmira Chap- 
pel, %-in. tubing choke, 20 min. .... 
East Texas Refining Co.’s No. 5 Tuttle, 
tapered tubing, 60 min. ...........+.. 
Fontain and Dotson’s No. 2 Bacle, %- 
in. tubing choke ...........-.-- oe SB 
Groveman and = No. 3 State, ‘2. 


in, tubing, %& BF. ...ceccececsace 
Gulf Prod. Co.'s No. “'s Judge, % -in. 
eT Tite ee tt 84 
Humble Oil & Ret. Co.’s No. 9 T. M. 
Armstrong, %-in. tubing ............ 84 
Lester and Duffield’s No. 6 J. Moore, 
open 2-in. tubing, 2 eR etre 30 
Magnolia Pet. Co.’s No. 8 E. H. Braw- 
ley, 2%-in. tubing Weds taestbweke 148 
Magnolia Pet. Co.’s No. 11 B. H. Braw- 
ley, 2%-in. tubing ..... 170 
J. S. Massie et al’s No, 2- ‘B Fiemister, 
%-in. tubing, % BR cesvcecccess : 
Shell Pet. Corp.’s No, 14 Burnside, ta- 
pered tubing, % hr. .......seeeeeeeee 16 
Shell Pet. Corp.’s No. 9 Hampton, open 
Cubbies, MH BP. siccscccodccvowssccss:. 18 
Shell Pet. Corp.’ 8 No. 10 Slaton, tapered 
MPO PPEO TT ETI ETT PL TPL CLT ere ’ 40 
Showers and Moncrief’s “No. 2-A &: 
Bacle, %-in. tubing choke ........... 80 
Sun Oil Co.’s No. 9 J. C. Gray, %-in. 
CUBIMG cocccccscccccvcessesccccscceses 80 
Yount Lee Oil Co.’s No. % ‘A McKinley 
WR/AG-m. CUBAN oc cccvccsssesesescsees 16 
Yount Lee Oil Co.'s No. 7-B McKinley, 
11/16-in. tubing choke .............+. 
Blue Star Oil Co.’s No. 6-C Sabine 
River, %-in. tubing choke ........ 75 
Blue Star Oil Co.’s No. 6-M Sabine 
River, open tubing, % hr. ........ 40 
W. S. Randall's No. 1 A. Sanders, open 
CUE ccc ccccsecepcaradcepeesceveass 
Burke Royalty Co.’s No. 3-A D. Carr, 
%-in. tubing choke ........eeeseeeees 65 
Cal Tex Oil Co.’s No. 4 L. D. Crim, %- 
in. tubing choke, 20 min. ..........-. 40 
a we ws No. 2 Cole, 1-in, tubing, 
cevkstvectedvewces 66650809 356 
Gulf Prod. Co.” s No. 2 J. C. Seven, %- 
Se, QUEM cv cccccncs ctvcces 70 
Gulf Prod. Co.’s No. 48 Hilburn, “y -in. 
tubing ChOMS ...cccccccccsccccceseses 75 
Gulf Prod. Co.’s No. 8 Watson, %-in. 
tubing CHROME ..ccccccesccccessecceces 80 
Jones and O’Brien’s No. 3 Prothro, open 
CU, TE BRR. cos ce evewsaceveveceusie 30 
Jones and O’ Brien’ s No. 3 Prothro, open 
Ce Ge MS nd sstorewhncd esbennaeus 27 
Kinnebrew and Simpson’s No. 2 R. B. 
Wells, %-in. tubing choke ........... 35 
Liner, Inc.’s No. 6-K J. C. Clayborn, 1- 
in. tubing choke, 38 min. ....... asst oe 
Cc. H. Lyons’ No. 1 F, J. Richards, 24- 
De. PRM 2c cccccvaderenseecscseors 80 
Magnolia Pet. Co.’s No. 10 A. Hicks, 1- 
fee. CUBOME GROMS 26 cde cccccoccesesnsss 108 
J. C. Means’ No. 3 W. P. Luce, open tub- 
| BPPTULTT TT Ieee eee 129 
Ortiz Oil Co.’s No. 4 J. Johnson, open 
CUDIMG 2... ce cvccccccescssosssecces 55 
V. J. Pearson’s No. 1 J. A. Butts, open 
CHEM ccc cccccccctoscsseseerecseccene 45 
Rhoads Drilling Co.’s No. 5 Sabine River, 
l-in. tubing choke, % hr. .......-++.+ 30 
Rhoads Drilling Co.’s No.5 Sabine River, 
i-ia. tubing, % Bl. cecceccocscccscess 30 
Sinclair Prairie Oil Co.’s No. 24-B A. A. 
King, tubing, 10 min. .....6e-eeeeeee 30 
Sinclair Prairie Oil Co.’s No, 2-C A. A. 
FE 6 6 c0sstccectnonwes -temp. abd. 
Solar Exploration Co.’s No. +. M. EQ 
SRUFGR ccc ces csreraccceescces temp. abd. 


Victor Smith’s No. 1 Alexander...temp. abd. 
The Texas Co.'s No, 10 H. T. Elder, open 


CHEE ccccwricrccondccuvecesiecdser 90 
Tidal Oil Co.’s “No. 16 M. B. Hughey. 
open tubing, 10 mim. ....ccccccccccccs 20 
Wells completed ............+0++: 188 
Initial production ........ > ..13,182 
Abandoned ....... eevcceceveces oe 3 


RUSK COUNTY 
Atlantic Oil & Prod. Co.'s No. 12 Bright- 


well, 1%-in. tubing, % hr. .........- 32 
Humble Oil & Ref. Co.’s No. 1 C. H. 
HeGee, SWOWDINE occ cccccccccncccsce 8 
Humble Oil & Ref. Co.’s No. 11 H. Sex- 
tom, Opem tUDING «crcccccccvcvcceses 62 
Humble Oil & Ref. Co.’s No. 7-A J. T. 
Sexton, 2-in. tubing per Pr ee a 
Shell Pet. Corp.’s No. 11 R. Russell, ta- 
pered tubing, 50 min. .........+00+5- 22 
Tatum-Oliver-Spradner’s No. 2 Bright- 
well, open tubing ......ssceeeseeeeees 60 
Ward Oil Co.’s No. 5 J. A. Bealle, %-in. 
CUDIMB cccccvvccesescscesvcvcccsssecs 40 


Ajo Oil Corp.’s No. 3-A Joe Lee, %-in. 
Cubbies CHROMO .ccccdic-cevecevcossees 


4 





o 
8. Brackman’s No. 2 W. O. Alford, open 
2-in. tubing, % Br. ..cceesesscesccees 
British-American Oil Co.’s No. 4 Cooper, 
i-im. tubleg, 80 mi. 2 ocec cdctcccrsecs 40 
Droppleman Dev. Co.’s No. 6 F. J. Cox, 
open 2%-in. tubing ..........eeeeee- 58 
Dyck Oil Co.’s No. 2 John Bell, %-in. 
Cube Gees HBB ose swecccetseces 28 
Everetts Drilling Co.’s No. 2-B Joe Lee, 
ae Sho 6 5 Subs «wales maxi 00.5 75 
Gulf Prod. Co.’s No. 6 J. W. Shaw, 
SS  fererrir: rr Terr ere rere. 50 
Hi. B. W. Oil Co.'s No. 1 Redwine, open 
Zoi; CUBINE, 6 oc ccccescecvcvce sieves 35 
Humble Oil & Ref. Co.'s No. 4 E. s. 
Holt, SM-im. tubing 2... ccccecrcecesves 37 
Humble Oil & Ref. Co.'s No. 23-A Kan- 
gerga, %-in. tubing, % hr. .......... 22 
Humble Oil & Ref. Co.’s No. 3-A H. 
White, %-in. tubing .........6..-e+06. 
Hunt Prod. Co.’s No. 6-D Bradford, 
PUMPING ..cceseccccctieccosescoseoess 
Hunt Prod. Co.'s No. 2-F Bradford, 
I ee meer ee , 30 
Iowa-Payne Oil Co.’s No. 1 W. ‘A 
Frederick, swabbing ........0++eee00. 50 
Jenkins Oil Corp. et al’s No, 12 Wm. 
Jobe, 2%-in. tubing, 2 hrs. ........... 27 
Kenwood Oil Co.'s No. 4 Deason, 2%-in. 
tubing, 46. mie. 20 cc0ccnssoters vesvien 160 


Dr. Kinney’s No. 1 G. W. Tipps ..... «++ abd 





Mid-Kansas Oil] & Gas Co.'s No. 43 M. 
M. Gross, 2-in. lead > edbers 

Mid-Kansas Ol] & Gas Co.'s No. 9 G. W 
Moore, 2-in. lead bad 

Ortiz Ol Co.'s No. 4 "Hale, “2y- ‘in. “tubing 

Sun d Co.’a No. 3 — Hendon, 2-in. 
tub 

viewtnie Oll Co.'s No, 1 “Z H. Henson, 
pumping 

Donaghue’s No. 3 Wm. Futch, open tub- 
ing, 20 min. 

Humble Oil & Ref. Co.'s No. 7-A B. F. 
Laird, %-in. tubing 

Humble Oil & Ref. Co,’ 8 ‘No. 21-B 8. 8. 
Luird, open tubing 

Humble Oil & Ref. = s No. 24-B 8. 8. 
Laird, % -in. tubin 

Lucy Pet. Co.'s No. : Gill, 
choke 

McMahon et al’s 
tubing 

Stanolind Oil & Gas Co.'s No. 6 "Rena 
Christian, open tubing, 25 min. 

T. C. Adams’ No. 1 N. L. Marwill 

Ajo Oll Co.’s No. 2-B Joe Lee, open 2- 
in, tubing, 29 min. 

American Liberty Oil Co.'s No. 10 Fair, 
2-in. tubing 

American Liberty Oil Co.'s No. 3-C Pink- 
ston, open 2-in. tubing 

P. D. Bowles’ No. 1 N. L. Marwill, 25/64- 
in. tubing choke 

Culps et al’s No. 2 M. Clery, open tubing 

Gant and Garwin’s No. 1 Jerry Simmons, 
2-in, tubing by heads 

Gulf Prod. Co.'s No. 3 Walter Shaw, %- 
in. tubing choke 

Humble Oj] & Ref. Co.’s No. 1-B R. A. 
Barksdale, 2-in. tubing eee 

Humble Oil & Ref. Co.'s No, 3 zB. 8. Holt, 
%-in. tubing 

Humble Oll & Ref. Co.’s No. 22-A Kan- 
gera, %-in. tubing, % hr. 

Humble Oil & Ref. Co.'s No. 1M. A. 
Neal, swabbing ceveesecce 


Humble Oil & Ref. Co.’s No. 15-A 8. yt 
Plowman, %-in. tubing, % hr. 

Humble Oil & Ref. Co.'s No. 5 Walter 

%-in. tubing, % hr. .. 
Ol! & Ref. Co.'s No. 3 Bs. 

Holt, % in. tubing 

Humble Oil & Ref. Co.’s No, 22-A Kan- 
gera, %-in. tubing, % hr. 

Humble Oil & Ref. Co.’s No. 1 M. A. 
Neal, swabbing ... 

Humble Olli & Ref. Co.'s No. 15-A 8. A. 
Plowman, %-in. tubing, % hr. 

Humble Oil & Ref. Co.'s No. 6 Walter 
Shaw, %-in. tubing, % hr. 

Humble Oil & Ref. Co.’s No. 3 ‘Jeusie 
White, %-in. tubing 

Hunt Prod. Co.’s No. 6-A R. J. Vinson, 
pumping 

Sherman Hunt's No. 2 R. J. Vinson, 2-in. 
tubing 

Cc. H. Lyons’ No. 2 Moore 2-in. tubing. . 

Mid-Kansas Oil & Gas Co.'s No. 47 M. M. 
Cross, 2-in. lead 

Mid-Kansas Oil & Gas Co.’s No. 9 M. C. 
DeGuerin, 2-in. lead 

Mid-Kansas Oil & Gas Co.’s No. 3 Peter 
Tipps, 2-in. lead 


%-in. tubing 


open 2-in. tubing 

Tidal Ol) Co.’s No. 
open tubing 

Tidal Oil Co.’s 
tubing, % hr. 

Tidal Oil Co.'s No. 4 “oO. Whittington, 
2-in. open tubing, % hr. 

Acme Oil Co.'s No. 1 C. Bean, %-in. 
tubing choke .. 

Barnedall Oil Co.'s No. 2 Gill, - tub- 
ing, % hr. 


Andy Givens, tapered tubtee 

Humble Oil & Ref. Co.’s No. 
Peterson, %-in. tubing choke 

Luling Ol! & Gas Co.’s No. 2 Burton, 
1-in. tubing choke, % hr. 

Wheelock & Collins’ No. 12 D. Wells, 
%-in. tubing 

Belrice Oll Co.'s No. 4 C. Young, 2-in. 
tubing ... 

Dyck oll Co's bn 2 Cc. O. Crim, \% 
tubing, \ 

Everetts Dele. “co. 4 No. 1- B Joe Lee, 
1-in. tubing, % hr. 

Gulf Prod. Co.'s No. ¢ A. H. Rayford, 
%-in. tubing 


Blackwell, tubing, % hr. 

Humble Oil & Ref. Co.'s No. 7-B A. D. 
Blackwell, %-in. tubing, 20 min. 

Humble Oll & Ref. Co.’s No. 3 Leah 
Bull, %-in. tubing 

Humble Oil & Ref. Co.’s No, 7-A H. A 

, %-in: tubing 
Humble O11 & Ref. Co.'s No. “26 Ww. L 
%-in. tubing 

Humble Oil & Ref. Co.’s No. 10 J. H. 
Wooley, %-in. tubing, % hr. 

Hunt Prod. Co.'s No. - - Bradford, 
pumping, 4 hrs. . 

Hunt Prod. Co.'s No. 
Pumping, 3 hrs. 

Kimbie & Acre’s No. 2 E. B. ‘Alford, 
2-in. tubing, 40 min. 

Mid-Kansas Oil & Gas Co.'s No. 7 G. W. 
Moores, 2-in. lead 

Mid-Kansas Oil & Gas Co.'s No. 8 G. W. 
Moore, open 2-in. lead 

W. F. Reynolds’ No. 1 J. H. ‘Henson, 2- 
in. tubing by heads, 12 hrs. 

Sibling & Williams’ No. 1 Goforth, 2-in. 
tubing, % hr. . 

Sinclair Prairie Co."s No. 12-A 
Peter Tipps, open 2-in. tubing, % hr. 

Southern Interstate Oil Co.'s No. 3 Giles, 
1-in. tubing choke, 45 min. 

Stanolind and Pure Oil Co.’s No. 36 W. 
HK, Siler, 2%-in. tubing, 2 hrs. 6 min. 

Stanolind and Pure Oil Co.’s No. 87 W. 
H. Siler, %-in. tubing, 3 hrs. 50 min. 

Stanolind and Pure Oil Co.’s No. 38 W. 
x. , 2%-in, tubing, 50 min. 


80 
50 
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Sun Oj! Co.’s No. 4 Alfred b cad 2%-in. 
tubing ....... 

The Texas Co.'s No. " w. w. ‘Henry, 
open 2-in. tubing . 

Tidal Oil Co.’s No. 5- A ‘Thompson, 2-in. 
tubing, 4% hr. 

Grady Vaughan’s “No. r “Alford, open 2%- 
in, tubing, % hr. ...... 

Cordova Union Oil & Gas Co.’ “ No. ‘4 B 

c. O. Christian, open tubing, % hr. 

Carl Dunham's — 2-A mba 5. %-in. 
CURE .«cxesees 

Gulf Prod. Co.'s “No. 2 0. R. “Baton, 
%-in. tubing .... 
Humble Oil & Ref. Co.’ 8 No. 6-A B. F. 
Laird, %-in. tubing overs 
Humble Oil & Ref. Co.'s No. -B B. F. 
Laird, %-in. tubing ee 
Magnolia Pet. Co.'s No. 7 c. ‘ce ‘stilt, 
1-in. tubing, 5 min. . 
Republic Prod. Co.’s No. 
1-in. tubing, 10 min. 
American Liberty Oil Co.'s No. is _ J. 
Finney, 2-in. tubing 

American Liberty Oil Co.’s No. 6 M. L. 
Thompson, open tubing 

Cra)tree & Jeffries’ No. 3 Giles, 2- ‘in. 
tubing 

Cullins Otl Co.'s No. 3 Thrash, ‘open “d-in. 
tubing 

Falcon Ol Co.’ s ‘No. r Perkins ‘heirs, 
open tubing, % hr. on 

Gant & Garwin'’s No. 8 Moore 

Farley Drig. Co.'s No. 1 Neal Syenes. 
pumping 24 hrs. ... ° 

Gulf Prod. Co.’s No. 7 J. W. Shaw, %- Pa 
tubing ..... esececes 

Gulf Prod. Co.’ ‘s ‘No. 7 8. "B. Stone, a 
in. tubing ....... 

Humble Oil & Ref. Co.’ x No. 6 John 
Bell, BoM. CUBIS 00... c.ccvcccccess 

Humble Oil & Ref. Co.'s ‘No. 14-A D. 
Blackwell, %-in. tubing, % hr. ..... 

Humble Oil & Ref. Co.'s No. 15-A D. 
Blackwell, %-in. tubing, % hr. ..... 

Humble Oi] & Ref. Co.'s No. 6-B Ida 
Holt, %-in, tubing 


5 Leverett, 


Humble Oil & oe. Co.'s No. 2 E. Mc- 
a 


David 

Humble on & Ret. Co." ‘s No. ‘Ie- a "Piow- 
man, %-in. tubing, % hr. .......+.-+ 

Humble Oil & Ref. Co.’s No. 6 * a 
Walker, %-in. tubing .. ° 

Marr Drig. Co.’s No. 2 John Rettig eee 

Mid-Kansas Ol] & Gas Co.’s No. 11 D. 
Ledbetter, 2-in. lead . oes 

Mid-Kansas Oil & Gas Co.’ 8 "No. ‘3 D. 
Ledbetter, 2-in. lead 

A. J, Rife’s No. 2 on 2%-Iin. tubing, 
2% hrs. 

The Texas Co.'s No. 3 w. w. ‘Henry, 
2-in. tubing ......++.+.. 

The Texas Co.'s No. 10 w. w. ‘Henry, 
by heads, 2-in. tubing 

The Texas Co.’s No. 12 A. W. Kersh. 
2-in, tubing . 

Fred Shields and Florence Oil Co.’s No. 
1 R. L. Buckner 


eeeeeeee 


Completions ... 
Initial production 
Abandoned .... 
SMITH COUNTY 
Smith-Guerin & King’s No. 
Cooke, 2%-in, tubing, 50 min 
The Texas Co.'s No. 8 M. 
2-in. tubing .... 
Sun Oil Co.’s No. 14 O. w. Knight, 2 ‘in. 
tubing 
Amalgamated Oil Co. ‘s No. 4 Cooke, %- 
in, tubing choke, 10 min. 
Alex McCutcheon’s 
2-in. tubing, % hr. 
Sinclair Prairie Oil Co.’s No. 9 A. Wiley, 
2% hrs. swabbing 
Sun Oil Co.'s No, 
tapered tubing 
The Texas Co.’s No. 
2-in. tubing 
W. E. Skinner's No. 1 Jess! e Cole 
Gronn & Gracy’s No. 2 M. L. Thomp- 
son, 2%-in. tubing, % hr. ° 
Gulf Prod. Co.'s No. 
in. tuling ..... 
Weaver-Crim Oil Co.’s "No. 3 Stone fee, 
11/16-in. tubing, % hr. 
Johnston & Owens’ No. 2 Wolford, 2-in. 
tubing ... 
Mid-Kansas Oil & Gas Co.’s No. 7 J. H. 
Sharp, 2-in. lead e 
Joiner et al’s No. 1 C. J. Jackson 


7 M. Blackwell, 


7 Jack Wiley, %- 


Completions .. 
Initial production 
Abandoned .. 


UPSHUR COUNTY 
Conservative Oil Co.'s No. 2 Iva & 
Byrne, 1-in. tubing choke 
Cranfill & Reynolds’ No. 
Be 


rry 

Feazel ‘& Davenport's No. 4 Phiilips, * 
in. tubing choke .. 

Humble Oil & Ref. Co.'s No. 1-B Zz, T. 
Miller, %-in. tubing .. 

Humble Oil & Ref. Co.’s No. 4 A. L 
Shelton, \%-in. tu “| 

G. = ~ pessoas No. 


tubin, 

B. F. Phillips’ ‘No. 3 ‘Eg. H,. Bramley, 2 
in, tubing 

Stanolind-Simms and Continental 
Co.’s No, 10-C J. J. Flewellen, % hr., 
2%-in, tubing . 

Sun Oil Co.'s No. 11 Hargraves, tapered 
tubing 

Waggoner & McConnell’s No. 1 Williams, 
1-in. tubing .... 

Heydrick and Camp Drig. Cos No. 1 
Shelton, 11/16-in. tubing, 4% hr. . 

Manson Oil Co.’s No. 6 T. A. Webb, 2%- 
in, tubing ...... 

Rodgers Bros.’ No. 2 E. Ki Bramley, 2- 
in. tubing, % hr. 

Simms & Russ’ No. 10 J. J. Flewellen, 
2%-in. open tubing, 20 min. 

Stroube & Stroube’s No. 2 Mackey, ta- 
pered tubing .... 

Alma Pet. Co.'s No. 3 J. Watson, % -in, 
tubing, % hr. 


45 


27 


Everetts Oil Co.’s No. 4 A. J. Sanders, 

%-in. tubing choke ........... 
i ka a No. 5 A. O. 

Phillips, %-in. tubin ’ 

Magnolia Pet. Co.'s No. 30. F. Smith, 
1-in. tubing .......... 

Shell Pet. Corp.’s No. 13 ‘c ‘c ‘Landers, 
tapered tubing ....... 

N. L. Stevens’ No. 1 J. ‘Hargroves, ta- 
pered tubing ........ 

J. C. Werby and Retugio's No. 1 Ben ‘i 

Reed, open tubing, 4% hr. .....-.«+. 

Cal Pet. Co.’s No. 7 Dearing, 2-in. tubing 

Humble Oil & Ref. Co.’s No. 6 oe 
%-in,. tubing ..... 

Rodgers a No, 3 ‘Brawley, 2- ‘in, tub- 
ing, % ceeee 

Stroube & ‘Stroube’s ‘No. 3 Mackey, ta- 
pered tubing ...... 

Tucker & Van Fieck’s No. 
Maughan 


Completions .. 
Initial production 
Abandoned ... 
VAN ZANDT COUNTY 
Pure Oil Co.’s No. 15 R. L. Wells 
Pure Oil Co.'s No. 2 R. A. Enas . 
Pure Oil Co.’s No. 6 R. EB. Cade .. 


Completions ....... 
Initial production ee 


North Central Texas Fields 
Summary of Wells Com 
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Montague 
Shackelford 
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Difference 284 


Summary of Rigs and Wells Drilling 
Rigs = Dig.TtL 
81 
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Palo Pinto 
Shackelford 

Stephens 
Throckmorton ... 
Wichita a 
Wilbarger 

Young 

Miscellaneous counties 
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ARCHER COUNTY 
WELLS COMPLETED 

Benson and Continental Oil Co.’s No. 1 

J. N. Prideaux .. 
R. N. Hamilton’s No. 1 Stehlik 
Houston and Houston's No. 1 Browning 
Morris and Dunn’s No. 1 Morbitzer ... 
Bonner and Kelleher’s No. 1 King 
Bridwell Oil Co.’s No, 1 Abercrombie... 
H. Craig et al’s No. 1 J. D. Smyth 
Jim Fish’ No. 1 Fish 
8. Z. Francis’ 
D. T. Monfort’s No. 1 Snider 
George L. Pace’s No. 7 Green 
R. W. Reynolds’ No. 1 King 
Sinclair Prairie Oil Co.’s No. 

~ Davies Sete s ae vite 

G. Steele’s No. 1 King 
Viet Oll & Gas Co.’s No. 11 Harmel ... 
W. B. Hamilton’s No. 1 Ikard ... 
W. B. Hamilton’s No. 1 Ikard (C) .... 
Krahenbuhl’s No. 2 Ray 
W. B. Omohundro’s No. 3 Turbeville ... 
The Texas Co.’s No. 1 Morrison ....... 
W. C. Young’s No. 1 Foster 


Wells completed 
Initial production 
Abandoned ... 


BROWN COUNTY» 


Cunningham’s No. 1 Kilgore .......... 
8. O. Looper’s No. 1 fee .. 


Wells completed . 
Abandoned ........ 


CALLAHAN COUNTY 
Gallagher and awe No. 
Kelton ...... 


Woodley Pet. Co.’s No. 27 Radford 
Gallagher and Lawson’s No. 
Kelton .. 
H. B. House et al’s "No. 1 Finley 
J. A. Miller’s No. 1 Cutbirth 
et al’s No. 1 Hatchett 


Wells completed 
Initial production 


se eeeee 


Gas 
Abandoned 


CLAY COUNTY 
D. M, Henry’s No. 1 Fry ... 
W. N. Maer’s No. 1 Oliver 
Clower et al’s No. 1 Oliver 


Wells completed 
Abandoned ...... 


February 2, 1933 


COLEMAN COUNTY 

M. L. Anderson’s No, 1 Grouthouse ..._ ap, 
Barnadall Oil Co.’s No. 5 Golson » 
ee — te ge aa No. ie 


Wells completed .... 
Initial production .... 


coo 
at we Oll & Ref. Sor s No. 1 David- 
son ..... 


Wells completed 
Abandoned 


Texas Pacific Coal & Oil Co.’s No. 1 ¢. 
EB. Allen ...... 

Texas Pacific. Coal & O}l Co.’s No. 2 
Mrs. F. Wallen ..... 


Wells completed 
Initial production .. 
JACK COUNTY 
A. C. Parks’ No. 1 Webb 


Wells completed 
Abandoned 
MONTAGUE COUNTY 
Lesh and McCall’s No, 1 Bouldin ... 


Wells completed .... 
Abandoned 
SHACKELFORD COUNTY 
Roeser & Pendleton’s No. 1-A Cook .... 
Roeser & Pendleton’s No. 2-A Cook .... 
Bessy’s No. 1 Horton 
George Callahan's No. 2 Jeter 
Cross and Wilson’s No. 1 Green 
Freeman and Hampton Oll Co.'s No. 2 
Morris ..... 
Lowe and Hampton ou Co.’s No. 5 Alex- 
ander . 
Pruitt et al’s ‘No. 1 Clausell .. 


Wells completed 

Initial production 

Abandoned ...... 

WICHITA COUNTY 

P. J. Flynn et al’s No. 4 Woodard .. 
John Head’s No. 2 Hodges 
Mogren and Anderson’s No. 31 Goetze.. 
The Texas Co.’s No. 408 Waggoner .... 
Texas State Oil Co.’s No. 1 Shipley .. 


Wells completed 
Initial production .. 
Abandoned ..... 


YOUNG COUNTY 
F. Ard et al’s No. 1 Belknap . 
W. R. Cooper’s No. 3 Wilson .......... 
R. C. Emore’s No. 1 Robinson 
Hunter Oil Corp.'s No. 6 Bloodworth.. 
Iron Mountain Oil Co.’s No. 16 Tatum 
King Royalty Co.’s No. 42 Thompson .. 
J. H. Kleiner’s No. 3 J. C. Graham.. 
J. J. Moran’s No. 6 Howard 
Pacific-Atiantic Oil Service's 

Smith ... 
E. R. Riggs’ No. 10 Kirkland 
Schmitt's No. 10 Belknap 
Frank Shaw’s No. 1 Kuth 
W. R. Stafford’s No. 1 Stewart 
Sid Swink’s No. 6 Kuth 
Brazelton et al’s No. 4 Belknap 
R. Bruton’s No. 1 Jones 
Dunninger and Leporin’s No. 1 anal 
Hunter Oil Corp.’s No. 2 Taack ... 
Iron Mountain Oil Co.’s No, 2 Jordan. 
Iron Mountain Oil Co.’s No. 15 Tatum. 
Kleiner and HY Oil Co. et al’s No. 5 
Johnson 

Kleiner and Riggs’ No. 15 Larimore. 
lL. F. Kubecka’s No. 3 Culler .. . 
T. G. Lester’s No. 1 Jones. 
Cc. ,.C. Mason’s No. 1 Lowe ee 
J. J. Moran’s No. 6 Howard 
Moran and Wotola’s No. 1 Miller .. 
James L. Nelson’s No. 1 Jordan .... 
Petroleum Prod. Co.’s No. 1 Taack .. 
The Texas Co.’s No. 1 Bird 
D. L. Wolf's No. 1 Culbertson 
Worth Oil Co.’s No. 3 George Garrett 
R. C. Parker’s No. 1 Blount 


eeteeeeee 


Wells completed 
Initial production 
Abandoned 
Panhandle Fields 


TEXAS PANHANDLE DISTRICT 
Summary of Wells Completed 





Comp. — wre Gas 


y J itiatia a ee 
Hutchinson .. ‘ x 1 


. cones. 38 
CE 6 3 bh 0es 000 


Difference Sts geil ta 


Summary of Rigs and Wells Drilling 
Rigs 8.D. Die Tt 
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WELLS COMPLETED 
CARSON COUNTY i 
H. A. M. Oil Co.’s No. 3 Cooper ....-- 
The Texas Co.’s No. 1 Byrum 15 
Texoma Nat. Gas Co.’s No. 
banczyk ... 46 
Osborne's No. 1 Byrum | 
Wells completed 
Initial production 
Gas 
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February 2, 1933 






GRAY COUNTY 


Magnolia Pet. Co.’s No. 7 fee ........ 1381 
Texas Co.'s No. 6 Davis ...... o+- -1126 
The Texas Co.’s No. 1 Pope .......... gas 
Gahan -Cve and Hoover's ‘ee 1 Bar- in 
t rrr eeee reer eee ee eee ee eee 
ee Oil & Gas “Co.'s No. 1-C Aa- 
ams (old well recompleted) eeeseece 21 
igewance Oil & Gas Co.’s No. 1-F Morse 25 
The Texas Co.’s No. 22 Saunders ..... 4009 
sid Richardson’s No. 1 Wright ...... +. abd 
Skelly Oil Co.’s No. 7 Saunders ....... 744 
The Texas Co.'s No. 13 Williams ...... 941 
Dixon Creek Oil Co.’s No. 1 Chapman... 26 


Skelly Oil Co.’s No. 8 Saunders ..... 108 
Sullivan and Ochiltree’s No. 2 Morse.. 128 






Wells completed ............seseee 
Initial eee se asedeses Sede F’ 


Gas 
‘Abandoned adnedde'e 


HUTCHINSON COUNTY 
Holmes and Newblock’s No. 2 Moore- 





BANGAOR cccccccccccccess a 200 
Wells completed .......ccceccccces 1 
Initial production ................. 200 





West Texas Fields 


Summary of Wells Completed 
Comp. ee Dry Gas 
1 























ee 
3 173 $.'--@ 
1 73006008 
1 150 60 0 
3 1,028 1 90 
1 2. -2 
5 m.t *@ 
8 665 2 2 
1 97 ©0@ @ 
etn) GN is toe vse'ces 24 2,968 8 2 
Metal MOR. a6) :46-. ves 16 5,083 4 0 
Difference ........++e% 8 2,130 4 2 
Summary of Rigs and Wells Lay 
Rigs 8S.D. Dig.T 
Brewstel .os.ccseccsivc. 0 5 0 “i 
MEMGKO cccciecedec.cccces 0 1 1 2 
Crane 0 0 1 1 
Crockett 2 2 3 7 
Ector 1 2 2 5 
Fisher 0 3 1 4 
Glasscock 0 0 5 6 
Howard ..ccces-c0--coves 1 0 4 5 
BOR. 0. cdcccdsebs ovesvics 0 0 2 2 
DD .kbnbd cane coeSe<ee 2 2 3 7 
PE obsses bes eeeces 2 2 5 9 
BOOOS .cccceercecccce con 2 4 1 7 
BOATON cccccccesesssccce 3 0 8 11 
Reeves 0 1 1 2 
Schleicher ae 0 2 0 2 
BETS cccedwccccoccs 1 3 1 5 
Tom Green 0 3 0 3 
WON cnccccccccsscoccer 2 0 1 3 
Val Verde ....6+.-seevee 0 2 0 2 
TE ccdslenewosecocsene 7 8 22 87 
Winkler ...-cccccccccses 2 2 3 7 
Miscellaneous counties 1 6 1 8 
Total Dec. ..........- 26 48 65 139 
Detal WOE cxccsiceceve 14 46 66 126 
Difference ......-..-+- 12 2 1 13 
WELLS COMPLETED 
BORDEN COUNTY 
Westyde Invst. Co.’s No. 1 Looney..... abd 
Wells completed ........0---eeeee- 1 
AbaNGOMEE 2.0000 ccccccesscorseree 1 
GLASSCOCK COUNTY 
Noble Drig. Co.’s No. 1 Baker ........ 80 
Mann’s No. 1 Powell ........--ee+ee8-: abd 
Phillips Pet. Co.’s No. 1 Baker ........ 93 
Wells completed ........20.-sseee 3 
Initial production ..........sssee8. 173 
Abandoned ..... 2... -seeeeeeeee: ee 1 
HOWARD COUNTY 
Witherspoon et al’s No. 2 Adams ...... 780 
Wells completed .........-.eeeee05 1 
Initial production ...........sss0+. 780 
ONES COUNTY 
Pope and Anderson's No. 2 Swann .... 150 
Wells completed ..........-.se++05 1 
Initial production .........++-++-+:5 150 


LOVING COUNTY 
Adams et al’s No. 1 Reagan-McElvain.. 848 
Sudderth et al’s No. 1 Capitola......... ald 
Columbia Oil & Gas Co.’s No. 2 Wheat. 180 


Wells completed 
Initial production 





GREE. Secdecscccscercen: 
MENARD COUNTY 
Priest et al’s No. 1 Sorrel ....... temp. abd 
WE II op. 0 ono: 000 0 00.0>>.0% 1 
AUAREEEEE,. « cccccesesccecccccccee ee 1 
PECOS COUNTY 

Kane Prod. Co.’s No. 1 Pecos Valley.. abd 
Aero Gas & Ref. Co.’s No. 3 Burns. abd 

Ege Oil & Gas Co.’s No. 8-B Tip- 
CCRC SEP we SeSe reel eoees vccceeccse 30 
Coodinal oil Co, 3 No. 3- K Tippett anni’ 10 
Cardinal Oil Co.’s No. 14-E Tippett... 30 
Wells completed ............0e000- 5 
Initial production ................. 70 
FRA EES ee a 2 

WARD COUNTY 

Barnsdall Oil Co.’s No. 3 Henry..... ‘-. gas 
Capinto et al’s No. 1 Beatty .......... abd 
Gulf Prod. Co.’s No, 18 Hutchings .... 385 

Texas Pacific Seat " Oil Co.’s No. 56 
OUNOE tal ce aigien buhinioe Metis ss 2's 0 70 
Gulf Prod, Co.'s "No. ety ‘O’Brien webs es 100 
sranolind Oil & Gas Co.’s No. 1Grimes 100 
O’Quinn et al’s No. 1 Reynolds ...... abd 
Weekly Oil Co, et al’s No. 1 Burks. gas 
Wells completed .............+..4. 8 
— NON 2id oaliitagde’ Sieo'ave d'etwh 655 


Peewee eee eee eeee 


Abandoned ............. 
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WINKLER COUNTY 
Magnolia Pet. Co.’s No. 3 Scarborough 
(old well recompleted) ............++ 


Wells completed .........---sesuee 1 
Initial production 





East Texas Gas Fields 


of Field Operations 
Comp. ae | DryGas* RigsDig.Ttl. 


Bowie ..... 2 0 0 4 4 
Oe eee 2 ° sos F.3 
Harrison 2 0 2 0 0 2 2 
Marion 1 0 1 0 0 3 3 
Panola cee 0 1 0 2 2 4 
Red River .. 2 0 2 0 1 2 3 
Shelby ..... 2 Ss oS 3: fF 

Total Dec. 12 ® il 1 4 21 26 

Total Nov. 1 0 1 0 3 27 30 

Difference 11 0 10 1 1 6 6 





*Gas production: Shelby, 8,000,000 feet. 


WELLS COMPLETED 
BOWIE COUNTY 


Charles Lewis Sur, Smith, Logan & 
WIUMCCE 2 cccccccccssccccccccsccccccce dry 
L. M. Rice Sur., Tidwell, Timberlake 
GE GED ccoccccssscosicssevecovocesves dry 


CASS COUNTY 
William Davis Sur., Henderson, John C. 


TORO Be oss oe sic dee cvcsccovcedtdive dry 
. E. Wellborn Sur., Lanier, John C. 
MaGOTO 2 ccc ccsescccccccccccscccesccs ary 


MARION COUNTY 
M. .e Sur., M. C. Coker, Purcell et 
BED ccccccccccccccucce--cocccesocsccs dry 
HARRISON COUNTY 
G. L. Bledsoe Sur., Henderson, . 
WAG G6 BED veccccdcccccccccees reece dry 
T. J. Copelain Sur., Furrh, Ryan Cons. 


CG CaP Si eva ccnecwecccncdconecccce dry 
PANOLA COUNTY 
Isabel Hanks Sur., Daniel, Moses & 
Weatnse 2 coceccovcceccccceesscceses dry 


B. C. Jordan Sur., Steele, United Prod. 


Co. 19 (168) cedecowcedscacenssecces ab 
SHELBY COUNTY 
Cc. E. Henry Sur., Pickering Lbr. Co., C. 
TE. COD acids cece iccecccccscces gas 
A. D. Fountain Sur., Frost Lbr. Co., 
Se EE DF oo cece ch ecscedeaes . ary 
Gas preGectie® cccoce--csecees- 8,000,000 


RED RIVER COUNTY 
E. Hughbert Sur., Jess Hossier, D. M. 


CS BY Saat ro dry 
Edward Dean Sur., aig Johnson Pet. 
BME. 1 cecvrccccocevcccecvcecescecs dry 





Louisiana Fields 


Summary of Field Operations 

Comp. Prod.DryGas*RigsDlg.Ttl. 
Avoyelles 
Beauregard.. 
Bienville 
Bossier 
Caddo ..... 
Claiborne 
Concordia 
DeSoto 
Grant 
Lincoln 
Morehouse . 
Natchitoches 
Ouachita 
Rapides 
Red River .. 
Richland 
Sabine 
Tensas 
Union ...... 
Vernon ..... 
Webster 
West Carroll 0 
Winn 0 


COCR HHS 
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Total Dec. 48 2,115 
Total Nov. 29 4,386 


Difference 19 2,271 13 
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*Gas production: Caddo, 63,000,000 feet; 
Ouachita, 4,000,000 feet; Richland, 2,500,000 
feet; total, 69,500,000 feet. 


WELLS COMPLETED 
BIENVILLE PARISH 
19-18-6 Petty Stave Co., Black Lake 
Development Co. 1 (jkd.) .... dry 
BEAUREGARD PARISH 
33-28-9w as “i nap DeRidder Dev. Co. 
 BOaBIER PARISH 
15-22-14 Nattin, Plain Dealing O. & G. 
Cc dh edhwes snbeteooneeeadas® 
10-18-11 . et “al, Texana O. & G. 


cocecececcecccce> dry 
CADDO PARISH 

34-23-16 F. B. 1: to Ark.-La. Pipe 
nt Cn tadesedeces¢ oes gas 

10-22-15 Charles Nichols, Caddo Prairie 
Be TE -  weescccccegce cones ry 

5-18-16 Hammeck, Louann O. & G. Co. 
Bh. Sdswewescivestetcccesnesios = 
Gas production .......... . 63, 000,000 000 

NATCHITOCHES PARISH 

11-10- 8 Smith, H. S. Gerson 1 ....... dry 
11-10- 8 Smith, H. 8S, Gerson 4 ....... dry 


17-10- 6 Bastrop State 


Keaton 1 (Loc.) bd 

23-10- 6 Stephens, R. A. Keaton 1 .... dry 

3- 8- 9 Cook, H. W. Perritt' 1 ...... dry 
9-12-15 Bodcaw Lbr. Co., Saline Bayou 

SS ee ee cew'ec soe dry 

ee CN 5 wine. nd0ta gscacone 5 

Ee PI eT Le ee eee 5 


OUACHITA PARISH 
7-19-4e Cole, Amalgamated Carbon Co. 
SS wedectédbtcevceSecccboutees 


5-16-le Williams, Wilson & Mitchell 1 in 


Gas production ...........0.-: 4,000,000 


RICHLAND PARISH 
11-17-5 Noe, Pelican Nat. Gas Co. 2... gas 


Gas production ..........++.-.2,500,000 
SABINE PARISH 
2- 7-13 Nulton, Abbott & Rankin 1 .. 30 
35- 8-13 — Adams & Robertson 
enesrceererisecedds- edvns dry 
31- 8-11 R. C. Cooper, “Alexander & 
De FR eee ee 
10- 7-11 M. Stoker, tyule Alfora 1 (jkd.) dry 
14- 7-11 MeNeely, J. H. Askew 2-E ... 35 
28- 8-11 Les Lites, J. E. Bailey 1 (loc.) abd 
33-10-11 Williams, Bridges & Clark 4.. 20 


2- 7-11 Fee, W. Brumley 1 ......... . dry 
9- 7-13 — Lbr. Co., John R. Bunn 
oceeseseocse sic ccsecce QE 


16- 7-13 Buhop. ‘Byers Ol Ca. 1 ...cce GF 
1- 7-11 as ta Capitol-Crescent Oil Co. 
18- 7-11 Willieme, Colonial ol Co. 3 : ary 
35- 8-13 Sabine Lbr. Co., Clyde Cox 1.. dry 
2- 7-11 Peters, Crescent Drilling Co. 1 dry 
6- 7-11 William _ Mrs. Dabney et 

Bh (BOE) ccccecdeccsdvcoces abd 
6- 7-11 William Bi Mrs. * Dabney anf 

se eS eee ae 
31- 8-10 Armstrong, B. J. 

(Get) . cesrdcdedscecveeses - abd 
30- 8-12 Tille, C. H. Hamilton 1 (jkd.) dry 
32- 8-12 Leone est., Imperial Producers 

Ge. 2 GEOR)  cecccecvcescccs abd 
30- 8-11 Cooper, W. F. Lacy 3 ........ dry 
30- 8-11 Cooper, Magnolia Pet. Co. 1 .. 310 
16- 7-13 Moorer, H. C. Maulding 1 .... dry 
31- 8-10 Chadick, L. K. McGuffin 1 .. 15 
24- 8-13 Lefkovitzk, R. B. Middleton 1 dry 
32- 8-10 Chadick, Paul Miller, tr. 2 .. 700 
21- 7-11 Bivens, W. M. Neely 1 ry 
15- 7-11 Ponder, BE. F. Neely 4 ....... 200 
30- 8-11 W. M. Cooper, T. E. Nix 1 ... 300 
31- 8-10 Buckley, Pelican Nat. Gas Co. 


F. ccvcvseavonsthetvedensans 100 
81- 8-11 La. Long "Leat Lbr. Co, Pelican 
Nat. Gag Co. 17 ....2cee00% ry 
3- 7-13 Sabine Lbr. Co., Pelican Nat. 
Gas Ga, © seccecassecerccsve 26 
5- 7-11 Trammell, H. c "Pitts et al l 
BOR.) cocodersccscceseccee -. abd 
13- 7-11 Cutter, W. H. Rowe et al 1... 50 
9- 7-13 Sabine Rs Co. Silvey & 
DR E cccavecoviesceseves dry 
3- 7-13 G. Sentinen, Skidmore Oil mae 
DL cacceceocesccereccccece 
31- 8-10 Henderson, EB. M. Self 2 ..... dry 
1- 7-11 Byrd, H. H. Stout et al 1... dry 
4- 7-13 8S. S. Martinez Thornton et al 
DS Ge cecsscneee ce ccccace a 
7- 7-10 Byrd, C. H. Tuttle 3 ......... dry 
Wells completed 
er baeun ae 
Producers 
Production 





LINCOLN PARISH 
25-20-4w Simonton, Loring Oil Co. 1.. dry 





Mississippi Fields 
Summary of Field Operations 

Comp. Prod.DryGas* RigsDlg.Ttl. 
Amite 0 
Clarke 
Covington 
Hinds 
Jackson 
Jasper 
Lamar 
Lowndes 1 
Monroe ~ 
Newton .... 0 
Rankin 1 
Scott 
Webster .... 
Wilkinson 


| 


oo | eccoooooooeoeo 


lesl 
i eo ee 68 SO 0D et OT rt ee 


ad 
to oan PRR OH er On, ee Ore 


Total Nov. 


0 
0 
Total Dec. 2 
° 
0 


‘1 


Difference 





*Gas production: Rankin, 50,000,000 feet. 


WELLS COMPLETED 
RANKIN COUNTY 
7-5n-le Hurst, James Alexander 2 ... gas 
Gan BOO os ecutsstaccdis 50,000,000 
LOWNDES COUNTY 


34-17-16 Carr est., Lowndes Co. 
Dev. Co. 


Arkansas Fields 


Summary of Field Operations 
Comp. Prod. DryGasRigsDlig.TtlL 


Oil & 





Clay 
Cleburn 
Columbia 
rr 
Jefferson 
Lafayette 
Little River. 
Lincoln ° 
Logan 
Miller 
Se 


aw 
a 
ecoooeooceoeoooecocoooeo 


coworrrorcroor 





1 
Union 0 
Van Buren 1 
Washington . 2 

1 
0 


Woodruff 
Yell 


— 
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Total Dec. 13 
Total Nov. 8 
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Difference 5 350 


WELLS COMPLETED 
CLAY COUNTY 
4-20-8 Underwood, S. C. Jeffus et al 1 dry 
DREW COUNTY 
35-13-5 Ogles, Co-operative Dev. Co. 1.. dry 
LAFAYETTE COUNTY 


25-16-25 Coleman, Fox & Langford 1 .. dry 








LINCOLN COUNTY 
5-8-7 seein Planting Co., L. B. Cook, ys 
LOGAN COUNT 
13-6-26 J. H. White, J. H. Flowers 1.. dry 
MILLER COUNTY 
33-15-26 Beck, Roy Baker et al 1 .... 350 
PIKE COUNTY 
13-9-23 W. B. Bast, BE. R. Henderson 1 dry 
26-8-24 Tilyew, E. R. Henderson 1 .... dry 
8ST. FRANCIS COUNTY 
1-4-lw Mrs. W. B. Britton, BE. R. Hen- 
derson 1. occecs G2 
VAN BUREN COUNTY 
5-7-13 Scanlan, Glenn Kahle et all .. dry 
WASHINGTON COUNTY 
14-15-32 Cunningham, Chase & Rogers 1 dry 
34-16-30 Jones, C. H. Willoughby 1 .... dry 
WOODRUFF COUNTY 





1-5bn-2w Rosser, B. F. Thompson 1 .. dry 

Alabama Fields 

of Field Operations 

Comp. =_— DryGasRigsD\)g.Tt!. 
Baldwin 0 0 a 1 1 
Culberson .. 06 ° > =e 1 
Lamar ..... 0 SK ak 1 
Monroe .... 1 ee Se OM 
Washington. 0 0 0 0 0 1 1 
Total Dec. 1 0 1 0 0 4 4 
Tota] Nov. 0 0 0 0 0 3 3 
Difference 1 0 1 0 0 1 1 


WELLS COMPLETED 
MONROE COUNTY 
33-2n-4w M. & O. R. R., J. C. Prine 1.. dry 





Southwest Texas Fields 
Summary of Field Operations 
Comp. iets) Dry Gas Rgs.Dig. oe, 








Bekert ..... 2 1 0 2 1 2 
Pettus ...... 2 we. .8 24 = 6 
Tuleta ...... 2 7.6 6} 4-- )-6-:3" 2 
Sarnosa .... 1 100 600 1 3 2 
S. Gov. Wells 1 a. & @- & 8 6 
N. Gov. Wells 14 9,192 0 1 3 #11 #14 
Jacob 2 0 2 0 0 0 0 
Game cccccs 4 oe ..2. ok Fe 
Rio Grande . 1 6060 (0 0 0 1 1 
Los Olmos .. 9 300 5 0 2 #11 #13 
Laurel .... |; ee. 86 §)2°9 
Mirando Val. 1 °° &: ©. @ 2 
Escobas 2 75 1 0 1 0 1 
Miscellaneous 29 1 27 1 21 110 1313 
Ttl Dec. . 72 12,665 88 2 36 162 188 
Ttl Nov. . 84 20,049 46 4 87 162 189 
Difference. 12 17,384 s a. 2 0 1 
WELLS COMPLETED 
ECKERT eee — 
Janszen, Atex Oil Co. 1 ..... ° ecccece 
Bachmeyer, Otis Oil Co. 1 ...---eeseees 
PETTUS POOL—BEE COUNTY 
Ray, United Production Co. 44 ....++-+. 
Fee, J. IL. Mauldin 2 ....-seeeceevevers 250 
TULETA POOL—BEE Cours 
Fee, Dirks Bros. 1 ... cocccccccces + 
Harris, Wallace & Bowles” GD ceccee-<see 360 
SARNOSA FIELD—DUVAL COUNTY 
Weil, Sarnosa Oil Corp. 2 ...--see++e0++ 100 


SOUTH GOVERNMENT WELLS POOL— 
DUVAL COUNTY 

White, Humble Oil & Ref. Co. 9 ....... 400 

NORTH GOVERNMENT WELLS POOL— 
DUVAL COUNTY 

Freer, The Texas Company 1 

Allen, Magnolia Pet. Co. 2 .... 

Hahl, Seacord & Putnam 1 .... 

Wendt, Southwest Drig. Co. 4 





Hahl, Humble Oil >, Ref. Co. 1 .....- +++ Bas 
Hahl, Luse & Russ 2 .....-+eeeeees -. 600 
Lundvall, Highland Oil Co. BD evcvcdos.» 1200 


Brodbeck, Magnolia Pet. Co, - coccccoe BOO 


Wendt, Southwest Drig. Co. 6 .......--- 600 
Hahl, Whisenant, Trenchard 4 French 3 480 
Wright, R. B. Byrd 3 .ncecceesseveeees 288 
Hahl-Riley, Magnolia Pet. Co. 1 .......-- 1440 
Johnson, Magnolia Pet. Co. 6 ...+++-«++ gas 
Wendt, The Texas Company 2 ......-.- 


2 
JACOB POOL—McMULLEN COUNTY 
Jacob, Jacob, Buzzini & Pickett 8-A .. abd 
Jacob, Jacob, Buzzini & Pickett 10-A . abd 
SAXET FIELD—NUECES COUNTY 


Legasse, Titus & Calloway 1 .......--+- 160 
Walton, Houston Oil Co. 1 ..cseeeeeees abd 
Dunn, Saxet Oil Co. 9 ....-6--ceneeeee: 110 
Elder, Guif Coast Oil Co. 2 .....+++e00. 132 
RIO GRANDE CITY POOL—STARR 
COUNTY 
Doyno, Sioux Oil Corp. 1 ...-.-+eee+05- 50 
LOS OLMOS FIELD—STARR COUNTY 
Kelsey Bass, V. V. Combs 1 ....--+++++ abd 
Kelsey Bass, Hornaday-Porter i vseted abd 
Seabury et al, Munday Bros. 1 ....... - abd 
Lensgraf, Wells-Fenninger-Miller 1 .... abd 


Kelsey Bass, Los Olmos Oil & Gas Co. 33 30 
Kelsey Bass, Los Olmos Oil & Gas Co. 34 45 
Kelsey Bass, Los Olmos Oil & Gas Co. 35 35 
Kelsey Bass, R. McCormick 1 ........-- abd 
Kelsey Bass, Tarver & Nance 7 ........ 190 
LAUREL POOL—WEBB COUNTY 
State of Texas, South Texas Oil Co. 8..1000 
State of Texas, South Texas Oil Co. 2.. 100 
MIRANDO CITY POOL—WEBB COUNTY. 


Breckenridge, O. W. Killam 1 ......... 
ESCOBAS POOL—ZAPATA COUNTY 
Measles, The Texas Company 15 ....... 76 
Gutierrez, Allied Oil & Gas Co. 12 ..... abd 
Wells completed ........c0sseeeees 43 
Production ..ccccccccccccccvcsess 12,664 
Gas production ............- . 38,000,000 
Abandoned ..... eeescoessine eves oss 11 


Misce Counties 
ATASCOSA COUNTY 
McConnell, American Central Oil Co. 2.. abd 
BASTROP COUNTY 
Smith, Marts & Beavens 1 . 
Randall, Wilson & Edwards 1 ......... abd 
BEXAR COUNTY 
8. A. Land & Dev. Co., 8. W. Blount 1-A — 
Boehmer, F. H. Eckert & Son 2 ....... 
Bonkowsky, Jones & Volz 1 .......... oba 

















































Classen, Schneider, Rees et all ........ abd 
Carruthers, Trussell 1 .......... abd 
CALDWELL COUNTY 
Barber, Noack & Laning 1 ..........-- abd 
DUVAL COUNTY 
Duval Som Ranch Co., John Horn- 
beck 1 do Fereebcdtodcovess abd 
Sutherland, Duggan & Smith © cvctees abd 
GONZALES COUNTY 
Ward, Edmiston & Kirby Pet. Co. 1 .... abd 
Cardwell, Dave Watson, trustee 1 ...... abd 
GUADALUPE COUNTY 
Hemple, A. W. Wormser 1 ...........- abd 
Hoffman, J. T. Stover 1 ....-.---seuee abd 
JIM HOGG pergreargtat 
Vela, Clark & Cowden 1 ...... gas 
Allen, Clark & Cowden 1 .......-seee5- abd 
JIM WELLS COUNTY 
Wade, Larcro Gas & Pet. Co. 3 ........ abd 
KERR COUNTY 
Witt, Verde Oil & Gas Co. 1 .......... abd 
KARNES COUNTY 
Ingram, H. J. Porter et al 1 .......... abd 
McMULLEN COUNTY 
Burmeister, Skinner & Bailey 1 ....... abd 
MEDINA COUNTY 
Jungman, W. L. Umburn 4 .......0+06. abd 
Jungman, W. L. Umburn 2 ......-.«««+ 1 
MILAM COUNTY 
Johnson, Michalk & Clark 2 .. abd 
NUECES “a este 
Luby, Gulf Port Oil Co. 1 ......... abd 
AN PATRICIO COUNTY 
Welder, Chiltipin Of! Co. 1 ...... . abd 
TRAVIS COUNTY 
Sy Us REED D owes ccccccesiccce abd 
Swedish, Fitz Fuchs 1 ...........+606- abd 
WEBB COUNTY 
Lioyd, Hamill & Hamill 1 ............ abd 
ZAPATA COUNTY 
Uribe, J. W. Brower 1 ........se0005 abd 
Uribe, Huff & Fudge 1 ................ abd 
Trevino, H. Muckelroy, Jr. 1 .......... abd 
NOE 6S cccebevovoscceds 29 
ED, Gntcddecocdcrvccsecscevws 1 
Gas production ........ 6,000,000 
SUPE “Weeledeecredsvceovides’ 27 
Gulf Coast Fields 
Summary of Field Operations 
Texas 
Field— Comp. Prod. Aba. GasRegs. 7. Tt. 
Ariola ...... 2 0 0 2 
Barbers Hill. 7 3,925 ; 0 0 13 13 
Batson ...... 1 5 0 0 0 1 1 
Big Creek 1 0 1 0 0 1 1 
Blue Ridge 0 0 0 0 é* 23 1 
Clay Creek 0 oe of 6 .€ 2 2 
Conroe ..... 30 63,580 1 0 3 656 59 
Damon M’'nd. 1 70 0 0 t) 3 3 
Esperson 2 260 0 0 0 2 2 
Fannett oe o 0 0 0 2 2 
Goose Creek 0 0 0 0 0 1 1 
High Island 2 725 1 0 1 4 5 
Hull .......- 5 359 1 0 1 6 7 
Humble 6 500 1 0 0 3 3 
Liberty 0 0 0 0 0 1 1 
Lost Lake 9 0 0 0 0 1 1 
Manvel ..... 0 0 0 0 1 2 3 
Markham ... 1 0 1 0 0 0 0 
Moss Bluff 9 0 0 0 0 1 1 
Mykawa 0 ee 2 686 2 
Pierce Jctn.. 2 900 «(0 0 0 2 2 
Rabbs Ridge. 11 12,084 0 0 2 9 11 
Raccoon Bd... 1 586 0 0 0 1 1 
Refugio 1 75 0 0 0 1 1 
Saratoga 1 - eR tore et 3 
Sour Lake 1 eres Cy ere 
Orange ...... 1 10 0 0 0 1 1 
Orchard .... 1 0 1 0 0 0 0 
W, Columbia. 1 we? get By a a 
Miscellaneous 14 0 13 1 56 44 49 
Total Dec.. 91 73,119 26 1 16 162 177 
Total Nov.. 76 54,342 24 1 14 162 176 


Difference. 16 





18,777 2 0 .. 1 


Choctaw .... 
Cameron 
Meadows .. 
Bdgerly 
Gueydan ... 
Hackberry 


eco — 
oo 
ooo 
eco 
etc 
Ce lal 
nee 


~ 
r 
— 

— 
= 


2,381 


— 
— 
oe 
we 
oe 


Jennings ° 
Lake Barre.. 
Leesville 
Lockport 
Port Barre . 
Sorrento 
Starks 
Sulphur . 
Sweet Lake. 
Vinton .... 
White Castle. 
Miscellaneous 


Kweoocorwrocoocooocooooo 
ecocoooooocooooo 
eecowrocooceooooeo 
cocooooooeoooo 
reeceocecooooo 
“a Oo bo OO Oo 
Oo Co et to Oo Go 





Total Dec.. 
Total Nov.. 


| 
nen 





Difference. 
Total Gulf 

Coast ... 97 
Total Nov.. 88 


3,316 


76,500 28 1 15 
60,039 29 1 18 


Difference. 9% 16,461 1 0 3 8 5 


WELLS COMPLETED 
TEXAS 

any ip ag tg COUNTY 
Kirby, Gulf Prod. Co. 
Ariola fee, Republic Prod. Co. 2 





Welle completed .....-.-sccccucece 2 
Abandoned .ncccccccccccccecccees 2 
BARBERS HILL—CHAMBERS COUNTY 
Means, Mills Bennett Prod. Co. 5 és 800 


Wilburn, R. B. Ferrell 2 ...........+.- " abd 
Iifrey, Moody Corp. 1 ........- 6s -ssee-- 50 
Iifrey, Texas Guif Prod. Co. 4 ......... 800 
Kirby, Texas Gulf Prod. Co. 11-A ...... 1400 
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McLean, Texas Gulf Prod. Co. 2 
Wilburn, The Texas Co. 2 .... 


Wells completed 
Production ........ 
Abandoned .... 
BATSON—HARDIN COUNTY 
Paraffin, Ada Belle Oil Co. 160 ....... 
BIG CREEK—FORT BEND — 
Wheat, B. C. Bukowski 1 ...........-+- 
DAMON MOUND—BRAZORIA couNTY 
Norton, Sinclair Prairie Oil Co. 3 0 
CONROE—MONTGOMERY COUNTY 
Keystone Mills, Ilpha Pet. Co. 1 
South Tex. Dev. Co., Gulf Coast Drig. & 


eeeewneee 


een enee 





ProG. Ca, 1 coer vccccccosreseccecsees abd 
Alexander, Harrison & ‘Abercrombie 1..3180 
Hooper, Hooper-Rutherford Oil Co. 3...1000 
Alexander, Humble Oil & Ref. Co. 2-A.2000 
Alexander, Humble Oil & Ref. Co. 1-B..2205 
Alexander, Humble Oil & Ref. Co. 1-C..1000 
Alexander, Humble Oil & Ref. Co. 1-B..2000 
Hirsch, Humble Oil & Ref. Co. 1-A....3180 
McDonald, Humble Oil & Ref. Co. 1... .2070 
Madeley, Humble Oil & Ref. Co. 2 ..... 1405 
Madeley, Humble Oil & Ref. Co. 3 ..... 2085 
Madeley, Humble Oil & Ref. Co. 4 ..... 1725 
A. Moorehead, Humble Oil & Ref. Co. 1. 840 
E. Moorehead, Humble Oil & Ref. Co. 1.3000 


E. Moorehead, Humble Oil & Ref. Co. 2.1800 
South Tex. Dev. Co., Humble Oil & Ref. 

Co. 22 -21 
South Tex. 


o. 2 
South Tex. 


Hooper, Moore & Bruton 2 

Granger, South Gulf Oil Co. 1 

South Tex. Dev. Co., C. C. Steinberger 1 800 
20 





Moody, The Texas Co. 2 ...66--0-- sence 00 
Moody, The Texas Co. 3 ..cceeecceeeees 1920 
Ehodes, The Texas Co. 1 .....-+.see0% 790 
Lewis, Tidal Ol] Co. 1 on .eeeeeecceseees 3720 
Lewis, Tidal Oil Co. 2 ...eeeeeeceeecces 2500 
Hooper, Violett & Griffith 1 2000 
Hooper, Violett & Griffith 6 .........- 2000 
Wells completed ......-+.s+0+. 30 
ProGuction ..cccccscccccrscccesees 53,680 
Abandoned ..... ° Svawedescegeos 
ESPERSON—LIBERTY COUNTY 
Davis, Cranfill-Reynolds Co. 2 .......-. 200 
Esperson, Cranfill-Reynolds Co. 5 ...... 60 
Wells completed .......--scecccaee 
Production libdies ae chankweds 260 
HIGH ISLAND—GALV ESTON 
Cade, Yount Lee Oj] Co. 32 ....-+see0s 725 
Smith, Yount Lee Oil Co. 13 .........«. abd 
Wells completed ......-csccenctears 2 
UIE 1S cadaccscccesesceserese 726 
AMbamGoMeE 2... cveccccedcscscscece 1 
HULL—LIBERTY COUNTY 
Ray, W. B. Piymm 2 occ. ccccccccccces 50 
Finley, Gulf Coast Dev. Co. 2 ......... 19 
Dolbear, Republic Prod. Co. 95 ........ 50 
Dolbear, Republic Prod. Co. 147 ....... 240 
Taylor, D. L. Thibodeaux 1 .......... abd 
Wells completed ......-+secceevuee 5 
Production ..ccscsccesccsce--seveee 359 
ADANGONE 2... ceeccrcsscsecceese 1 
HUMBLE—HARRIS COUNTY 
Pickens (Blk. 42), Martin Drake & Jones 
BD i cccdencdactbscedevcccocsccescocctne 75 
River, Sun Oil Co. 59 ......-eeeeceeees 50 
River, Sun Oil Co. 65 ...cceeeeee coves 300 
River, Gun Of) Co. 71 ..wccscccccessvcs 75 
Wheeler & Pickins, BE. M. Wilson 1 .... abd 
Wells completed .....seeeeeceeeeee 6 
rT? Terrie TT 500 
AROREOROE 2c. coccccceccoscccsese 1 
MARKHAM—MATAGORDA COUNTY 
— United North & South Dev. 
GB. 2 ccccvccccvccvcvesccesecccececce abd 


PIERCE ‘JUNCTION— HARRIS COUNTY 


Settegast, Rio Bravo Oil Co. 25-A 500 
Hooks, Rock Drilling Co. 2 .......+.++. 400 
Wells completed .........+4.++- os 2 
Production ..ccccccscccsceses - 900 


RABBS RIDGE—FORT BEND COUNTY 


Edwards & Riggins, Guif Prod. Co. 2 ..1440 
Gubbels, Humble O. & R. Co. 2 --. 790 
F. L Booth, Humble O. & R. Co. and 
Gulf Prod. Co. T-A ....--- cece eeeeees 1200 
F. L Booth, Humble O. & R. Co. 
Gulf Prod. Co. 8-A 2... e cece eeeee 1390 


F. L Booth, Humble O. & R. Co. and 
Gulf Prod. Co. 9-A 
Lockwood, Humble O. & R. Co. and 


Gull Pred, Ces 6 aside dice vcccavedioes 1560 
Lockwood, Humble O. & R. Co. 
Gulf Prod, Co. T1-B 2... ccccccccccess 1320 
Lockwood, Humble O. & R. Co. and 
Gulf Prod. Co. 8-B .... cece cenevee 264 
Meyers, Humble O. & R. Co. and Gulf 
Pred. Co. B cccccccecesscvcccceccevce 1490 
Whitmore, H. M. Naylor 1 ......«+«+«- 350 
Wolters, The Texas Company 3 ...... 1080 
Wells completed .........5. scenes 
PUCCIO oo 6 bese ccc dccecvecess 12,084 


Abandoned or Ga8 ......- see eeeens 0 
RACCOON BEND—AUSTIN COUNTY 
Woodley, Humble O. & R. Co. 8 ....... 586 
REFUGIO—REFUGIO COUNTY 


Ryals, W. L. Pearson 1 ......--eeeeeces 76 
SARATOGA—HARDIN COUNTY 
Jordit, Rio Bravo Oil Co. 91 ...... 40 
SOUR LAKE—HARDIN COUNTY 
ao Houston Prod. Co. 1 ........ abd 


ANGE—ORANGE COUNTY 
Michael- Berwick, Orange Pet. Co. 3 .. 10 
ORCHARD—FORT BEND COUNTY 
Moore, Gulf Prod. Co. 34 
WEST COLUMBIA—BRAZORIA COUNTY 
Hogg, The Texas Co. 68 ....655.-ee0es abd 


Miscellaneous Texas 


BRAZORIA COUNTY 
Pledger, Hunt, Danciger Oil & Gas Co.1 gas 
FORT BEND COUNTY 
Gale Krenek, Paul & 
Gestte 2 csicccccccscsces 


1 
Long Point, Sitta, Reisinger et all 


Borden Sur., 


GRIMES COUNTY 
Pat O’Connor Sur., Greer Bros., 
leum Southwestern Corp. 1 .. 
HARDIN COUNTY 
Wm. Slade Sur., Hooks, Charles Paggi 1 abd 
Van Meter Sur., Andrews, Republic Prod. 


Petro- 


eS Per rryeirs re ee ike ke abd 
JASPER COUNTY 
Sarah Gray Sur., Miller-Vidor, Gulf 
Pee CO Bice cbivaitle cbs 0 HO665.04Kii0*» abd 
Ben . yew Sur., Richardson, Hous- 
tom, OF) Ca, 2 cacccncccccecccccccceres a 


JEFFERSON COUNTY 
John McGaffey Sur., Broussard, Elam & 
Pipkin 2 
ORANGE COUNTY 
ee Sur., Hurst fee, Republic Prod. 
Swisher Sur. _ 3, Miller-Vidor, 
OE Be eee eee 
VICTORIA COUNTY 
LR.R. Sur. No. 26, Beck, Houston re 
Co.-Magnolia Pet. Co. 1 .........44.. 
WHARTON COUNTY 
Mancha Sur., Laura Hahn, Gantt et al 1 abd 


Wells completed ........cceeeeeees 14 
Production ..csscccecscesvsecs gecee 0 
BROREGRSS onc 66.60.0620 KH ogitensc ceeds 13 
MY Ghsehodnedeadadinckds cents dealt 1 


LOUISIANA 
EAST HACKBERRY—CAMERON PARISH 


Watkins, Calcasieu Oil Co. 36 ......... 1600 
Watkins, Calcasieu Oil Co. 39 ......... 309 
Irwin, Jim Ol) Co. 10 .....ccsccccic. 650 
Gulf Land (Humble lease), Union Sul- 
Se’ Geb Ge wtbbicnde epemeséces--ccoedt ~1372 


Wells completed 
INE 154 6 666.64 dd evita cccvees 
Abendoned or gas 
SULPHUR—CALCASIEU PARISH 
Fee, Union Sulphur Co. 774 ........... 
Haneous Louisiana 
PLAQUEMINES PARISH 
a Island—Garden Island, The Texas 








Rocky Mountain Area 


WYOMING 
Summary of Field Operations 


County— Comp.Prod.Dry Gas 
Big Horn 0 0 0 0 wrt a? 
Garpem ..... 3 0 0 3 0 3 3 
Converse 1 30 0 0 0 5 5 
ME 0seéns 0 0 0 0 0 5 5 
Fremont . 1 25 0 0 0 + 4 
Hot Springs. 0 0 0 0 0 3 3 
Natrona 0 0 0 0 2 9 11 
bs es-06 0 0 0 0 0 4 4 
Sweetwater. 0 0 0 0 2 5 7 
Sublet .... 0 0 0 0 1 5 6 
.. eae: 0 0 0 0 0 3 3 
Weston .... 6 108 2 0 2 6 8 
Miscellaneous 0 0 0 0 0 7 7 
Ttl. Dec. 11 163 2 3 9 *64 73 
Ttl. Nov. 8 268 5 1 11 838 94 
Difference 3 105 3 2 2 19 21 





*Twenty-three wells which have shown no 
activity for more than a year were dropped 
from list of drilling wells. 


WELLS COMPLETED 
23-46-64 McCullough, Yellowstone Pet. 3 50 


14-46-64 Chadron-Osage Oil Co. 18.... 50 
30-46-63 M. S. & Co. 13 ............ 6 
12-46-64 Duluth-Wyoming Oil Co. 2 ... 2 
16-46-64 Riggs Oil Co. 2 .............. dry 
3-46.64 Toyne, Paymac Oil Corp. 1 dry 


27-3n-lw Enos, Big Four Oil Co. 5 at 25 





4-33-76 Kinney, Ohio Oil Co. 25 ..... 30 
1-18-78 Mutual Oil Synd. 26-C ....... gas 
1-18-78 Mutual Oil Synd. 13 ......... gas 
18-18-77 Carbon, Ohio Oil Co. 1 ...... gas 
Wells completed .................. 11 
CE is> Gua0d 6c on» «cee Cab - 
Ge. weers toes Rada das oo 0-0 amd edube 
Gas production ........... ennai 000 


Dry and abandoned 


MONTANA 
Summary of Field Operations 


County— Comp.Prod.Dry Gas Rgs.Dig.Ttl. 
Carbon ..... 600 0 0 0 6 6 
Cascade 1 0 1 0 0 0 0 
Glacier 2 48 0 1 3 10 13 
Liberty ..... 1 0 1 0 0 4 4 
SE.” » peewen 0 0 0 0 0 3 3 
BOON sconces + 22 2 0 0 6 6 
Miscellaneous 0 0 0 0 1 12 13 

Ttl. Dec. . 9 670 a 1 4°41 45 

Ttl. Nov. 10 553 4 6 10 57 67 

Difference 1 117 0 1 6 16 22 





*Twenty-two wells which have shown no 
activity for more than a year were dropped 
from list of drilling wells. 


WELLS COMPLETED 


2-37 4w Farbo, Askalta Oil Co. 8 .... dry 
12-35-3w Haugen, Eagle Oil Synd. 1... 5 
10-35-2w De Groat, Raymond et al 2 dry 

2-34-lw Heanel, Bi-State Oil Co. 2 .. 17 
17-36-6e First Natl, Peoples O. & G. abd 


10-35-5w Fisher, The Texas Co. 1 ... 
24-34-6w Yunck, Santa Rita 0. &G.2.. 48 


4-21-4e Sheffelt, Chas. Merz et al 1.. dry 

3-7s-21 Robinson, Ohio Oil Co. 7 600 
Wells completed ...........000.-65 9 
po re re 670 
Gas POs OSb4 SELL VA Uee ce bids 1 
Gas production eobcelwoowes 


Dry and abandoned .......... 
UTAH 
Summary of Field Operations 
Comp. - ye Gas Rgs.Dig.Ttl. 
Total Dec. .. 0 0 0 17 #47 


Total Nov... 0 : ° o 0 17 17 
Difference. 0 0 0 0 0 0 0 
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NEW MEXICO 
of Field 0 











dropped. 


WELLS COMPLETED 


County— Comp.Prod.Dry Gas Rgs.Dig.Tt), 
Chaves ..... 1 or eo 1°45 
De Baca .... 0 -SOo® Fo9 
Eddy ....... 1 2006m0lCO KB 
TOG. wervecsee 6 38896 0 0 2 12 
McKinley te 0 0 0 0 8 8 
Otero ...... 1 Sea Oe O-% 
San Juan 0 “Ge =) 8 5 
San Miguel. 0 0 0 0 0 $4 
Santa Fe 0 Pwo es 2 8.4 
Valencia .... 0 0 0 0 1 8-— 
Miscellaneous 0 S20 eo-s 11 we 

Ttl Dec. 9 38,916 2 0 10 *59 6 

Ttl. Nov. 7 36545 0 1 14 59 73 

Difference. 2 2,371 2 1 2s 

*Hight drilling wells which have shown 
no activity for more than a year were 


22-24-12e Evans, Pasotero Pet. Corp. 1.. dry 


34-18-38 Turner, Stanolind O. & G. Co. 
Bem cecacce - 1555 

3-19-38 Byers, Stanolina ‘Oo. “& ‘G. Co. 
it witha dtie tp beets > cess 1555 
18-18-38 Hardin, Gypsy Oil Co. 1....19699 

18-18-38 or ere Amerada Pet. Corp. 
oh aphele eS Tie  E e . 15034 
28-18-38 aT Repollo Oil Co. 2.... 551 
10-19-38 State, Stanolind O. & G. Co. 29 502 
7-18 27 Kaiser, W. A. Scott 1 ....... 20 
20-10-24 Emerson, R. D. Compton 1.. dry 


Wells completed 
PPOGMBUOD cco cce- sce 
Dry and abandoned 


COLORADO 


Summary of Field Operations 


County— Comp.Prod.Dry Gas Rgs.Dlz.Ttl 
Boulder 0 0 0 0 0 2 2 
Elbert ...... 0 0 0 0 0 4 4 
Fremont 0 0 0 0 0 2 2 
Jackson .. 0 0 0 0 1 4 § 
La Plata .. 0 0 0 0 1 | 
Larimer .... 0 0 0 0 1 9 10 
Las Animas. 0 0 0 0 0 $ a 
Moffat ..... 0 0 0 0 2 264 
Morgan 1 30 0 0 1 1 2 
Rio Blanco. 0 0 0 0 0 3 6s 
eee 1 0 1 0 1 1 2 
Wee cecvccce 0 0 0 0 0 7 7 
WOME seveces 1 0 1 0 0 0 0 
Miscellaneous 0 0 0 0 1 17 18 

7G. Des. . § 30 2 0 8 *57 65 

Ttl. Nov. 0 0 0 0 10 74 & 

Difference. 3 30 2 0 2 17 #19 


*TFifteen wells which have shown no ac- 
tivity for more than a year were dropped 





from list of drilling wells. 
WELLS COMPLETED 
7-2s-43 Winegar, Major Pet., Inc. 1.... abd 
§-6n-86 Irwin-Carstarphen, The Texas 
Cee eer s cers eesseesese dry 
7-6n-60 Butters, Ohio Oil Co. 4 Peace 30 
Wells completed .........+55---- 3 
Production .....-.+-seeces 30 


Dry and abandoned 





Eastern Fields 


Summary of Completed Work 


Field— 


Comp. Prod. Dry Gas 

Bradford .... -. 38 71 0 0 
BED eiwdiasseid.s <s-es's 2 2 0 0 
Venango-Clarion ....... 6 4 1 1 
New York-Penna. Gas .. 4 0 2 2 
Middle Field oe: 7 1 0 
Butler-Armstrong ...... 2 1 1 0 
S. W. Pennsylvania : 8 6 1 + 
Southeast Ohio .......... 22 216 3 8 
West Virginia ........... 19 25 5 10 
Total Dec. ........ 104 332 14 25 
Wetes. WV. sisi said's «as 137 569 18 21 
Difference ...........-. 33 237 4 4 


Summary of Work Under Way 


Fiela— Rigs Drig. Tt. 
Bradford .icccccscsees . & 13 17 
pT ee er eT 0 4 4 
Venango-Clarion ............ 0 5 5 
New York-Penna. Gas q 14 21 
Middle Field .......... be 1 1 
Butler-Armstrong ......... 0 6 6 
Southwest Penna. ....... 3 14 17 
Southeast Ohio .... 6 24 80 
West Virginia ........ 29 51 80 

RE TIO 1c occ coc copes 49 132 181 

Wetel WOVs coccecescccese 44 141 185 

Difference ........ rahe 5 9 4 

WELLS COMPLETED 
BRADFORD 
Hamlin, F. J. Isert .. 4 
Fee, Mix Creek Oil Co. ..........- pressure 
Rasey, Chief Prod. Co. ..... ....pressure 
Fee, Forest Oil Corp. ...........---- pressure 
POG, Wasess Gil Gemp. occ ccccscvccccces- 1 
Fee, Forest Oil Corp. ............-++++> 1 
Fee, Forest Oil Corp. ............+++: > 
Fee, Forest Petroleum Corp ...pressure 
Fee, Forest Petroleum Corp .. pressure 
Fee, Forest Petroleum Corp ...pressure 
Fee, Forest Petroleum Corp. .. . -pressure 
Fee, Forest Petroleum Corp. .......--- 1 
Fee, Forest Petroleum Corp. .......--- 1 
Fee, Forest Petroleum Corp. .......--- 1 
Fee, Forest Petroleum Corp. .......--- 1 
Fee, Forest Development Corp. ... pressure 
Fee, Forest Development Corp. ..pressure 
Fee, Forest Development Corp. . . pressure 
Bingham 592, Associated Prod. Co. . 2 
Franks, Bradford Prod. Co., Inc. " .pressure 
Hostetter, Hunter Oil Corp. 1 
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bore Healey Pet. Corp. .......... 2 
Bradford Prod. Co., Inc. ...pressure 
C. Reidy et al .......... pressure 
Pon, Mary ©. Relay Prod. Co., Inc. ..... 20 
yorris, Minard Run Oil Co, ....... pressure 
Minard Run Oil Co. ....... pressure 
Morris, Minard Run Oil Co. ....... pressure 
Baintuple, — and Reed .......... 1 
Ajax Oil ohgie #5 9 awe eee ehsle 3 
a 90, acents Oil a ar ae 10 
Olean Pet. Co. ..... 2... -eeesecees 15 
Melvin, South Penn Oil Co. ..........-. 2 
Moors, South Penn Oil Co. ........pressure 
Farm 4192, South Penn Oil Co. . . pressure 
farm 4192, South Penn Oll Co, .....pressure 
farm 4194, South Pen Oil Co. ..... pressure 
Farm 4194, South Penn Ol Ca ..-cecee 4 
Wells completed ......-s.eceeeneee 38 
Production ......+.-seseeeerteeeee: 71 
PreSSUFE 26... 6 0. eee e eee eecee: oo, = 
‘ALLEGANY 
warters, John D. Macdonald et al ..... 1 
Childs, Martin Bros, et al ........+-++- 1 
Wells completed 2 
Production .. ..-+-seee-serceeees 2 
VENANGO-CLARION 
Yogelbacher, Vogelbacher Bros. 4 ...... 1 
Ashbaugh, Speechley Oil & Gas Co. 3. gas 
Fee, Grove and Whitman 9 .......... ee 
Weaver, I. D. Kahle 2 ......4.-+.sseeee 1 
ley, Manion and Kirkwood 13 .... 1 
Stitzinger, Bower & Oa E cscvees- cess dry 
Wells completed ......eeeeeceseees 6 
Production .....6e-ceeeeeerecceeeee 4 
ob ee ee Peer eT ae teh : 
NEW YORK-PENNSYLVANIA GAS 
Kinney, Belmont Quadrangle ......--. gas 
Mosher, Tri-State Oil & Gas .......... gas 
Lynch, Kenrow Co. and 8S. J. Brendel.. dry 
Whote, Peterman and Ivers .........+- dry 
Wells completed ........««..++ ° 4 
Dry .c---nccccccrcccescccsescecccce 2 
Gas 6s cu bake c 66:00 6046 060 76006 o vae8 2 
MIDDLE FIELD 
Werthman, Wormer estate ........++++. 4 
Kellar, Landers et al 9 ...-.eeee+--00% dry 
Gorman, Murphy Oil Co. 32 ..........-- 3 
Wells completed .....-eseeeeee- ee 3 
Production ....-6+neeeeereereeteess 7 
Dry 2... cece see reecereeeereseerres 1 
BUTLER-ARMSTRONG 
Cashdollar, Beals and Freeman 4 .,... 1 
Boehm, J. L. Peters 7 ....-.++2---seeee dry 
Wells completed ....-...se scenes 2 
Production ....cceecessserereeveres 1 
Dry 2... sccerseereceeveccssecserses 1 


SOUTHWEST PENNSYLVANIA 
WELLS COMPLETED 
ALLEGHENY COUNTY 

McMichael, South Penn Oil Co. 6 ...... 3 
Reilley heirs, Reilley Oil Co. 1... 





+. gas 
Noving, Frank Hardt 2 .......++.+- ecos 2 
BEAVER COUNTY 
Blagle heirs, Blagle Ol] Co. 1 .......«+. 2 
GREENE COUNTY 
Brown, J. B. Orndoff Co. 1 ....-+se5+- gas 
Rice, J. H. Null, et al 2 ........ éotvee ee 
Gribbin, Wasmuth and Callahan 1 ..... gas 
WASHINGTON COUNTY 
McDowell heirs, Lawrence et all ..... dry 
SOUTHEAST OHIO 
WELLS COMPLETED 
ASHLAND COUNTY 
Young, Kundt Hulse, Inc. 1 ....... eese Gry 
Alexander, O. H. Meltzer et al 6 ...... 2¢ 


Heffelfinger, Kundt Hulse, Inc., et al 1. dry 
ATHENS COUNTY 

Hewitt, C. O. Young 2 .....-+eseeecees 1 

Young, Standard Nat. Gas Co. 2 ...... IE 
BELMONT COUNTY 

Shutway, Bradfield and Hardwick 1 ... gat 


A. Adams, O. K. Oil & Gas Co. 1 ...... gas 
E. Brown, O. K. Oil & Gas Co. 1 ...... gar 
E. Brown, O. K. Oil & Gas Co. 1 ...... gae 
COSHOCTON COUNTY 
McKee, Kundtz Hulse, Inc., et ai 1 .... 118 
Snider, Preston Oil Co. 2 .....eeseeees 3E 
MEDINA COUNTY 
Richards, Oko Oil & Gas Co. 9 ........ x 
MORGAN COUNTY 
Crooks, Henry Hercher 1 ......+..++- = 1 
Crooks, Henry Hercher 2 ...-...+++++:+ 1 
Crooks, Henry Hercher 8 .........«++- * 2 
MUSKINGUM COUNTY 
Staker, Ohio Fuel & Gas Co. 4 ........ a8 
Spring, Fritz Oil & Gas Co. 2 ......... gas 
NOBLE COUNTY 
Rowlands, Harper Bros. 1 .........--.. dry 


VINTON COUNTY 
Co-operative Oil Co., Co-operative Oil 
Co. 2 


ENS nec sebeenea dee Goes e's £ 
Dwyer, Kaechelmaker estate 2 ......... gar 
WASHINGTON COUNTY 
McKee, Hall and Henning 1 .... gar 
Brownfield, Peoples Banking ‘& “Trust 
OM By eee Daebibe sede 069-0 8GC0s Ce s00s 1¢ 
WEST VIRGINIA 


WELLS COMPLETED 
BOONE COUNTY 
McKinney, C. P. Jones et al 1 .......- gas 
ABELL COUNTY 
Huntington Brick Plant, Huntington 
"fF se SSeS gare 
Marshall College, Phillip Hager et al 4; gas 
Williams, R. H. Adkins et al 1 ...... -. gas 
CALHOUN COUNTY 
Jackson, T. J. and A. H. Jackson 1 .... ary 
DODDRIDGE COUNTY 


Spencer, Riley Yeater 1 ............).. 4 
GILMER COUNTY 

Stout, McCall Drilling Co. 6 .......... . gas 

er, Patsy Crude Oil Co. 2 .......«.. 10 


Weaver heirs, South Penn Oil Co. 10... dry 

Reynolds, Virginian Gasoline & Oil Co.1 dry 
LINCOLN COUNTY 

Adkins, Woodal Gas Co. 4 ...........-- gas 

PLEASANTS COUNTY 

McTaggart, Eureka Oil Co. 1 .......... 1 

Hammett, Hammett and Holpp 1 ...... dary 
RITCHIE COUNTY 

Drake, Drake Oil Co. 1 ........sse+--++. 10 

er, A. B. Bilis et al 1 ........+.... 
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ROANE COUNTY 


Smith, Clark and Huffman 1 ......... gas 
Taylor, C. C. Cleavinger et al 2 ....... gas 
WETZEL COUNTY 
Stender, E. M. Hannan et all ........ dry 
Midcap, Midcap et al 1 .........+..4-- gas 





Lima Fields 


Summary of Field Operations 
— Prod.Dry Gas Rgs.Dig.Ttl. 
0 


Wood * 60 0 0 1 1 3 
Hancock .... 0 o 0 0 0 1 1 
BEER... 40.060 on 0 . 4. |  @ +4429 
Auglaize .... 1 a 0 1 1 2 
Sandusky ... 1 15 0 0 0 3 3 
Lucas ...... 1 5 0 0 0 3 3 
Ottawa ..... 0 0 0 0 0 1 1 
Seneca ..... 3 1 0 2 1 4 5 
Hardin ‘ 1 30 0 0 0 0 0 
Logan ...... 1 1 0 0 0 0 0 
Wyandot .... 2 0 1 1 1 3 4 

Ttl Dec. . 10 62 2 3 4 19 23 

Ttl Nov. . 14 432 2 66 2 21 23 

Difference. 4 380 0 2 3 2 0 


WELLS COMPLETED 
HANCOCK COUNTY 
Allen—Trout hrs. B, Ohio Oil 7, 17 ... abd 


Abandoned .... 
AUGLAIZE “COUNTY 
Douchoquet—C, Wintzer, C. Wintzer 1. dry 
SANDUSKY COUNTY 

Rice—Noah Hetrick, W. G. Montgomery 
bs nmbeddenacee 15 
LUCAS “COUNTY 
Monclova—D. Nultz, Doblinger Brs. 1.. 5 
SENECA COUNTY 
Hopewell—Francis A. Crum, W. J. Gett- 
man & Co. 2 


Ne cakeeaka seme t cre was gas 
Frank Feasel, Tiffin Indus. Gas. 3 .... gas 
H. C. Sraepyeeitt J. H. Murphy & Sons 

xe bbctigegrreeene +negn<eneens 

re IE. w kiv'c 0.0 inwdsacveees 3 

PUGRRONOR. 0 0.0.0:000 carivcevecccsccs 1 

GRD  cccdtmnccanescsoonces>-acccccce 2 
HARDIN COUNTY 

Pleasants—Allen B. Rouston, Grover 

eS eee 


LOGAN COUNTY 
— — A. Cook—Simms O. & 
WYANDOT COUNTY 
Crane—Howard A. Walton, M. R. Mc- 
Pherson & Co. 
Ward W. Walton, Gimbill, 


Burton & 
oP rear ee 


gas 
— c Apple, Lime Stone oe 
& Gi 


Central Ohio Fields 


\Summary of Field Operations 
Comp.Prod.Dry Gas Rgs.Dlg.Ttl. 








Ashland .... 1 5 0 0 1 2 3 
Lorain .... 0 oo 0 60 08 28 2 
Medina 0 7.8 g 3 4 
a —eeeE 0 0 °O 0 1 1 2 
Fairfield 2 0 1 1 0 2 2 
Summitt .... 1 0 0 1 0 0 0 
Coshocton 2 151 0 0 1 1 2 
Licking 0 3% @. §g 38 4 
Muskingum 3 0 1 2 1 6 7 
Athens ..... 3 15 2 0 1 6 7 
Tuscarawas . 1 0 0 1 1 2 3 
Holmes ..... 1 0 0 1 0 1 1 
GORE wccccece 7 eS S. 2 «2 we 
Belmont 8 0 0 8 2 5 7 
Guernsey 1 0 1 0 0 4 4 
Trumbull 2 0 32 0 oO 1 1 
Crawford 0 0 0 0 0 1 1 
GORE ccccee 0 0 0 0 0 1 1 
Scioto ...... 0 0 0 o 0 1 1 
PEP coveece. 0 o 0 0 0 2 2 
Carrels. ...c- 0 0 0 0 0 5 5 
Columbiana . 0 0 0 0 0 2 2 
Ttl. Dec. . 32 171 i: a a. ae | 
Ttl. Nov. . 32 67 4 20 19 86 105 
Difference. 0 104 3 1 2312 14 
WELLS COMPLETED 
ASHLAND COUNTY 
wey Spe Alber & Co., Metzger 
Mi © bvcseec. cane eensdeeseedenes 6 
FAIRFIELD COUNTY 
Pleasants—Wm. Hartman, City Natural 
Se LIS bob6 oe Rewde whee aveks gas 
Berne—Chas. Fauble, aul Natural Gas 
WE Sbebdeecdecesic cedeserecne ry 
Wells completed .............ce00- 2 
ST ee eT ee ee 1 
Dry een eueld as.etth cndinedes<s 280 os «eo 1 
“SUMMITT COUNTY 
Richfield—Hillside Country Club, Barn- 
ff & & 2p SA ere gas 


COSHOCTON COUNTY 
Perry—Rolla McKee, Hulse & Kundtz1 115 
Newcastle—D. S. Snyder, Preston Oil 2- 


RAY Oe OP eae ee re 36 
Wells completed ...........020% 2 
an ain eed 00:5 60en e040 94 161 


MUSKINGUM COUNTY 
Perry—Sidney Taylor, Wittmer Oil 2 .. gas 
Brush Creek—Carrie Staker Ohio Fuel 

Gas 3-5685 





RESUS UMpd ed bees 666000. S0eeheawe dry 
.. err 3 
Ge Sie cet iced side cevetbeivesevad 2 
DO <i odk ac Adhoths 6.660 4 486s ccesieu 1 


HOLMES COUNTY 
Monroe—Wm. Martin, Lydic O. & G. 3. gas 
STARK COUNTY 

Jackson—J, F. Geib, Ohio Fuel Gas 1- 


COUN auiv® cSeanst so tmecher: denereenre gas 
Geo. H. Charis, East Ohio Gas 3..... gas 
Frank 8, Seil, East Ohio Gas 1...... gas 


Robert Klein, Brendall Producing 1.. gas 
Lake Cable Co., Brendall Producing 9 gas 
Frank Dix, Plain Nat. Gas & H. Co. 1 gas 
"> Burdel, Plain Nat. Gas & H. 


ATHENS COUNTY 
Carthage—Chas. Ackley, Clyde Cody 4.. dry 
Waterloo—David sec Standard Nat. 

Gas Co. 2 ...... 








Wells completed .......... Oe 3 
Pro@uction ....ccscccccsesscevese:: 15 
DEP ncoasda > nedbbencacsdge tats bee 2 
TUSCARAWAS COUNTY 
Fairfield—J. W. Weaver, Frank Lyons 
BH CO. & cecccccccccccscevscesesess gas 
BELMONT COUNTY 
Somerset—Jos. Gallagher, Ohio Fuel Gas 
Sn” <<. copabenketas esse ane toe Gh gas 
Richland—Fred Kurth, Union Gasoline 
& Gate. 1 .cencvcceupe sxescapvcrs gas 
Steve Jevonic, Union Gasoline & Oil 
COPD. 2 ..- cen ccccccceccessscvces gas 
Union— Walter Rudolph, Wood & Co. 1. gas 
John Shutway, Bradfield & Co. 2... gas 
E. and S. Brown, O. K. O. & G. 1, 2. gas 
Alice Adams, O. K. O. & G.i ...... gas 
Wells completed ..... . 8 
GRE dunner danenes +5000 s 
GUERNSEY COUNTY 
Jefferson—Chas, Muhlbeck, Wilbur 
ON SS a eae rT ry 
TRUMBULL COUNTY 
Farmington—H. G. Reibel, Wittmer O. “ 
dhe s bbb oboeeneds cabs eo ry 
Gustavus—John E. McCamey, Morse O. 
ded venous RE RE 
Wells completed ........seeeeee+:: 2 
Dry ...-cccerscvcce-sevecesesscesecs 2 





Kentucky Fields 


Summary of Field Operations 
Comp. Prod. DryGasRigsDrig.Ttl. 





Ohio ...c0-- 12 217 2 os Bw 
Daviess 9 316 3 0 011i 
McLean 4 208 1 1 0 5 6 
Hancock 7 160 1 0 1 6 7 
Henderson 2 .y +e 8 
Barren ..... 1 0 1 0 0 1 1 
Muhlenberg... 6 0 0 0 0 1 1 
Tayler cess 0 0 0 0 0 1 1 
Madison 0 a 2 oe a et 
Bath ....... 0 0 0 0 0 1 1 
Breckenridge 0 0 0 0 0 1 1 
Greene ..... 0 0 0 0 0 2 2 
Edmonson .. 0 0 0 0 0 1 1 
BOSS cccccce 0 eee 4h F 1 
Butler ...cc- 0 0 0 0 2 0 2 
Grayson 0 0 0 0 1 p | 2 
EGO cccccccs 1 75 o 0 0 1 1 
Total Dec.. 36 975 8 4 4 48 652 
Total Nov.. 31 650 12 0 6 48 6564 
Difference. 6 325 «(4 4 2 0.2 
WELLS COMPLETED 
OHIO COUNTY 
Hartford—Dave Brooks, Cumberland 
Det. 18 ccicoccsccccccscccccesesscce 50 
Ernest Bickett 90 ac. D. J. White 
BD GO F ceccvccvcvccccecsesccsccece 46 
Baxter Taylor 60 ac., Mecca Oil 2.... gas 
Baxter Taylor 60 ac., Mecca Oil 3 .... 6 
James Greer, B. & B. Oil Co. 8 .... 16 
James Greer, B. & B. Oil Co. 9 - 16 
E. M. Royal, Louisville Gas & "Blectric . 
BS scvackcodésewevsdentoneesney + shee) 0 
George Burdette, Mabel E. Daugherty 
GA. B accccdicvenn«opscvecessnes - ary 
I. T. Westerfield, H. L. - & Co. 2.. dry 
Smith, D. T. Bolling & Co. sevecees Of 
R. A. Miller, Ivyton Oil & Gas 14 aes 
Nora Chambers, H. A. Henry 6 ....,. 
Wells. GHRGSIIAE - vawicciveedsorecccss 12 
PORE. os Se Wein cvewensxes scans 9756 
RS a ee we re .. er ~ 
GE. sins dd o's ceeds npesndds eet cones 7 
DAVIESS COUNTY 
Owensboro—Albert Jackson, Brenner & 
RE DE e.nkb bs saertiuet es eC bee 180 
Jake Alsip, Brenner & Adams 1 .. dry 
Ace Bratcher, Hupp, Duff & Co. 4... dry 
Austin Ramsey, Ellis & Ashby 3 .. 20 
Ramsey heirs, Ellis & Ashby 4 ...... 25 
Ace Bratcher, Hupp, Duff & Co.7... 70 
Magan heirs, Eastern Gulf Oil 1 ...... 10 
Cc. E. Gipe, Creek Drilling Co. 1 ..... dry 
George Riddle, Brenner & Adamsl1.. 10 
Wells completed ......... Scot ad @ deh 9 
POE So-ncd vanced sis eewev cscs 315 
DEY ccccccvccssecescccevessccseecs 4 
HANCOCK COUNTY 
Pellville—Elec Jackson, Hupp, Duff & 
GO. F  ccsevctcccncceseeessccsences 
Elec Jackson, Hupp, Duff ‘& os... @& 
Elec Jackson, Hupp, Duff & Co. 9... 60 


Frank Bickett, T. J. Bartlett & Co. 1 dry 
Preston Matthews E 40 ac., Belling & 
White 2 


.  —- 7 
POE cab coccs sdackcebegev eee 160 
BP atic bat desi Hav ede soe c'Sesciiece 1 


McLEAN COUNTY 
Calhoun—Charles L. Martin, William P. 
Combine 2 cccccccccesscoscccccccese 
Frank Bennett, H. A. Osborne & Co, 1 dry 
William Ashton, Owensboro Bank 
Treat 2 ncccccevccccccccesncescece -. 200 
J. L. Boyken, Whitmer Oil & Gas 1.. gas 


Wells Gemmmsetes cc ciccccccccccccce 4 
PrORRetNeW Sida d ec ssiessecccecsccecse 108 
EL. nec seine hiniseitintin einen quienes seated 1 
Se eiseses se 6dSvideedosscscctscea* § 


HENDERSON COUNTY 


Niagara—Chester Duncan, Turner ae 
ry ae Be ee ee 
Mrs. Mollie Duncan, Turner & Tich- » 
QGP 8 vee vcucosacseecese onsee kam gas 
Wells completed ........... sesceas 2 
DEE. 6 0 ddd cho dbadsihs + ds 0 chodbete 2 


BARREN COUNTY 
Glasgow Junction—Harlow, Knapp & 
WOUND 2 idikid cet ivisvrs ere oo. Gry 
LEE COUNTY 
ing tg yy ed Mineral Co., D. 
L. Johnson & Co. 





Illinois Fields 


Summary of Field Operations 
ar st ome Dry Gas Rgs.Dig.Ttl. 





seeoes ee, ty Qaer 3 
Pe ° ° 0 0 0 1 1 
Crawford ... 2 0 2 0 1 2 3 
ee Sss.. 2 0 1 0 °O 1 1 
Wabash 2 2 eS Gag 1 1 
Boone ...... 0 0 ° 0 0 1 1 
Jefferson ... 0 0 e = 0 1 1 
Jasper ...... 0 0 9 0 0 1 1 
Clinton ..... 0 0 0 0 0 1 1 
Ttl Dec. . 4 2 3 0 os 2 
Ttl Nov. . 1 7 0 0 1 13 13 
Difference. 3 5 3 0 0 o 06 
WELLS COMPLETED 
CRAWFORD COUNTY 
Montgomery—Raymond Oldham, W. C. 
CII SE Me ie Sin oot wines tt ek 
Southwest—Rachael Martin, Dark Bend 
Gee 4B cacces C0eHs Cereneene see dry 
Wette Gemeente. ons ccccctoncacene 2 
Se ea ee en 2 


LAWRENCE COUNTY 
Dennison — Victor B. Harding, J. D. 
ES I. net debate cuitinia de abd 


Bridgeport — Chas, M. Orr, Snowden- 
ONE. SEE, TE sons otal ba gnne acca abd 

Petty—A. C. Droll, Snowden-Mc- 
Dey Ge. © asisrcececcscteness . abd 

M. X. Piper, Snowden-McSweeney Co. 
OTE EI ES eS a abd 
8. Racop me, B, Gdie GF 4 ooceccas abd 
Cassie Walters, Ohio Oil 8 ......... abd 
Wells abandoned ............... ‘ 6 


MARION COUNTY 
Centralla—Wm. Langewich, James Oil 1 dry 
W. J. Hicks, Miller & Mackey 1 abd 
Lewis Scott, Miller & Co, 1 
Central Trust & Savings, 
A Ur vc attains. sah niee-besis bree nee ieeed abd 
ae ‘g Quillman, Miller & Co. 


Sandoval — 
ern O. & 
w. *. Dean, Southwestern O. & G. 2, 
3, coeccccce 


y+ SETS 


WABASH COUNTY 
Lee H. Jordan, F. L. Andrews 





2 

Biehl me F. L Andrews & Co1. " aba 

J. H. Jordan, F. L. Andrews & Co. i. abd 

Cc. B. and J. H. Jordan, F. L. An- 
drews & Co. 1 


0 00cccensceees s0be0 abd 
Joe Keyer, J. S. Young, Jr. & Co, 1. ave 
Wells completed 00+ cedSEsbooce oe 
PL. gbccegscene ceccensbaeene 2 
Abandoned ...... Cer cecccecccceceses 4 





Indiana Fields 


Summary of Field Operations 


Comp.Prod.Dry Gas Rgs.Dig.Ttl. 
Gibson 


Pike ..... 
Sullivan 
Daviess 
Warrick 
SE hades 
Spencer 
Perry 
aes 
Marshall 
Lagrange 
Putnam 
Posey 
Dubois 
Harrison 
Hamilton ... 
Dearborn .... 
Greene 


~~ 


cooocooooooooooooowooocooso 


ecorwrooooooooOoNr Fr Orr ets 


Bt. SOE cece: 


eeesees 


Vanderburg . 
Monroe — 
Stare 2c cece 
Tippecanoe 


asoocoooocoo 


® 
to) 
3 
< 
| conmewcccocooooo 
_ 
~~ 


| ooo 


TtlhL Dec. . 23 
Ttl Nov. . 20 


Difference. 3 212 


te 
to 
a 


| 
a 
wo | aw | ecowocscooeoosooooooooroeoosoosooooororcorHrtr 


oa | 30 | revere rereret to eet tt ee ek ee 
ee | se | reeerepererer Tote tet tt ee a al 


WELLS COMPLETED 
DAVIESS COUNTY 
Harrison—Henrietta Goslin, Ind, South- 
western Gas Corp. 1 ..... cocces. Bas 
GIBSON COUNTY 
Washington — Alice Frederick, See 
OM of Ber. cvcdececonessdsccivcs 
Columbia—Bunice Heldt, ind. South. 
western Gas Corp. 1 ...e..0--se00- Gty 


Russell Farmer, Knox Eng. Co. 1... 


GREENE COUNTY 
below Ye -4r ey B,. Brown, A. R. Morris 
& 1 


COUNTY 
Washington — Andrew Willis, 
Bement 1 
Frank Aurand, A. E. Davies 1 ‘ 4 
Chas. Lucas, Tressler, Moore & Co. 4 gas 
M. Miley, H. H. Risher 1 


SULL IVAN COUNTY 
Gill—-Chas. McKee, Glengarry Oil 1 .. 
VIGO COUNTY 
Prairie Creek—B. F. Rynerson, 
Cc. Taliaferro, Jr. 
SPENCER COUNTY 
A. Grass, Van's Oll 5 
PERRY COUNTY 
Anderson—Matt Gayer, Roger E. Wil- 
liame 2 .. 
ee. J. Peters, Dr. C. C. Taliaferro, 


Huff—G. 


Jr. 
A. J. Wess Dr. 
3 


Wells completed 
Production 
Abandoned 
HANCOCK COUNTY 
Fortville—Hudson lot, Vernon 
Gas 1 
Jackson—Thos. L. Smith, Enighistows 
Natural Gas 1 gas 


Natural 


Gas 
VANDERBURG COUNTY 
Center—Hornby, McNair & Co. 2 .... 
Theo. Kinder, R. J. Rendall & Co. _ 
Theo. Kinder, R. J. Rendall & Co. 2. 
Fred Kreeger, J. 8. Young, Jr. 1 
G. W. Hornby, McNair & Co. 3 
Cc. B. L. Rightway, Young & Henley 1. 


Wells completed 
Production 
MONROE COUNTY 
Benton —C. M. Thompson, Pet. 
and Ohio Of! 1 
Bloomington — A. H. Young, 
and Ohio Oi! 1 


Expl. 


a 
Pet. Expl. 
ar 





Michigan Fields 


Summary of Field Operations 

Comp. eee) Dry Gas Regs.Dig. be 
12 
31 


Muskegon 


— 
oe, 


nwreo 


3,415 


Montmorency 
Leelanau .. 
Sanilac 
Gratiot .... 
Shiawassee . 
Allegan .... 
Livingston 
Osceolo é 
St. Clair ... 
Alpena .... 
Cheboygan .. 
Kalamazoo .. 
Oakland 
Genessee . 
St. Joe ..... 
Macomb ‘ 
Saginaw .... 
Newyago ... 
Wexford .... 


| HO ep OHM HOS OM te td Oe & H+ Or to Or D9 © re OO 
CF EH COMP HH OCOSCH ENS OSOSOS OH NH Wwe wag 
om gg tt tt et 08 bo om a om OD CO + OF OD Co C8 DO 


eescoeosooesoosoeosoosoesosooeeSo 
leoopesecesooooeessooesosseoosH 
‘ 


TtL Dec. . 
Ttl. Nov. . 


3,826 
2,105 


1,725 


ne 

| o3! SSwpocooooososeosooosco 
4 
| 
BI 
tote 
ou 


| 


o| eo | Seeeceoooooesoooseoooo seocoocoescoeoooo 


[an 
| oe 


a 
~ 
we 
to 


Difference . 


WELLS COMPLETED 
ISABELLA COUNTY 
Chippewa—Adamas, Goll, Graves & Meck- pe 


ng 
Vernon—Ruth Cowden Mackenzie, Thos. 
EB. Currie & Co. 1 -. Gry 
F. H. Lynch, Mich. O. & G. Corp. a.. Panic 


Wells completed .. 
Production 


MIDLAND COUNTY 

Greendale—Mattie Yost, Pure Oil 1.... 

Claud EB. Harnick, Pure Oil 2-A 

Laura E. Root, Pure Oil 3-A.... 

A. Seeley, Pure Oil 3 

W. &. Root, W. L. McClanahan, Inc. 2 350 

Gilson-Fales, Columbia O. & Levee 

Nickerson, R. D. Maicolm 2 

Hastings, R. D. Malcolm 2 

N. J. Skinner, W. A. Robinson 3 — 

E. A >. papcmmpecgesee: Isaac M. Shuler, one 


2 
wn. Schaffer, G-L-P-Oll Dev. 2 .... 
Opperman, Edw. Stewart & Co. 2 .. 
Lee—B. Rayner, Mich. G. & O. Corp. 1. dry 
Wm. D. Hewitt, Gordon Oli 2 .. 20 
asper—Chas. 8. Hoyt, Mich. Pas. 0. & 


Y 
Bibridge—C. Hannum, A. 8. Cochran 1 dry 
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Interest in Michigan Field Now Centering 
on Tests South of Eastern Extension 


By GEORGE A. WHITNEY 


MOUNT PLEASANT, Mich., Jan. 30. 
Probably one of the most important tests 
—and a test that may not yet have its 
value fully proved—was drilled by the 
Pure Oil Co. during the closing month 
of 1932, being located 2,310 feet from 
the south line and 330 feet from the east 
line of the Mattie Yost and others farm, 
in the 8 three-quarters, W half, Section 
35, Greendale Township, Midland Coun- 
ty, which had an initial production of 
1,155 bbls. and after treating with acid, 
was reported to have produced 2,000 
bbls. the first 24 hours. This well is + 
miles south of the east extension pool. 
It was believed to have tapped a produc- 
ing vein distinct from the main pool. At 
this time Pure Oil Co. is drilling three 
offsets to the wildcat and the Columbia 
Oil & Gas Co. is drilling a wildcat 2 
miles west of the Yost. 

The Pure Oil Co.’s three wells now 
under way are No. 1-B, 2,310 feet from 
the south line and 330 feet from the east 
line of the Mattie Yost farm, SE SE NE 
Section 34; No. 2-B, 330 feet from the 
south and east lines of the Mattie Yost 
farm, SE NE Section 34, and No. 2-A, 
330 feet from the south and west lines 
of the Mattie Yost farm, in the 8 half 
NW Section 35, same township. 

Only two wells were reported drilled 
in during the week, both being owned by 
the Pure Oil Co. They are No. 2, 
1,650 feet from the north line and 330 
feet from the east line of the Alvin An- 
thony farm, in the 8S half NE Section 
17,.Greendale Township, Midland Coun- 
ty, with an initial production of 190 
bbis., and considered an edge well. The 
other completion was No. 2, 990 
feet from the north line and 330 feet 
from the west line of the Mary Jacob 
farm, N half SE and S half NE Sec- 
tion 9, Greendale Township. which failed 
to flow naturally and will be treated 
with acid, and is also an edge well. 

Permit was issued to the Old Dutch 
Oil & Gas Co. for No. 1 well, 660 feet 
from the north and east lines of the Hugh 


McGuire and Kate McGuire farm, in the 
B half SE Section 35, Vernon Township, 
Isabella County; to the Pure Oil Co. 
for No. 5-C, located 2,310 feet from the 
south line and 990 feet from the west 
of the Glen M. Reem farm, in the NW 
SE Section 15, Greendale Township, 
Midland County, and for No. 1 well, 1,- 
650 feet from the north line and 990 
feet from the east line of the H. Woern 
farm, in the SH NE, same section and 
township. 

Edward Stewart and others are drill- 
ing No. 5 well, 990 feet from the south 
line and 330 feet from the west line of 
the John Opperman farm, in the NW SW 
SE Section 12, Greendale Township, Mid- 
land County. 

Ira Scheifley, trustee, is drilling 200 
feet from the south line and 940 feet 
from the west line of the All-American 
Fur Farm Syndicate, in the SE SW SE 
Section 21, Summerfield Township, Clare 
County. In the same county, the Strange 
Oil & Gas Co. is reported around 1,600 
feet in a test 300 feet from the south 
line and 990 feet from the west line of 
the J. L. Littlefield farm, in the SE SW 
SW Section 9, Surry Township. 

Gratiot County is not living up to ex- 
pectations, as there were hopes of devel- 
oping a large gas-producing area. The 
Shell Petroleum Corp.’s test, 660 feet 
from the north and west lines of the 
Aubrey Mellinger farm, in the C NW 
SW Section 9, North Star Township, was 
drilled through the Marshall and Red 
Rock without picking up gas production. 
James G. Tiplady, trustee, drilled a test 
in the southeast corner of the Laycock 
farm, in the SE SE NW Section 11, Ar- 
eadia Township, to 3,322 feet and in the 
Dundee, failing to find any production 
and has been shut down. Ralph W. Mel- 
horn’s test, 350 feet from the south line 
and 970 feet from the east line of the 
Robert C. Kerr farm, in the SE NE 
Section 2, Elba Township, passed through 
the gas -sand without commercial pro- 
duction. 





SAGINAW COUNTY 
Birch Run—Richard Johns & Co. Smith 
Pet. Co. 1 
Tittawassee—Wm. Kirchner, Alvin H. 
Weber, tr. 1 a 
Wells seams: 
Production .. 
Dry . 





Oklahoma Fields 


(Continued from Page 37) 
George L. Pace’s No. 2 Mitchell, SW 
cor, NW NW Section 31-1s-2w, and 
Samedan Oil Co.’s No. 1 Hopson, SE 
cor. NE Section 25-1s-2w. 


Frank Gouin and K. D. Oil Co.’s No. 
2 Burton, NW cor. SW SW Section 30- 
1s-2w, found oil in sand at 2,416-2,550 
feet. A swabbing test will be made. It is 
the east offset to a 400-bbl. well. G. L. 
Pace’s No. 1 Lucas, NE cor. SE NW 
Section 14-1s-2w, just northwest of the 
field, was being abandoned at 2,540 feet. 

Magnolia Petroleum Co.’s No. 2 Hooks, 
NW cor. SW SW Section 13-1s-3w, Car- 
ter County, missed the regular produc- 
ing sand and was coring in another sand 
at 2,570-80 feet. 

The Amos Drilling Co.’s No. 2 Short, 
SE cor. SW SW Section 18-1s-2w, was 
drilling at 1,800 feet which is below the 
regular sand. If nothing is found at 2,- 
000 feet the operators intend to plug 
back to the 1,193-foot gas sand. 

In Stephens County, J. A. Linson’s 
No. 1 Doss, NW cor. SW NW Section 
4-2s-8w, on the south edge of the Em- 
pire Field, was drilling out cement plugs 
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eet. 


Atoka County 
Independent Drilling Co.’s No. 2 James, 


C NE NE Section 28-2-15 (twin), was 
drilling at 200 feet. Same company’s No. 
1 James, C NE NE Section 28-2-15, was 
abandoned at 429 feet. Barton and others’ 
No, 4 Miller, SE cor. NW SE SW Sec- 
tion 26-1-14, was abandoned at 505 feet. 
Hicks and others’ No. 2 Morris, SE cor. 
NE NW SE Section 5-1-15, was com- 
pleted for 3 bbls. from 190-252 feet. 


Carter County 


G. Pace’s No. 2 Mitchell, SW cor. NW 
NW Section 30-1s-2w, is a location. K. 
D. Oil Co.’s No. 2 Burton, SW cor. NW 
SW Section 30-1s-2w, is a_ location. 
Samedan Oil Co.’s No. 1 Hopson, SE 
cor. NE Section 25-1s-3w, is a rig. G. 
Pace and others’ No. 1 Lucas, C NP 
SE NW Section 14-1s-3w, was aban- 
doned at 2,540 feet. 


Creek County 


Ruckman and others’ No. 1 Watley, 
NE cor. Section 24-17-11, was completed 
for 5 bbls. from 1,502-55 feet. Smith and 
others’ No. 4 Fry, CSL NW SE Sec- 
tion 14-17-8, was completed for 10 bbls. 
from 2,578-2,602 feet. C. G. Tibbens’ No. 
9 Williams, SE cor. NE NW Section 
18-14-98, made 60 bbls. from 1,206-18 feet. 


Jefferson County 
L. J. Dixon’s No. 1 Rice, SE cor. Sec- 
tion 25-5-5, was abandoned at 590 feet. 


Oklahoma County 
Anderson & Prichard and others’ No. 


1 Harris, SW cor. NE NW Section 2- 
11-3w, is a rig. 


Hughes County 
Troup and others’ No. 1 Moore, NW 
cor. SW NB Section 22-7-8, is a rig. 
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Producers & Refiners Corp.’s No. 1 Nar. 
comey, NW cor. SE SW Section 9-78 
an old well drilling deeper, total depth 
2,987 feet, made 60 bbls. 


Okmulgee County 


A. G. Hazlett’s No. 1 Dunbar, Nw 
cor. Section 21-14-13, is a rig. Paraffine 
Oil Co.’s No. 5 Grayson, SW cor. SR 
SE SW Section 26-16-11, was completed 
for 20 bbls. from 1,814-34 feet. Klingep- 
smith’s No. 6 Grayson, SW cor. NE NE 
NW Section 35-16-11, was completed for 
50 bbls. from 1,785-1,834 feet. Rorabaugh 
and others’ No. 1 Grayson, CEL SW NF 
Section 35-15-14, was abandoned at 1. 
202 feet. Bingham Brothers’ No. 4 Basen, 
NE cor. Section 26-14-12, was completed 
for 30 bbls. from -1,936-56 feet. 


Osage County 


Silurian Oil Co. and Moore’s No. 59 
well, SW cor. NW NE NW Section 18. 
23-12, was spudding. Lewis Production 
Co.’s No. 7 well, SE cor. NE Section 28- 
24-7, was abandoned at 2,712 feet. Peters 
Petroleum Co. and others’ No. 1 well, SE 
cor. SW NE Section 24-24-7, was con- 
pleted for 25 bbls. from 699-706 feet. 


Pontotoc County 


Harris-Hays’ No. 1 Craven, SE cor. 
SW Section 24-5-5, is a rig. Ligon- 
Todd’s No. 3 Starrett, NE cor. SE SE 
Section 29-5-5, was completed for 65 
bbls. from 1,750-60 feet; total depth 2 
367 feet. Jock Roy’s No. 1 Cummins, 
SW cor. NW NW Section 2-48, was 
abandoned at 705 feet. 


Pottawatomie County 
Wood Oil Co.’s No. 1 Ashby, SW cor. 
NE NW Section 22-7-5, is a location. 
Spears Drilling Co.’s No. 1 Greer, SE 
cor. SW NE Section 20-7-4, is a rig. 


Stephens County 

G. W. Haines’ No. 1 Woolsey, SE cor. 
SW NE Section 43s-6w, an old well 
drilling deeper, was abandoned at 2,261 
feet. J. R. Travis’ No. 1 Jones, C NE 
NE SE Section 13-1s-8w, was abandoned 
at 2,580 feet. Zellers and others’ No. 1 
Spring, SW cor. NW Section 3-1s-4v, 
was abandoned at 297 feet. 


Tulsa County 
Bright & Compton’s No. 1 Chisholm, 
NE cor. SW NW Section 11-17-14, wus 
completed for 5,000,000 feet of gas from 
1,412-14 feet. 
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SPERRY-SUN 
WELL SURVEYING CO. 
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FINANCING 


Corporations requiring capital for pro- 
motion or expansion are invited to 
communicate with the undersigned. 


WILLIAM R. THURSTON 
33 West 42nd Street. New York, N.Y: 











